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MISSISSIPPI  RIVER  COMMISSION. 


To  the  Senate  and  House  of  Representatives: 

I  transmit  herewith  to  the  House  of  Bepreseutatives  a  communication 
from  the  Secretary  of  War  submitting  the  annual  report  of  the  Missis- 
sippi Eiver  Commission. 

1  take  this  occasion  to  invite  the  early  attention  of  Congress  to  the 
continuation  of  the  work  on  the  Mississippi  River,  which  is  being  carried 
on  under  the  plans  of  the  Commission.  My  sense  of  the  importaace  of 
the  improvement  of  this  river,  not  only  to  the  people  of  the  Northwest, 
bat  especially  to  the  inhabitants  of  the  Lower  Mississippi  Valley,  has 
already  been  expressed  in  a  special  communication  to  the  last  Congress. 
The  harvests  of  grain  and  cotton  produced  in  the  region  bordering  upon 
the  Mississippi  are  so  vast  as  to  be  of  national  importance,  and  the  pro- 
ject now  being  executed  for  their  cheap  transportation  should  be  suffi- 
ciently provided  for. 

The  Commission  report  that  the  results  due  to  the  still  uncompleted 
works  have  been  remarkable,  and  give  the  highest  encouragement  for 
ex)>ecting  the  ultimate  success  of  the  improvement. 

The  act  of  August  2, 1882,  appropriated  $4,123,000  for  the  work  on 
that  part  of  the  river  below  Cairo.  The  estimates  of  the  Commission 
already  transmitted  to  Congress  call  for  $3,000,000  for  the  continuation 
of  tbework  below  Cairo ;  and  it  appears  from  their  report  tbat  all  of 
the  last  appropriation  available  for  active  operations  has  been  exhausted, 
and  that  there  is  urgently  needed  an  immediate  appropriation  of 
$1,000,000  to  continue  the  work  without  loss  of  time,  in  view  of  theap-. 
proach  of  the  flood  season  with  its  attendant  dangers.  I  therefore  rec- 
ommend to  Congress  the  early  passage  of  a  separate  bill  on  this  subject. 

Chester  A.  Arthur. 
ExBCiTTiVB  Mansion,  January  8, 1884. 
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letter  of  the  secretary  of  war. 

War  Department, 
Washington  City^  January  7,  1884. 
Sir:  I  have  the  honor  to  submit  herewith,  for  transmission  to  Con- 
gress, the  annual  report  of  the  Mississippi  River  Commission  for  the 
year  1883. 

Very  respectfully,  your  obedient  servant, 

Robert  T.  Lincoln, 
Secretary  of  War. 
The  President. 


report. 


The  Mississippi  River  Commission, 

President's  Office, 
Xew  Yorky  December  21, 1882[3]. 
Sib  :  The  Mississippi  River  Commission  have  the  honor  to  submit 
the  following  report,  embracing  the  subjects  and  subdivisions  specified 
below,  to  wit : 

1.  Progress  of  surveys  and  examinations  since  December  1,  1882. 

2.  Construction. 

3.  Remarks  on  the  subjects  of  levees  and  outlets. 

4.  Legislation. 

5.  Financial  statements  and  estimates  of  funds  for  the  fiscal  year  end- 
ing June  30, 1885,  for  '^  Surveys  and  expenses  of  the  Commission  "  and 
for  "  Improving  the  Mississippi  River.^ 

PROGRESS  OF  SURVEYS  AND  EXAMINATIONS. 

The  surveys  and  examinations,  undertak<»u  in  pursuance  of  the  re- 
quirements of  the  third  section  of  the  organic  act,  have  been  continued. 

From  December  1, 1882,  to  December  1, 18?3,  the  following  progress 
is  reported : 

Gauges. — Daily  readings  have  been  continued  at  the  stations  main- 
tained by  the  Commission,  and  two  new  gauges,  at  Gray's  Point,  Mo., 
and  Columbus,  Ky.,  have  been  established.  This  service  has  been 
greatly  improved  during  the  past  year,  and  its  value,  both  as  an  aid  to 
navigation  and  as  a  source  of  hydraulic  data,  greatly  enhanced.  A 
small  steamer  has  been  purchased  and  equipped  for  the  duty  of  main- 
taining these  gauges  in  correct  position,  and  insuring  accuracy  of  reconl 
and  display.  This  boat  is  constantly  passing  up  and  down  the  river 
in  the  ])erformance  of  this  as  her  principal  duty.  She  visits  each  gauge 
at  least  once  a  month.  The  daily  readings  are  conspicuously  displayed 
on  bulletin  boards,  and  are  now  a  prominent  feature  of  the  records  kept 
by  pilots  for  their  mutual  information.  The  bulletins  are  frequently 
read  at  night  by  means  of  the  electric  light. 

Triartgulation. — !N"o  field  work  has  been  done  during  the  year.  The 
adjustment  and  reduction  of  previous  work  has  been  completed. 

Precifte  levels, — The  line  has  been  continued  northward  along  the  river 
from  Clinton,  Iowa,  to  Savannah,  111.  (22  miles),  and  thence  to  Lake  Mich- 
igan at  Chicago  (148  miles).  The  reduction  of  the  part  from  Clinton  to 
Savannah  and  also  of  the  remainder  of  the  line  from  Grafton  to  Keo- 
kuk has  been  completed. 

The  record  of  the  tide-gauge  on  the  Oulf  of  Mexico  has  been  contin- 
ued. Owing  to  the  considerable  discrepancies  in  the  means  of  different 
lunations^  it  has  been  thought  unadvisable  to  terminate  the  series,  so 
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that  the  mean  Galf  level,  apon  which  all  elevations  are  finally  to  depend, 
remains  andetermined. 

Final  topography  and  hydrography^  on  the  same  scale  as  mentioned  in 
last  report,  has  been  completed  from  10  miles  above  Yicksbnrg  to  Don- 
aldsonville,  a  distance  of  297  miles ;  from  Island  No.  1  to  Donaldson's 
Point,  60  miles ;  from  Garutbersville  to  Plum  Point,  58  miles ;  from  Kan  - 
dolph  Point  to  Memphis,  15  miles ;  and  from  Commerce  Cut-off  to  Trot- 
ter's Landing,  33  miles,  making  a  grand  total  of  463  miles  of  river  sur- 
veyed during  the  year. 

In  connection  with  this  branch  of  work,  occasion  was  taken  to  repeat, 
in  the  fall  of  1882,  the  cross-sections  near  the  principal  crevasses  of  the 
preceding  flood,  for  comparison  with  measurements  of  the  same  sections 
made  previous  to  the  iiood. 

Detail  charts  (scale  of  -nriinj)  from  Arkansas  City  to  Greenville,  and 
fix)m  Lake  Providence  to  Waterproof,  comprising  160  miles  of  river,  have 
been  plotted  and  drawn  in  the  office.  In  addition,  the  remaining  sheets 
to  Donaldsonville  are  partially  com])leted.  The  preparation  of  the  pro- 
luninary  chart  (one  inch  to  a  mile)  has  been  continued,  five  sheets,  ex- 
tending to  Koducy,  Miss.,  having  been  drawn,  and  five  sheets,  extending 
to  tbe  foot  of  Island  97,  published. 

Trans  alluvial  levels, — The  system  of  lines  undertaken,  as  noted  in  the 
Report  of  tbe  Commission  for  1881,  p.  3,  to  obtain  information  as  to  the 
heights  of  the  alluvial  bottom  lands  and  their  reservoir  capacity,  was 
completed  during  the  past  year. 

Other  work  in  the  sam§  direction,  consisting  of  ICO  miles  of  levels  in 
the  conntry  between  Lower  Bed  Biver  and  the  Atchafalaya,  has  been 
completed. 

Obserralions. — The  series  of  measurements  at  Paducah,  Columbus, 
Helena,  Ilays'  Landing,  and  Red  River  Lauding,  which  closed  in  De- 
cember, 1882,  have  been  reduced.  The  measurements  of  escape  through 
crevasses  and  otherwise  were  repeated  for  the  flood  of  1883,  which  was, 
at  Cairo,  the  highest  on  record.  This  work  was  not  continued  below 
Vicksburg,  since  at  that  point  the  flood  was  several  feet  below  that  of 
1882,  and  was  no  longer  of  unusual  magnitude. 

Eightrater  marks  and  slope. — The  collection  of  reliable  high-water 
marks  of  1883,  and  previous  years,  has  been  continued.  The  profile  of 
the  water  surface  was  determined  for  the  low  water  of  October,  1883, 
from  Saint  Louis  to  Kew  Orleans. 

A  financial  statement  and  an  itemized  statement  of  the  expenditure 
of  the  appropriation  in  act  of  August  2,  1882,  appear  below. 

The  following  papers  relating  to  the  work  of  surveys  and  examina- 
tions are  submitted  as  appendices  to  this  report : 

Appendix  A. — Annual  report  of  the  secretary  of  the  Commission  upon 
the  field  work  of  surveys  and  examinations. 

Appendix  B, — Repoit  upon,  and  final  results  of,  secondary  triangnla- 
tion  from  Cairo  to  Keokuk. 

Appendix  C. — ^Report  upon,  and  results  of,  precise  leveling  from  Car- 
rolltou  to  Biloxi,  and  from  Cairo  to  Fulton. 

Appendix  D. — Reports  upon  field  work  of  topography  and  hydrog- 
raphy. 

Appendix  E. — Report  upon  the  work  of  trans-alluvial  leveling,  with 
profiles  of  the  lines. 

Appendix  F. — Reports  upon  and  results,  of  observations  of  river  dis- 
charge at  various  points. 
Appendix  G. — Bieport  upon  changes  of  the  Mississippi  River,  as  shown 

^'  comparison  of  the  earliest  and  latest  authentic  surveys. 
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CONSTRUCTION. 

At  the  date  of  the  last  annnal  report  of  the  ConimissioD,  December 
1, 1882,  work  had  been  fairly  iDaagurated  on  the  Plum  Point  and  Lake 
Providence  Beaches,  and  also  in  the  vicinity  of  Memphis  and  Vicksburg, 
and  throughout  December  and  January  the  work  was  pushed  with  great 
vigor.  Unfortunately  the  extremely  cold  weather  interfered  seriously 
with  the  stone  supply  from  the  Ohio  and  Upper  Mississippi,  the  runniug 
ice  at  times  entirely  cutting  off  access  to  the  quarries.  As  a  consequence 
of  this  there  was  a  large  accumulatioo  of  mattress  work,  both  for  bank 
revetment  and  for  pile-dike  foot  mats,  which  was  afloat  in  place,  but  un- 
sunk  for  lack  of  stone.  In  this  coudition  of  affairs,  early  in  February 
the  river  began  to  rise  rapidly,  bringing  down  great  quantities  of  drift, 
while  the  heavy  running  ice  on  the  Mississippi  and  Ohio  still  prevented 
the  procuring  of  an  adequate  supply  of  stone.  Efforts  were  made  to 
use  sacks  of  sand  instead,  but  without  much  success,  and  at  both  Plum 
Point  and  Lake  Providence  a  considerable  amount  of  mattress  work 
was  lost.  At  the  former  place  the  uncompleted  pile  dikes  also  suffered 
considerable  damage  from  the  accumulation  of  drift  and  the  strong  cur- 
rent, due  to  the  rapid  rising  of  the  river.  This  rise  continued,  and 
finally  culminated  io  a  flood  nearly  as  great  as  that  of  1882,  and  thence- 
forth a  very  high  stage  of  water  prevailed  continuously  until  about  the 
end  of  July.  During  this  period  work  was  continued,  though  under 
very  great  disadvantages,  and  was  of  necessity  mainly  confined  to  work 
on  the  dikes,  which  required  constant  watching  and  repairs  during  this 
long-continued  high  water. 

After  the  subsidence  of  the  flood  the  construction  of  mattresses  for 
bank  revetment  was  resumed,  but  the  season  proved  unusu-illy  sickly, 
and  labor  was  scarce  and  inefficient.  Nothing  of  consequence  was  ac- 
complished until  the  advent  of  the  cool  weather  in  the  fall,  since  which 
time  work  has  progressed  favorably  and  rapidly.  Every  endeavor  has 
been  made  to  place  the  work  in  a^s  safe  a  condition  as  possible,  but  it 
is  greatly  to  be  feared  that  this  can  only  be  partially  accomplished,  as 
the  funds  now  available,  the  balance  of  last  year's  approi)riation,  will 
only  admit  of  carrying  ©n  active  operations  till  about  the  middle  of 
December,  after  which  time  all  work  must  cease  until  Congress  makes 
a  further  appropriation  for  its  prosecution.  The  Commission  feel  that 
they  cannot  too  strongly  urge  upon  Congress  the  necessities  of  the  case 
and  the  need  of  early  relief,  as  the  flood  season  with  all  its  attendant 
danger  is  close  at  hand,  and  the  Commission  before  that  time  will  have 
exhausted  all  its  available  funds,  only  reserving  such  amounts  as  are 
absolutely  needed  for  the  cai*e  and  preservation  of  the  extensive  and 
costly  plant  belonging  to  the  works.  An  appropriation  of  $1,000,000 
made  immediately  could  be  advantageously  used. 

The  past  year,  with  its  many  vicissitudes,  has  been  fruitful  in  valu- 
able experience,  experience  which  was  much  needed,  in  view  of  the  mag- 
nitude and  of  the  untried  difficulties  of  the  work. 

This  experience  has  shown  that  the  principles  upon  which  the  Com- 
mission have  based  their  work  are  perfectly  sound,  end  in  this  respect 
no  modification  seems  necessary,  though  with  regard  to  details  of  con- 
struction some  changes  have  been  called  for. 

The  contraction  works,  consisting  essentially  of  dikes  of  piling,  sus- 
taining curtains  or  screens  of  brush,  proved  generally  too  weak  for  the 
work  imposed  upon  them.  The  great  depth  of  water  in  which  they 
must  be  maintained,  the  enonnous  accumulations  of  floating  drift,  and 
the  long  duration  of  the  high-water  period,  are  the  main  points  in  which 
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OUT  experieDce  differs  from  any  previously  noted  with  similar  structures 
at  other  localities.  This  has  necessitated  much  more  substantial  work 
than  was  at  first  deemed  necessary,  with  a  proportionate  increase  of 
cost-  It  shonld,  however,  be  noted  with  regard  to  these  works,  upon 
which  the  main  damage  experienced  has  been  concentrated,  that  they 
are  not  necessarily  permanent  in  their  nature,  and  are  only  intended  to 
effect  certain  definite  results,  viz,  the  silting  up  of  certain  i)ortions  of 
the  river-bed.  When  this  object  has  been  accomplished  their  work  is, 
as  a  rale,  ended,  and  their  maintenance  will  no  longer  be  required. 
Meanwhile,  from  their  position  and  the  style  of  their  construction,  more 
orless  damage  at  each  recurring  flood  is  inevitable  and  must  be  ex- 
pected ;  but  such  damage  should  be  made  good  as  soon  as  possible, 
and  the  general  continuity  of  the  dikes  preserved,  in  order  to  obtain 
promptly  the  desired  results. 

Ihe  revetment  work  undertaken,  wherever  completed,  has  proved 
entirely  successful,  and  but  slight  modification  in  the  general  style  and 
in  details  of  construction  ha^  been  found  necessary.  As  the  officers  and 
men  gain  skill  and  confidence  in  this  work,  better  results,  both  as  re- 
gards rapidity  of  execution  and  economy  in  coat,  may  be  expected. 

Ilext  to  the  scarcity  of  labor,  the  greatest  difficulty  met  with  has  been 
the  insuring  of  an  ami)le  and  timely  supply  of  the  materials  used  in  con- 
struction, especially  brush  and  stone.  Already  the  local  supply  of 
brosh  on  the  works  is  about  exhausted,  and  it  has  to  be  sought  either 
up  or  down  the  river  at  points  60  or  70  miles  distant  from  the  works. 
The  bulk  of  the  stone  needed  has  to  be  brought  from  above  Cairo,  as 
the  few  local  sources  of  supply  are  entirely  inswlequate  to  the  demands 
of  the  work.  This  has  created  a  demand  for  transportation  which  has 
taxed  the  resources  of  theCommission  to  theveryutmost,andaconsidera- 
ble  increase  in  the  number  of  barges  and  tow-boats  at  their  disposal  must 
be  made  as  soon  as  funds  for  the  purpose  are  available.  In  other  re- 
spects the  plant  on  hand  seems  adequate  for  the  work  and  generally 
efficient;  though  it  is  proper  to  state  hero  that  the  plant  provided  for 
commencing  work  on  the  New  Madrid  Reach,  and  part  of  that  procured 
for  the  Memphis  Reach,  has  been  absorbed  by  the  works  at  Plum  Point 
and  Lake  Providence. 

With  regard  to  the  results  due  to  the  still  far  from  completed  works 
it  would  seem  premature  to  speak;  tfevertheless  these  results  have  been 
80  remarkable  that  they  cannot  be  overlooked.  During  the  months  of 
September  and  October  the  river  below  Cairo  was  extremely  low  and 
navigation  was  carried  on  with  great  difficulty.  Between  Cairo  and 
the  Plum  Point  Reach  there  was  but  6  J  feet  and  6  feet  of  water  at 
several  points;  between  that  reach  and  Memphis  and  as  far  down  as 
Commerce  Cut-off,  40  miles  below  Memphis,  6  feet  was  found.  From 
this  point  to  the  head  of  the  Lake  Providence  Reach  there  was  but  7 
feet  available,  and  between  the  Lake  Providence  Reach  and  Vicksburg 
but  9  feet.    Below  Vicksburg  there  were  not  less  than  lOJ  feet. 

Daring  all  previous  low-water  seasons,  when  similar  depths  have 
been  reported,  Plum  Point  and  Lake  Providence  Reaches  have  been 
fully  as  shoal  as  any  points  on  the  river,  and  as  a  rule  shoaler  than  any- 
thing in  their  immediate  vicinity;  yet  during  the  present  season  there 
was  not  leas  than  12  feet  depth  through  these  two  reaches,  and  at  Lake 
Providence,  during  the  lowest  water,  over  15  feet  was  reported.  Thus 
these  two  long  stretches  of  habitually  difficult  navigation  showed  this 
year  a  depth  twice  as  great  as  the  bars  above  and  below  them,  and  this 
lesolt  can  only  be  attributed  to  the  works  executed  by  the  Commission. 
That  such  truly  remarkable  effects  should  have  been  produced  by  the 
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works  in  their  unfinished  condition  is  extremely  encouraging  as  regards 
the  ultimate  saccess^of  the  improvement. 

As  stated  in  their  last  report,  the  Commission  have  caused  surveys 
to  be  made  of  the  New  Madrid,  Memphis,  Helena,  and  Choctaw  Eeaches, 
with  a  view  to  preparing  detailed  plans  for  their  improvement  when 
funds  for  the  purpose  become  available.  Allotments  were  made  for 
New  Madrid  and  Memphis  Beaches,  and  a  considerable  amount  of  plant 
procured  for  beginning  work  thereon,  but  owing  to  the  non-passage  of 
the  river  and  harbor  bill  it  was  decided  to  be  inexpedient  to  undertake 
this  work  for  the  present,  and  such  iK)rtion  of  the  New  Madrid  allotment 
as  had  not  been  expended  for  plant  was  reallotted  to  Plum  Point  and 
Lake  Providence.  On  the  Memphis  Eeach  work  outside  of  the  harbor 
proper  was  confined  to  the  revetment  of  Hopefield  Bend,  a  few  miles 
above  Memphis. 

The  surveys  ordered  at  the  mouth  of  Bed  Biver,  and  for  a  lock  at 
Bayou  Plaquemine,  have  not  yet  been  completed,  owing  to  the  extremely 
unhealthy  character  of  the  season,  which  has  rendered  it  almost  impos- 
sible to  keep  a  survey  party  in  the  field.  For  the  same  reason  the  sur- 
vey ordered  at  Natchez  Harbor  has  not  yet  been  undertaken.  At  Mem- 
phis Harbor  the  work  in  progress  at  date  of  last  report  under  a  special 
allotment  by  the  Commission  has  been  completed,  and  the  same  is  true 
of  the  revetment  at  Delta  Point,  Louisiana,  opposite  Yicksburg.         ' 

The  allotment  for  dredging  in  Vicksbirg  Harbor  was  partially  ex- 
pended in  that  manner,  though  the  work  is  now  suspended  for  reasons 
set  forth  further  on.  At  the  mouth  of  Red  Eiver  the  same  means  for 
maintaining  navigation  were  resorted  to  as  in  several  previous  years. 
They  were  attended  by  failure,  as  in  1881,  and  for  similar  reasons. 

At  New  Orleans  the  construction  of  a  mattress  revetment  in  Carroll- 
ton  Bend  has  been  begun  and  is  now  in  progress. 

On  all  the  portions  of  the  river  under  improvement  repeated  surveys 
have  been  made  to  note  any  changes  which  might  occur,  and  especially 
those  due  to  the  works  constructed.  At  New  Orleans,  in  addition,  a 
series  of  discharge  measurements,  covering  nearly  9.  full  ye^r,  have  been 
made. 

The  details  of  administration,  and  the  division  of  the  river  into  four 
working  districts,  have  remained  throughout  the  year  as  described  in  our 
last  annual  report. 

Full  details  as  to  expenditures  will  be  found  in  the  financial  state- 
ments ai)pended  to  this  report. 

WORKS    BELOW    CAIRO. 

FIRST  DISTRICT. 

<Caii'u  to  foot  of  Islaud  No,  40,  220  miles  in  length.    Officer  in  charge,  Capt.  J.  G.  D. 
Knight,  Cori)8  of  Engineers,  U.  S.  A.) 

IlEADQUAKTKBS,  CaIBO,  ILL. 

In  this  district  are  included  the  New  Madrid  and  Plum  Point  Eeaches. 
The  former  extends  from  the  head  of  Island  No.  8,  42  miles  below  Cairo, 
to  the  foot  of  Island  No.  14,  a  distance  of '60  miles ;  and  the  latter  from 
the  head  of  Ishmd  No.  26,  147  miles  below  Cairo,  to  the  head  of  Island 
No.  35,  a  distance  of  40  miles. 

NEW  MADRID  BEACH. 

A  low-water  survey  of  this  reach  was  ordered  in  August,  1882,  and 
was  carried  out  during  the  fall  and  early  winter.    The  maps  of  this  sur- 
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vey  have  been  completed,  bat  no  project  for  work  has  as  yet  been  pre- 
pared. With  the  expectation  of  beginning  work  on  this  reach  the  Com- 
mission authorized  the  proCnring  of  the  following  plant,  viz:  20  pile- 
drivers,  40  barges,  1  machine  shop,  6  qaarter-boats,  4  200-feet  mattress, 
boats,  6  100-feet  mattress  boats,  6  screen  boats,  and  40  skiffs.  Of  this 
list^  the  pile-drivers,  barges,  and  machine  shop  have  been  built  and  as- 
signed to  other  works. 

On  December  19,  1882,  it  was  decided  to  suspend  such  portion  of  the^ 
allotment  as  was  not  needed  to  pay  for  plant  which  could  be  utilized 
elsewhere,  and  on  March  IG,  1883,  $300,000  of  the  allotment  was  trans- 
ferred to  Plum  Pointy  and  the  balance,  $187,500,  to  Lake  Providence. 

This  action  of  the  Commission  was  rendered  necessary  by  the  failure 
of  the  river  and  harbor  bill,  as  it  was  deemed  far  more  important  to  push 
the  works  already  begun  at  Plum  Point  and  Lake  Providence  as  far 
along  as  possible  than  to  attempt,  with  inadequate  means,  to  initiate 
the  improvement  of  another  reach.  Nevertheless,  in  the  interest  of  nav- 
igation, this  improvement  should  be  undertaken  at  as  early  a  date  as 
practicable,  as  the  bars  on  the  reach  were,  during  the  recent  low  water,, 
the  shoalest  and  most  troublesome  on  the  river. 

PLUM  POINT  REACH. 

The  work  so  far  decided  on  for  this  reach  comprises  a  system  of  lon- 
gitudinal and  cross  dikes  designed  to  close  the  chutes  behind  Elmot 
Bar  and  Island  No.  30,  a  similar  system  for  closing  the  chutes  behind 
Osceola  and  Bullerton  Tow-heads,  and  a  third  system  designed  to 
contract  the  water-way  between  Bullerton  Tow-head  and  Yankee  Bar,, 
together  with  bank  revetment  on  the  left  bank  from  Ashport  to  Gold 
Dust,  on  the  right  bank  from  Fletcher's  to  Elmot's,  and  from  Potty's 
to  Craighead  Point,  and  along  the  outside  of  Osceola  and  Bullerton 
Tow-heads.  Of  this  work  at  the  date  of  the  last  report  there  had  been 
constructed  2,700  feet  of  revetment  near  Ashport,  and  the  head  of  Bul- 
lerton Tow-head  had  also  been  protected.  The  longitudinal  dike  of  the* 
Elmot  or  Gold  Dust  system  had  been  built  in  part,  as  also  a  dike 
across  the  middle  chute  through  Osceola  Bar.  The  dike  across  the 
head  of  Osceola  Chute  was  completed,  and  the  one  connecting  Osceola 
and  Bullerton  Tow-heads  was  partly  built.  Subsequently  five  cross- 
dikes  were  commenced  in  Elmot  Chute,  and  partly  completed.  Mat- 
tresses were  constructed  along  the  outside  of  Bullerton  and  Osceola  Tow- 
heads,  and  wide  foot-mats  along  the  outside  of  the  various  dikes.  Nearly 
all  this  mettress  work  was  afloat  when  the  river  began  rising  in  February,. 
1883,  owing  to  the  failure  in  the  stone  supply  before  alluded  to.  At- 
tempts were  made  to  sink  the  mattresses  with'  bags  of  sand,  but  with- 
out success.  The  river  rose  very  rapidly,  and  brought  down  immense 
quantities  of  drift,  which  accumulated  under  and  against  the  floating 
mattresses,  and  finally  tore  them  from  their  fastenings.  In  this  manner 
a  large  amount  of  the  mettress  work  which  had  been  constructed  was 
lost,  and  all  attempts  to  renew  it  during  the  high  water  proved  ineffectual. 
In  similar  manner  the  drift  accumulated  against  the  pile  dikes.  The 
footmats  were  either  carried  away  or  doubled  up  and  destroyed,  and 
the  pressure  of  the  masses  of  drift,  aided  no  doubt  by  scour  around  the 
piles,  overturned  a  large  portion  of  the  dikes  which  had  been  constructed. 
These  breaks  in  the  dikes  relieved  considerably  the  pressure  against  the 
remaining  portions,  and  the  greatest  damage  was  confined  to  the  first 
few  wecl^  of  the  flood.  Subsequently  these  dikes  were  in  great  part 
reconstructed  in  a  much  more  substantial  manner.    Four  cross-dikes. 
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were  ordered  in  Osceola  Chute,  of  which  three  have  been  constructed, 
and  two  in  BuUerton  Chute,  the  first  of  which  only  has  been  in  part 
constructed,  as  the  chute  has  been  the  channel  durinp^  the  low- water 
season.  It  is  hoped  that  all  these  cross-dikes  can  be  finished  before  the 
close  of  active  operations. 

The  third  system  of  dikes  below  Plum  Point  has  been  begun,  and 
cross-dikes  Nos.  1  and  2,  with  part  of  the  main  dike,  have  been  bnilt. 

In  all,  there  is  now  standing  on  this  reach  37,815  feet  of  pile  dike. 

The  revetment  of  the  outside  of  BuUerton  Tow-head  has  been  com- 
pleted during  the  present  season,  as  also  that  of  the  head  of  Lower 
Osceola  Tow-head.  The  revetment  of  the  outside  of  this  tow-head  coald 
not  be  renewed  for  want  of  funds.  The  revetment  of  Ashport  has  not 
been  extended  for  the  same  reason.  It  has  remained  intact  durinor  the 
year.  In  spite  of  the  damage  which  they  sustained,  the  dikes  did  good 
service,  and  a  general  and  extensive  fill  was  noticed  behind  them.  Had 
they  been  held  intact  their  effect  would  undoubtedly  have  been  mach 
greater. 

The  crossing  from  Plum  Point  to  BuUerton  was  moved  down  stream 
a  considerable  distance,  but  the  failure  of  the  BuUerton  Dikes  enabled 
the  river  at  low  water  to  cut  through  into  that  chute  and  maintain  a 
channel'there.  It  is,  however,  hoped  and  expected  that  the  next  high 
water  will  break  down  the  bar  outside  and  establish  a  channel  to  the 
left  of  the  tow  head,  where  it  is  desired  to  locate  it. 

The  effect  of  the  partial  concentration  of  the  water  on  those  portions 
of  the  reach  under  improvement  was  very  marked  during  the  late  low- 
water  season.  The  depth  of  water  was  not  less  than  12  feet,  double 
the  amount  found  on  the  unimproved  portions  of  the  river  above  and 
below. 

For  details  of  work  in  this  district  see  report  of  Capt.  J.  G.  D.  Knight,' 
Corps  of  Engineers,  Appendix  J. 

SECOND  mSTBICT. 

(Foot  of  IslaDcl  No.  40  to  mouth  of  White  Hiver,  180  miles  in  length.    Officer  im 
charge,  Maj.  A.  M.  Miller,  Corps  of  Engineers,  U.  S.  A.) 

Hbadquabtkbs,  Msmphib,  Temv. 

In  this  district  are  included  the  Memphis  and  Helena  Reaches,  the 
first  extending  from  the  foot  of  Island  No.  40,  220  miles  from  Cairo,  to 
Scanlan's  Landing,  a  distance  of  27  miles,  and  the  second  extending  from 
Commerce  Cut-oft*,  270  miles  from  Cairo,  to  Friar's  Point,  a  distance  of 
55  miles. 

The  first  reaeh  includes  Memphis  Harbor. 

MEMPHIS  HABBOR. 

This  work,  which  has  been  In  progress  several  years  under  the  Engi- 
neer Department,  United  States  Army,  was  carried  on  last  year  under 
the  supervision  of  the  Commission  and  by  special  allotment  from  the 
general  appropriation. 

Tihe  protection  of  the  caving  bank  by  mattress  revetment  from  the 
freight  elevator  to  Wolf  River  was  completed  in  February,  1883.  In 
all,  since  our  last  report,  6  mattresses  covering  300  linear  feet  of  bank 
have  been  constructed  and  sunk,  and  the  upper  bank  has  been  graded 
and  covered  with  stone  throughout  the  whole  distance,  with  the  excep- 
tion of  two  gaps,  aggregating  450  feet.    This  revetment  passed  through 
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the  great  flood  of  1883  withoat  any  damage  and  is  reported  in  perfect 
order. 

MEMPHIS  REACH. 

A  low- water  survey  of  this  reach  has  been  completed,  bat  no  project 
for  its  improvement  has  as  yet  been  prepared. 

It  had  been  the  intention  of  the  Commission  to  begin  work  on  this 
reach,  and  a  considerable  amount  of  plant  was  ordered  for  the  purpose ; 
bjit  owing  to  the  failure  of  the  appropriation,  work  was  confined  during 
the  year  to  the  construction  of  a  mattress  revetment  in  Hopefield  Bend, 
where  the  right  bank  was  rapidly  caving  and  threatening  the  harbor  of 
Memphis.  This  work  was  begun  in  December,  1882,  and  carried  on  till 
February,  1883,  when  it  was  stopped  by  the  rapidly  rising  river,  1,127 
feet  of  mattress  revetment  having  been  to  that  time  constructed  and 
sunk.  Work  could  not  be  resumed  till  August,  1883,  and  ia  still  in  pro- 
gress. To  date  14,485  feet  of  bank  have  been  protected,  the  under- water 
mattress  being  140  feet  wide.  That  portion  which  was  first  put  in  has 
stood  perfectly  well,  although  the  water  was  Ave  feet  deep  on  top  of  the 
bank  during  the  flood  of  1^.  It  will  be  necessary  to  carry  this  revet- 
ment down  to  Hopefield  Point,  and  also  to  revet  about  i  mile  of  the  left 
bank  below  the  mouth  of  Frame  Chute. 

HELENA  REACH. 

A  low- water  survey  of  this  reach  has  been  made,  but  no  project  for 
its  improvement  has  as  yet  been  prepared. 

For  details  of  work  in  this  district  see  report  of  Msg.  A.  M.  Miller, 
United  States  Engineers,  Appendix  K. 

THIRD  DISTRICT. 

(MoQth  of  White  River  to  Warren  ton,  Miss.,  220  miles  hi  length.    Officer  in  charge, 
Capt.  W.  L.  Marshall,  Corps  of  Engineers,  U.  8.  A.) 

HXADQUABTEBS,  VlCKBBUBO,  Hl08. 

In  this  district  are  included  the  Choctaw  Eeach,  extending  from 
Cork's  Point,  Arkansas,  422  miles  below  Cairo,  to  Arkansas  City,  a  dis- 
tance of  31  miles;  the  Lake  Providence  Beach,  extending  from  Carolina 
Landing,  Mississippi,  530  miles  below  Cairo,  to  the  foot  of  Island  Ko.  95, 
a  distance  of  35  miles;  and  also  the  improvement  of  Yicksburg  Harbor. 

CHOCTAW  REACH. 

A  low- water  survey  of  this  reach  has  been  made,  but  no  project  for 
its  improvement  has  as  yet  been  prepared. 

LAKB  PROVIDENCE  REACH. 

At  date  of  last  report  work  on  this  reach  was  going  on  actively,  and 
considerable  progress  had  been  made  on  the  pile  dikes  closing  the  chutes 
behind  Skipwith's  and  Duncansby  Tow-heads,  Island  No.  93,  Bale- 
shed  Bar,  and  Stack  Island ;  and  revetment  was  in  progress  along  the 
face  of  Island  No.  93.  During  the  past  season  this  work  has  been  con- 
tinued, the  revetment  of  Louisiana  Bend  has  been  begun,  as  also  the 
dikes  closing  Hopewell  or  Elton  Chute. 

In  Louisiana  Bend  the  work  of  revetting  the  bank  has  been  com- 
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menced  and  to  date  about  half  a  mile  has  been  completed.  This  is  a 
work  offering  peculiar  difficulties,  the  water  being  over  100  feet  deep  at 
low  water,  while  at  high  stages  work  is  impossible,  owing  to  the  great 
depth  of  water  and  the  extremely  rapid  current.  This  very  important 
work  was  much  delayed  by  the  difficulty  in  procuring  labor  and  must 
soon  be  stopped  for  lack  of  funds.  The  work  completed  will  be  in  a 
very  precarious  condition  during  the  next  high  water,  as  the  caving 
during  the  last  two  years  has  aggregated  1,500  feet  in  width.  The  hold- 
ing of  this  shore  line  is  absolutely  essential  on  account  of  its  influence 
on  the  direction  of  the  river  below.  The  caving  which  took  place  last 
year  caused  considerable  damage  to  the  Duncansby  system  of  dikes,  as 
will  be  described  farther  on. 

The  Duncansby  system  of  dikes  is  intended  to  exclude  the  river  from 
the  left-hand  chute  in  front  of  Duncansby  and  Skipwith's  Landings. 
The  first  series  built  comprised  five  cross-dikes,  and  a  longitudinal 
dike  extending  to  the  lower  tow-head  in  front  of  Skipwith's  Landing. 
The  longitudinal  was  a  high  dike ;  the  cross-dikes  were  only  carried  to 
the  17-foot  stage.  The  channel,  when  the  work  began,  led  into  Skip- 
with's  Chute,  passing  between  the  two  tow-heads.  This  channel  has 
been  completely  silted  up,  and  the  greater  portion  of  the  enfire  chute 
is  dry  at  low  water,  but  the  caving  in  Louisiana  Bend,  above  Pilch- 
er's  Point,  during  the  last  high  water,  threw  the  channel  across  the 
river,  striking  high  up  on  the  Mississippi  shore,  and  the  works  at  the 
head  of  the  chute  were  severely  attacked,  and  suffered  considerable 
damage.  As  it  was  deemed  desirable  to  hold  this  line  as  long  as  pos- 
sible, in  order  to  allow  time  for  the  chute  to  fill  up  and  for  the  new  chan- 
nel to  develop  itself  to  the  right  of  the  tow-heads,  three  additional  cross- 
dikes  were  built  in  the  chute,  and  a  screened  dike  above  the  head  of  the 
upper  tow-head.  Later  on  the  head  of  the  tow-head  was  revetted,  but 
the  water  went  entirely  over  it  and  cut  a  channel  through  behind  the 
revetment.  A  heavy  dike  was  also  begun  on  range  Xo.  36,  and  all  the 
upper  dikes  of  the  system  are  being  strengthened,  so  as,  if  possible,  to 
keep  the  river  out  of  the  left-hand  chute  during  the  coming  high  water. 

The  Me^ersville,  or  Island  No.  93  system,  includes  a  main  dike  and 
three  cross-dikes  on  Cottonwood  Bar,  which  are  not  yet  built,  a  dike 
across  the  head  of  Island  No.  93,  built  last  year  to  the  17-foot  stage,  and 
a  high  cross-dike,  to  30-foot  stage,  built  across  the  chute  at  Meyersville 
Landing.  These  dikes  have  proved  quite  effective  and  the  chute  now 
goes  dry  at  low  water. 

Previous  to  the  rise  in  February,  1883,  1 J  miles  of  low- water  revet- 
ment had  been  constructed  on  the  outside  of  Island  No.  93,  and  the  up- 
per bank  protection  had  been  completed  for  1,700  feet  at  the  upper  end; 
of  this,  the  last  225  feet  had  not  been  properly  ballasted  for  laek  of 
stone  and  was  carried  away.  All  the  revetment  below  this  point  was 
also  lost  for  lack  of  protection  of  the  upper  bank.  This  work  had  there- 
fore to  be  renewed  this  season  and  is  now  in  progress. 

At  the  foot  of  Island  No.  93  begins  the  Baleshed  system  of  dikes.  It 
(comprises  a  longitudinal  dike  extending  from  the 'Mississippi  shore  at 
Homochitto  Landing  to  the  head  of  Stack  Island.  Behind  this  longi- 
tudinal are  twelve  cross-dikes.  Part  of  the  longitudinal  and  four  of  the 
cross-dikes  were  built  last  year,  but  only  to  the  17-foot  stage.  Subsequent 
to  February,  1883,  and  during  the  high  water,  work  was  carried  on ;  all 
the  cross-dikes  were  raised  and  strengthened,  and  eight  others  were 
built.  All  the  new  dikes  extend  to  above  the  25-foot  stage,  they  are 
built  with  from  3  to  5  rows  of  piles  and  are  wattled  to  a  height  of  6  feet 
above  the  i)resent  bar  surface.    Six  of  the  cross-dikes  are  complete  from 
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the  shore  to  the  longitadinal,  the  six  others  have  not  yet  been  carried 
across  the  deep  water.  All  the  cross-dikes  have  foot  mats,  and  the 
loDgitadinal  has  outside  of  it  a  100-foot  mat  and  a  grillage  mat  and  wat- 
tling wherever  cross  channels  have  been  developed.  The  effect  of  these 
dikes  has  heen  very  marked,  a  great  fill  having  been  secured  behind 
them,  with  a  corresponding  deepening  in  the  channel  outside.  In  this 
system  28,000  feet  of  dike  have  been  built  during  the  year. 

Much  trouble  was  experienced  at  Stack  Island  where  the  river  had 
established  itself  in  the  left-hand  chute.  This  chute  was  over  80  feet 
deep  at  low  water,  and  the  Elton  or  Hopewell  Chute  on  the  other  side 
of  the  river  was  over  30  feet  deep.  The  new  channel,  as  projected, 
croesed  directly  over  Hopewell  Bar.  An  open  pile  dike  was  built 
above  the  head  of  Stack  Island  to  check  the  flow  into  that  chute,  and  six 
short  spurs  from  the  right  bank  were  thrown  across  the  Elton  or  Hope- 
well Chute.  When  these  works  were  completed  the  river  broke  through 
on  the  line  desired,  removing  immense  masses  of  sand  and  establish- 
ing itself  in  the  position  desired.  These  works  must,  however,  doubt- 
less be  extended  in  order  to  keep  it  there. 

The  general  result  of  the  works  has  been  a  very  marked  increase  of 
depth  at  low  water.  During  the  past  season  there  was  not  less  than 
12  feet,  and  at  the  lowest  water  where  the  channel  had  cut  out  there 
was  over  15  feet. 

The  systems  of  construction  described  last  year  have  not  been  ma- 
terially altered  except  in  the  direction  of  giving  greater  strength  to 
the  dikes,  which,  as  now  made,  are  much  stronger,  having  from  3  to  5 
rows  of  piles,  and  being  all  provided  with  foot  mats.  In  3-row  dikes 
the  middle  row  is  wattled,  in  5-row  dykes  the  wattling  is  on  the  2d  and 
4th  rows.  Wattling  has  replaced  the  curtains  or  inclined  mats  used 
last  year,  being  found  cheaper  and  more  efficient. 

IiL  revetment  work  the  hurdle  mattresses  described  in  our  last  report 
are  still  used,  the  only  modification  being  the  introduction  alongside 
the  poles  of  jointed  iron  rods  of  |  or  f  inch  iron  for  the  purpose  of  in- 
creasing the  longitudinal  strength. 

VICKSBURG  HARBOR. 

Prior  to  August,  1882,  work  at  this  locality  had  been  for  several  years 
in  progress  under  the  Engineer  Department,  United  States  Army.  Since 
that  time  it  has  been  carriedon  under  the  supervision  of  the  Commission, 
and  has  received  an  allotment  from  the  general  appropriation.  Previous 
to  this  past  season,  work  had  been  confined  to  the  revetment  of  Delta 
Point,  opposite  Vicksburg,  and  the  continuation  of  this  work  was  in 
progress  at  the  date  of  our  last  report.  At  that  time  1,100  feet  of  the 
new  work  had  been  completed.  Subsequently  the  work  was  continued 
with  but  slight  modifications  till  February  10,  when  the  allotment  was 
exhausted.  In  all,  4,000  linear  feet  of  substantial  revetment  was  con- 
structiHl,  leaving  about  500  feet  to  be  built  this  winter.  The  cost  of 
this  revetment,  which  it  is  believed  will  be  rarely,  if  ever,  exceeded,  was 
$13.37  per  linear  foot.  It  passed  through  the  last  flood  without  any  dam- 
age, and  seems  to  be  in  every  respect  satisfactory.  The  plan  of  improve- 
ment proposed  for  the  harbor  proper  of  Vicksburg  contemplated  the  ex- 
cavation of  a  basin  in  front  of  the  town,  connected  by  a  canal  with  the 
deep  water  in  the  river.  For  this  season  it  was  proposed  to  excavate  a 
basin  300  feet  wide  and  1,700  feet  long  in  front  of  the  elevator,  and  to  con- 
nect it  with  deep  water  in  the  lake  by  a  canal  150  feet  wide,  the  west  en- 
trance to  the  lake  being  also  kept  open.  All  dredging  was  to  be  to  the 
5908  EN 152 
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zero  of  the  Yicksbarg  gauge.  The  contract  for  this  dredging.was  let  at 
12.1  cents  per  cabic  yard  and.  after  many  delays,  work  was  finally  begun 
on  April  5,  and  continued  till  September  18,  when  the  Commission  decided 
to  stop  it.  During  this  timo,  350,035  cubic  yards  of  mud  were  removed* 
The  basin  for  a  width  of  100  feet  was  dredged  to  the  zero  of  the  gau^e, 
and  for  a  further  width  of  160  feet  to  the  reference  +  5  feet.  The  canal 
was  excavated  for  a  width  of  80  feet  to  the  zero  plane,  and  an  attempt 
was  made  to  dredge  the  west  entrance  to  the  lake,  which,  since  the  pro- 
ject had  been  approved,  had  filled  up  to  the  extent  of  17  feet.  The  ma- 
terial was  hard  sand  and  the  dredging  was  so  difficult  that  it  was  or- 
dered to  be  abandoned  on  August  22.  As  the  river  fell,  the  sides  of 
the  dredged  basin,  slid  in  and  the  bottom  was  pushed  up  by  the  weight 
of  the  soft  mud  lying  beyond  the  dredged  area.  This  upheaval  amounted 
to  about  8  feet  in  depth,  and  the  basin  was  re-excavated  for  a  width  of 
80  feet  to  the  zero  plane.  Meanwhile,  the  continued  fall  of  the  river 
surface  gave  a  considerable  head  to  the  water  impounded  in  the  lake, 
and  it  finally  cut  through  the  sand-bar  at  the  west  entrance,  so  that 
now  boats  drawing  5  feet  are  able  to  enter  at  a  12-foot  stage,  whereas 
before,  at  the  20foot  stage,  all  boats  were  excluded. 

This  eflfect,  while  very  fortunate  for  the  town,  is  in  nowise  perma- 
nent, as  this  cut  will  certainly  fill  up  at  the  next  high  water,  and  may 
not  cut  out  again  so  readily.  A  survey  was  made  at  low  water,  which 
showed  that  since  May,  or  while  the  river  was  declining,  a  fill  had  taken 
place  over  the  areacovered  by  the  proposed  canal  and  basin  amounting^ 
to  from  5  to  20  feet  in  depth.  Prior  to  May  the  fill  had  only  been  about 
one  foot.  On  the  line  of  the  proposed  canal  alone  the  removal  of 
1,255,486  cubic  yards  more  than  originally  estimated  has  already  be- 
come necessary.  It  is  needless  to  say  that  the  Commission,  in  approving 
this  plan,  had  not  anticipated  such  a  state  of  affairs  as  this.  Kepeated 
surveys,  extending  over  the  whole  period  since  the  formation  of  the  cat- 
off,  had  shown  that  the  fill,  gradually  diminishing  in  its  yearly  incre- 
ment, had  finally  practically  ceased  as  far  as  the  inner  harbor  was  con- 
cerned, and  only  on  this  condition  could  the  plan  have  been  recom- 
mended. When  confronted  by  such  an  enormous  fill,  taking  place,  more- 
over, on  the  falling  stage  of  the  river,  and  requiring  in  consequence  to 
be  removed  during  the  low- water  stage,  it  became  obviously  necessary  to 
call  a  halt  until  the  matter  could  be  further  investigated.  Such  an  an- 
nual fill  as  this  will  require  $200,000  for  its  removal,  and  as  it  must  be 
done  during  the  low- water  period,  it  would  require  a  large  fleet  of  dredges 
to  accomplish  it.  Some  changes  have  recently  taken  place  at  Young's 
Point,  and  above  Delta,  which  have  tended  to  throw  the  river  nearer  to 
Yicksburg.  The  eddy  current  up  the  east  arm  of  the  lake  was  ob- 
served to  be  greatly  increased  after  June  1,  and  undoubtedly  caused  the 
great  deposit.  It  is  quite  possible  that  this  increased  flow  was  due  to 
tiie  changes  alluded  to.  If  this,  however,  be  the  case,  these  changes 
may  progress  still  further,  and  the  annual  fill  may  become  even  greater ; 
in  any  case  it  would  be  extremely  unwise  to  attempt  any  further  prose- 
cution of  the  plan  for  the  present.  The  diversion  of  the  Yazoo  into  the 
lake  has  been  proposed  with  a  view  to  keeping  it  open ;  but  this  is  esti- 
mated to  cost  $1,600,000,  and  the  excavation  of  the  canal  $766,000.  The 
removal  of  the  annual  deposit  will  cost  $200,000.  or  say  $2,600,000  for 
the  whole  project,  with  no  certainty  as  to  the  results.  The  annual  com- 
merce of  Vicksburg  is  lOJ  millions  of  dollars. 

The  following  projects  have  been  proposed : 

1st.  To  abandon  the  lake  and  establish  .the  town  landing  at  Kleins- 
ton,  holding  Delta  Point  securely  by  extending  the  revetment.  This 
latter  must  be  done  in  any  case. 
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2d.  To  dredge  the  west  entrance  annually,  and  to  keep  the  basin  clear. 
This  would  be  temporary,  and  would  cost  at  least  $30,000  per  annum 
after  the  first  year. 

3d.  To  divert  the  Yazoo  into  the  west  arm  of  the  lake,  dredging  out 
the  basin  and  connecting  canal.  This  would  cost  $1,850,000,  with  an- 
nual dredging  to  an  uncertain  amount. 

4th.  To  divert  the  Yazoo  into  the  east  arm  of  the  lake  and  along  the 
city  front,  dredging  out  the  basin  and  canal  to  the  river.  This  would 
cost  $2,600,000  and  would  require  annual  dredging  in  the  canal. 

The  first  project  involves  the  abandonment  of  the  old  harbor  of  Vicks- 
burg,  and  is,  naturally,  extremely  distasteftd  to  the  citizens  of  that 
place ;  the  last  two  projects  are  expensive  and  by  no  means  certain  ^ 
while  the  second  can  at  best  be  but  temporary  in  its  effects. 

In  the  opinion  of  the  Commission,  ftirther  study  of  the  whole  smliji^ct 
is  required  before  any  final  recommendation  can  be  made ;  neTerthe- 
less,  with  a  view  to  affording  relief  to  the  harbor  during  such  time  as 
will  necessarily  be  required  for  this  study,  the  Commission  recommend 
that  during  the  coming  season  an  attempt  be  made  to  carry  out  thei 
second  project  above  described,  should  the  conditions  be  found  to  bei 
fiivorable. 

For  details  of  work  in  third  district  see  rei)ort  of  Capt .  W.  L.  Mar* 
shall,  United  States  Engineers,  Appendix  L. 

FOURTH  DISTRICT, 

(Wairenton,  Miss.,  to  Head  of  Passes,  484  miles  in  length.    Officer  in  charge,  M^^ 
Amos  Slickney,  Corps  of  EDgineers,  U.  S.  A.) 

HBAD9UABTKB8  NlW  OKLBAKS,  LA. 

This  district  embraces  the  improvement  of  Natchez  Harbor,  the  recti- 
fication of  Bed  and  Atchafalaya  rivers,  a  lock  at  Bayou  Plaquemine^ 
and  the  improvement  of  New  Orleans  Harbor. 

NATCHEZ  HARBOR. 

A  survey  with  a  view  to  improvement  was  ordered  at  this  place,  but 
owing  to  the  sickly  season  it  has  been  found  impossible  as  yet  to  make 
it  The  caving  of  the  bank  in  Giles'  Bend  has  not  been  very  great,  but 
that  iu  Marengo  Bend  has  been  more  severe.  The  work  required  i» 
bank  revetment,  and  can  be  estimated  on  this  winter. 

RED  AND  ATCHAFAJLATA  RIVERS. 

During  the  past  low  water,  it  again  became  necessary  to  send  dredge 
boats  to  Old  Biver  to  attempt  to  ke^p  open  navigation  into  the  Bed 
Biver.  Although  they  reached  the  scene  of  operations  while  there  wa» 
still  a  through  channel  depth  of  not  less  than  5  feet,  the  ^ort  failed 
utterly,  and,  for  a  i)eriod  of  three  or  four  weeks, navigation  was  entirely 
suspended.  In  fact,  for  a  part  of  this  time,  the  water-way  entirely  dis- 
appeared. 

The  experience  of  this  year  leaves  no  doubt  of  the  absolute  uncer- 
tainty of  any  such  method  of  preserving  navigation,  during  low  water, 
into  Bed  Biver.  While  in  mauy  years  it  may  succeed,  it  is  utterly  iuef- 
ficient  in  the  face  of  the  unfavorable  conditions  that  may  recur  any  sea- 
son. The  dredging  fleet  cannot  operate  until  the  water  has  fallen  to  a 
certain  stage.  After  this  stage  is  reached,  it  is  entirely  probable  that 
the  fall  may  continue  so  rapidly  as  to  develop  the  bars  much  faster  than 
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the  dredges  can  remove  them.  The  difQcalty  of  maintaining  a  channH 
upwards  of  four  miles  long,  of  navigable  depth  and  width,  in  a  sedi- 
mentary river,  falling  several  inches  a  day,  with  a  current  unable  to 
«cour  from  its  own  debility,  and  the  unctuous  and  adhesive  quality  of 
the  bed  material,  would  seem  to  be  sufficient.  But  it  is  much  increased 
in  unfavorable  years  by  the  falling  of  the  water  more  rapidly  than  the 
banks  can  dry  out  and  solidify,  or  than  the  overflow  ponds  a  short  dis- 
tance back  can  drain.  On  such  occasions  the  semi-fluid  banks  slough 
down  in  immense  masses,  at  times  entirely  choking  the  water-way. 

These  difficulties  may  recur  any  year,  and  render  uncertain  any  at- 
tempt to  keep  open  Red  Eiver  navigation  by  such  methods,  during  low 
water. 

Still,  as  no  better  temporary  method  is  known,  and  as  this  method 
has  succeeded  in  a  majority  of  the  years  in  which  it  has  been  tried,  and 
as  the  commercial  benefits  of  maintaining  water  communication  with  a 
large  producing  region  during  the  mouths  wheti  it  is  most  needed  for 
shipments  are  very  great,  exceeding  the  cost  of  dredging  operations,  it 
is  recommended  that^  until  permaneutiuiprovementof  this  navigation  be 
accomplished,  sufficient  appropriation  (as  provided  for  in  the  accom- 
panying estimates)  be  made  to  renew  the  work  of  dredging  at  this  point 
when  it  may  again  become  necessary. 

Surveys  and  examinations  at  this  locality  have  been  prosecuted  under 
almost  equal  difficulties.  Immediately  on  the  subsidence  of  the  last 
flood  parties  were  put  into  the  field  to  secure  information  necessary  for 
the  preparation  of  a  plan  for  the  permanent  improvement  of  the  junc- 
tion of  these  three  rivers ;  but,  owing  to  the  natural  difficulties  of  the 
ground  and  the  unhealthfulness  of  this  region,  their  labors  are  still  in- 
complete. 

Fuller  details  and  discussions  of  these  topics  will  be  found  in  the  re- 
port of  Maj.  A.  Stickney,  United  States  Engineers,  district  officer,  sub- 
mitted as  Appendix  Al. 

The  following  brief  description  of  the  existing  regimen,  and  of  the 
conditions  which  must  be  harmonized  in  any  permanent  plan  of  improve- 
tnent,  as  observed  during  the  past  two  floods,  is  submitted.  The  sec- 
tional area  of  Lower  Old  River  has  contracted  considerably,  while  the 
enlargement  of  the  Atchaialaya  has  continued.  These  changes  are 
clearly  the  effect  of  the  floods. 

The  fill  in  Old  River  is  the  result  of  the  absenceof  current  during  the 
equilibrium  held  between  that  portion  of  the  flood  coming  down  the 
Mississippi  and  the  overflow  through  the  Tensas  Basin,  re-enforced  by 
Red  River.  The  scour  in  the  Atchafalaya,  considered  in  connection 
with  the  fill  in  Old  River,  proves  that  the  volume  causing  it  is  not 
drawn  directly  from  the  Mississippi,  but  rather  from  the  overflow  in  the 
Tensas  Basin.  The  shape  of  the  sand  reefs  left  by  the  flood  current 
substantiates  this.  A  dam  across  Lower  Old  River,  therefore,  would  not 
change  the  existing  tendencies  of  the  floods.  The  equilibrium  of  the 
accumulated  mass  of  flood  water  in  this  region  is  first  disturbed  by  a 
decline  in  the  Mississippi,  which  .jt.irts  the  current  in  that  direction. 
But^so  immense  is  this  volume  of  overflow  that  the  fall  is  checked  by  it 
when  near  a  bank  full  stage.  In  1882  it  lingered  fifty-one  days,  between 
the  42  and  41  foot  marks  on  the  gauge  at  Red  River  Landing.  When 
once  within  the  banks,  the  decline  is  more  rapid.  The  fall  of  the  Atcha- 
falaya is  still  slower  than  that  of  the  Mississippi,  as  in  addition  to  its 
share  of  the  Tensas  it  has  to  collect  and  carry  off  its  own  overflow, 
which  spreads  from  the  Mississippi  to  the  Tdche. 

The  flow  through  Old  River  towards  the  Atchafalaya  usually  sets  in 
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after  mid-sti^e  on  the  decline  is  reached,  and  becomes  more  &xed  as  the 
water  continues  to  fall.  GDhese  observations  are  general,  and  a  local  rise 
in  eiUier  the  Mississippi  or  Bed  Biver  may  distnrb  or  reverse  the  move- 
ment A  flow  through  the  Old  Biver  to  the  Mississippi  is,  under  pres- 
ent conditions,  advantageous  to  the  navigation  of  the  former  stream,  as 
it  has  greater  velocity  and  less  sediment  than  a  current  in  the  opposite 
direction. 

The  exclusion  of  the  overflow  from  the  Tensas  Basin,  by  the  comple- 
tion of  its  levee  system  to  Blackhawk,  would  prevent  the  equilibrium 
between  the  Mississippi  and  overflow  waters  in  and  about  Old  Biver 
and  the  head  of  the  Atchafalaya,  which  is  noticed  in  floods,  and  would 
tend  to  increase,  both  in  duration  and  amount,  the  flow  from  the  Mis*- 
sissippi  down  the  Atchafalaya  by  way  of  Lower  Old  Biver.  This  change 
would  probably  not  only  prevent  the  further  filling  of  Lower  Old  Biver, 
bnt  would  enlarge  it,  and  ultimately  accelerate  the  enlargement  of  the 
Atchafalaya.  The  prevention  of  the  escape  of  flood  waters,  complete 
or  partial,  down  the  Atchafalaya  would  have,  as  an  immediate  effect^ 
the  greater  or  less  increase  of  flood  height  in  Old  Biver,  and  steeper 
slope  from  its  mouth  down  the  Mississippi.  This  would  precede  the 
ultimate  adjustments  of  the  bed  to  the  increased  volume.  This  subject 
is  farther  discussed  under  the  head  of  levees  and  outlets. 

The  Commission  is  as  mindful  of  the  importance  of  this  part  of  their 
work  as  of  its  difficulties.  Upon  the  completion  of  surveys  and  exami- 
nations now  in  progress,  full  report  and  recommendations  will  be  made. 

LOCK  AT  BATOU  PI^QUEMINE. 

The  surveys  for  this  work  are  not  yet  completed,  having  been  delayed 
by  the  unhealthiness  of  the  past  season. 

NEW  ORLEANS  HARBOR. 

The  project  for  laying  10,000  feet  of  mattress  revetment  400  feet  wide 
in  Carrollton  Bend  was  approved  September  18, 1882.  Work  was  begun 
October  9, 1883,  but  has  made  little  progress  to  date,  owing  to  trouble 
in  securing  a  supply  of  brash. 

In  the  third  district  the  plan  of  scouring  out  the  mud  from  under  the 
wbar\'e8  by  the  use  of  a  tug  has  been  tried  with  success. 

On  the  right  bank  from  Westwego  to  Algiers  there  has  been  serious 
caving,  involving  much  loss  to  property  of  considerable  present  and 
much  greater  prospective  value.  l^'uUy  40,000  feet  of  bank  will  require 
protection. 

An  interesting  series  of  discharge  observations  were  obtained  at  Car- 
rollton between  January  27  and  September  7, 1883.  The  discharge  was 
measured  148  times,  and  the  observations  extended  from  a  2-foot  to  a 
15J-foot  stage.    . 

For  details  of  work  in  this  district  see  report  of  Maj.  Amos  Stickney, 
United  States  Engineers,  Appendix  M. 

PLANT  AND  GENERAL  SEHVIOE. 

There  was  in  use  on  the  work  during  the  past  season  the  following 
plant,  in  part  owned  by  the  Government  and  in  part  chartered : 

Owned  by  the  Oovemment — One  hundred  and  eighty-nine  barges, 
thirty-nine  quarter-boats,  four  screen-boatSs  three  machine-shop  boats, 
five  steam  tow-boats,  one  pumping-boat,  twenty  five  mattress  boats,  four 
hydraulic  graders,  one  steam-tug,  and  sixty-two  pile-drivers. 
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Ohartered.^Six  steamers  and  six  barges. 

The  geDeral  service  of  suppl.^'and  towage,  afi  well  as  the  construction 
of  plant,  was  throughout  the  year  in  charge  of  Oapt.  C.  B.  Sears,  Corps 
of  Engineers,  United  States  Army,  the  executive  officer  of  the  CommiB- 
sion  in  the  department  of  construction,  to  whose  report  reterence  can 
be  made  for  details.    (See  Appendix  H.) 

Hsiimates. 

At  a  meeting  held  June  26, 1883,  an  estimate  was  made  for  the  con- 
tinuance of  work  then  in  progress,  and  this  estimate  was  duly  forwarded 
to  Congress  through  the  honorable  the  Secretary  of  War.  At  that  time 
the  Commission  did  not  deem  it  best  to  make  any  recommendation  or 
estimate  in  reference  to  new  works  of  improvement,  the  works  then  in 
progress  being  in  a  comparatively  incomplete  state,  and  their  results  as 
yet  undeveloped.  Since  that  time  the  progress  of  the  works  and  the 
favorable  results  produced  by  them  have  l^n  such  as  to  warrant  the 
belief  that  work  can  be  undertaken  in  one  or  more  additional  places,  if 
it  shall  be  the  will  of  Congress  to  ^rry  it  on  simultaneously  in  more 
places  than  those  at  which  it  is  now  in  progress. 

In  this  case  the  Commission  would  recommend  that  the  improvement 
of  Few  Madrid  Beach  be  first  undertaken;  and  secondly,  that  of  Mem- 
phis Beach. 

Estimates  for  this  work  are  submitted  herewith,  and  the  estimate  pre* 
viuu»ly  sent  in  is  repeated. 

LEVEES  AND  OUTLETS. 

^Vork,  under  the  allotment  made  by  the  Commission,  ftom  the  appro- 
|)riation  of  August  2, 1882,  has  been  continued  during  the  year  on  tibiose 
levees  which  were  not  finished  before  the  flood  of  1883.  It  is  expected 
that  al!  will  be  completed  before  the  expiration  of  this  year.  More 
detailed  notice  (»f  this  work  will  be  found  in  the  reports  of  the  district 
officers. 

The  Coinmis'^ion  now  recommends  the  continuation  of  levee  work 
during  the  next  season  on  the  fronts  of  the  Tensas  and  Yazoo  Basins. 

Surveys  and  examinations,  to  ascertain  the  condition,  cost,  and  cflfect 
of  levees,  have  been  continued  during  the  past  year.  Tlie  limit  of 
topography  of  the  surveys  extends  back  from  the  river,  to  include  the 
«)iie  and  height  of  all  existing  levees. 

Besides  this,  special  examinations  of  two  distinct  characters  have 
been  undertaken  and  carried  far  enough  to  yield  important  informa- 
tion. 

1st.  To  ascertain  the  effect  of  outlets,  particularly  in  the  form  of  cre- 
vasses, resurveys  have  been  made  in  the  neighborhood  of  several  of  the 
gTcat  breaks  of  1882,  to  compare  with  the  general  survey  which  was 
extended  over  the  river  in  the  years  1880  and  1881.  The  result  of  this 
work  is  graphically  shown  and  accompanied  by  descriptive  text  in 
Appendix  D. 

In  every  observed  case  large  loss  of  section  occurred  as  follows : 


Place. 


l^'lloDO's 

Biverton 

Bolivar 

^ioundPlAoe. 


CoDtnotion.   Contraction. 


Sqwirefctt 
2,200 

11,000 
8,400 

28,800 


Ptreentag^ 
.04 
.14 
.U 
.24 
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The  above  figures  are  the  means  of  numerous  lines  run  at  each  place. 
It  is  worthy  of  notice  that  the  later  of  these  comparative  surveys  were 
taken  at  lower  stages  of  water  than  the  earlier,  and  therefore,  through 
the  bars,  other  things  being  equal,  a  more  deeply  excavated  bed  might 
be  expected  in  the  later  surveys.  But,  as  the  contrary  is  the  caBe,  it 
may  be  inferred  that  the  observed  net  results  are  decreased  rather  than 
exaggerated  by  the  relative  conditions  prevailing  at  the  time  of  survey. 
Similar  observations  have  been  made  during  the  year  at  Bonnet  Carr6 
crevasse,  with  this  difference:  the  foregoing  comparisons  were  between 
channels  liefore  and  after  the  breaking  of  the  crevasses,  while  the  follow- 
ing is  between  a  channel  during  the  flow  of  a  crevasse  and  after  its  closure. 
The  results  harmonize.  Through  this  part  of  the  river  (35  miles  above 
Kew  Orleans)  such  depths  prevail  at  all  stages  that  great  changes  may 
occur  without  affecting  navigation ;  but  valuable  opportunity  for  ob- 
servation on  crevasse  effects  was  afforded,  at  a  point  where  conflicting 
statements  had  been  made  with  equal  vehemence.  Careful  surveys 
were  therefore  made  while  the  crevasse  remained  open,  and  repeated 
over  the  same  lines,  in  the  fall  of  1883,  after  the  crevasse  was  closed 
aud  the  flood  of  that  year  had  passed.  The  final  results  of  this  work 
are  not  yet  prepared,  but  the  change  observed  is  scoui*  throughout  the 
reach  below  the  crevasse,  amounting  to  approximately  12  per  cent,  of 
the  low-water  area. 

In  tbe  last  report  of  the  Commission  (Appendix  F,  p.  116)  will  be 
found  the  results  of  gauging  observations  on  the  Mississippi,  at  and 
above  Saint  Louis,  in  the  years  1880  and  1881.  Similar  observations 
were  undertaken  in  the  fall  of  1881,  at  Paducah,  on  the  Ohio,  and  at 
Columbus,  Helena,  Ha.v's  Landing,  and  lied  Uiver  Landing,  on  the  Mis- 
sissippi below  Cairo,  and  continued  into  the  fall  of  1882.  The  value  of 
this  series  was  much  enhanced  by  the  fortunate  occurrence  in  this  year 
of  tbe  greatest  recorded  flood.  Accompanying  this  report,  as  Appendix 
F,  will  be  found  the  tabulation  and  plotting  of  their  results.  They 
have  not  been  long  enough  available  to  have  received  complete  inves- 
tigation. Certain  facts,  however,  are  qnite  apparent  in  both  series.  It 
is  observable  that  the  rate  of  velocity  and  discharge,  during  a  rise,  in- 
creases more  rapidly  while  the  liver  is  still  within  its  banks  than  dur- 
ing the  higher  stages  when  the  banks  are  submerged,  or  escape  occurs 
throQgh  outlets.  At  several  of  the  stations  the  increase  of  velocity  is 
entirely  arrested  at  about  a  bank-full  stage,  and,  before  that  elevation 
18  reached,  absolutely  greater  velocities,  and  even  aischarges,  were  found 
than  at  higher  stages,  when  much  of  the  volume  was  lost  over  the 
banks.  This  phenomenon  probably  continues  while  the  swamps  are 
filling,  and  the  draft  from  the  river  is  across  the  banks.  After  they  are 
filled  to  or  near  the  height  of  the  river,  this  indirect  motion,  and  its  loss 
of  power,  ceases,  or  becomes  a  very  gentle  one,  generally  parallel  with 
tbe  liver,  forming  what  may  be  termed  a  "  water  bank."  It  is  fairly  in  • 
ferable  from  this,  that  if  tbe  conditions  under  which  a  certain  curve, 
representing  the  increment  of  velocity  and  discharge,  while  the  river  is 
still  within  its  banks,  was  developed,  were  continued,  the  form  of  the 
curve,  throughout  its  upward  extension,  would  be  maintained,  and  that 
the  additional  height  required  for  levees  to  restrain  maximum  floods 
'vrould  be  less  than  that  computed  alone  from  a  consideration  of  the  in- 
crease of  volume. 

An  illustration  of  the  accuracy  of  this  inference,  as  well  as  of  the  way 
in  wliich  flood  heights  are  immediately  augmented  within  the  river  be<l, 
'ii^der  existing  physical  conditions  by  crevasse  outlets,  is  found  in  the 
comparative  conduct  of  the  high  waters  of  188:^  and  1883,  along  the  front 
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of  the  Yazoo  Basin.  Although  the  volume  discharged  by  the  flood  of  1882 
was  unquestionably  greater  than  that  of  the  subsequent  year,  owing  to 
its  duration,  yet,  from  Cairo  to  Helena  the  waves  attained  heights 
nearly  equal  to  each  other,  and,  in  both  cases,  above  those  of  previous 
records.  The  same  conditions,  as  regards  outlets,  or  the  gaps  in  the 
Saint  Francis  levees,  prevailed  during  the  two  years.  At  Helena,  in 
both  floods,  the  maximum  heights  were  reached  on  the  return  of  the 
overflow  from  the  Saint  Francis  Basin.  But  the  first  of  the  two  floods 
under  consideration  wrought  great  havoc  on  the  levees  at  the  head  of 
and  along  the  upper  part  of  the  front  of  the  Yazoo  Basin.  Of  1,500,000 
cubic  feet  per  second  ganged  at  Helena  at  the  top  of  the  flood,  one-third, 
or  500,000  cubic  feet,  were  estimated  by  the  assistants  of  the  Commission 
charged  with  that  duty,  as  escaping  from  the  river  through  these  breaks. 

Notwithstanding  this  depletion,  which  left  in  the  river  bed  a  volume 
not  exceeding  that  which  the  Helena  and  Hay's  Landing  gangings  in- 
dicate can  be  discharged  at  these  stations  at  a  stage,  respectively,  6  and 
5  feet  lower  than  the  maximum  readings  of  the  year,  or,  approximately, 
at  a  bank-full  stage,  the  greatest  flood  heights  were  reached  along  the 
entire  front  of  the  basin. 

The  most  destructive  work  of  this  phenomenal  flood  was,  however, 
near  the  lower  end.  The  water  leaving  the  river  through  the  crevasses 
at  the  head,  and  along  the  front,  sought  the  lower  levels  near  the  mouth 
of  the  basin.  The  Yazoo  River  and  other  branches  of  the  natural  drain- 
age system  were  inadequate  to  afford  it  exit  It  accumulated  in  the 
basin  to  a  height  of  several  feet  above  the  level  in  the  river,  until,  over- 
topping the  levees,  an  equahzation  of  height  was  established  between 
the  river  and  basin,  above  the  mark  that  would  have  been  reached  by 
the  flood  passing  through  a  proper  channel. 

In  1883.  the  flood  wave  reached  Helena  with  approximately  the  same 
height  as  in  the  previous  year,  but  overflow  into  the  Yazoo  Basin  was 
prevented  by  the  holding  of  tlie  levees  which  had  broken  the  year  be- 
fore. In  passing  along  the  Yazoo  bottom,  the  wave  did  not  vary  ma- 
terially, in  height,  from  that  of  1882,  until  the  lower  end  was  reach^. 
Here,  owing  to  the  exclusion  of  overflow  from  the  head  of  the  basin,  but 
little  return  flow  to  the  river,  beyond  the  natural  drainage,  occurred, 
and  the  height  of  1882  at  Yicksburg,  the  nearest  gauge,  was  not  reached 
by  about  five  feet. 

While  these  two  floods  attained,  approximately,  the  same  heights 
along  the  part  of  the  river  under  discussion,  the  difference  in  velocity 
was  very  marked.  Gaugings  in  1882,  when  the  overflow  into  the  Yazoo 
Basin  was  enormous,  established  the  sluggish  movement  of  the  water 
during  high  stages.  This  was  also  the  personal  observation  of  s^l 
classes  engaged  on  the  river ;  engineers,  steamboatroen,  and  planters. 
In  1883,  when  the  flood  wave  was  excluded  from  the  Yazoo  bottom,  the 
great  velocity  along  its  front  was  universally  noticed  by  the  same  ob- 
servers. 

The  conclusions  to  which  these  facts  contribute  evidence  may  be  thus 
stated.  The  loss  of  volume  through  high- water  outlets  causes  both  a 
diminution  of  velocity  and  a  deflection  of  the  thread  of  movement  of  the 
stream  towards  the  outlet,  accompanied  by  loss  of  the  power  necessary 
to  transport  the  material  with  which  it  is  loaded.  The  excess  of  load 
is  dropped  in  the  bed,  decreasing  the  section  below  the  outlet.  When 
these  conditions  recur  frequently,  and  are  extended  over  long  parts  of 
the  river,  as  the  front  of  any  one  of  the  great  basins,  where  volume  is 
alternately  reduced  and  augmented,  the  injury  inflicted  on  the  river  as 
a  channel  or  as  a  drain  is  cumulative,  leading  to  general  deterioration. 
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If  the  change  from  low  water  to  flood,  with  its  enormous  range  in  the 
measure  and  direction  of  the  river's  forces,  is  unfiEivorable  to  the  develop- 
ment of  a  navigable  and  permanent  channel,  or  an  efifective  disehcirge 
section  from  the  different  conditions,  in  the  same  place,  at  diitereiit 
times,  it  certainly  increases  these  dif&cnlties  to  allow  the  introdnction 
of  different  conditions,  at  the  same  time,  in  different  places. 

The  relief  from  excessive  flood  heights  which  might  have  been  antic- 
ipated from  the  decrease  of  discharge  below  the  outlet  is  not  realized, 
owing  to  the  immediate  diminution  of  velocity,  and  of  vis  mva^  and  the 
consequent  contraction  of  sectional  area.  Besides,  the  flood- water  which 
escapes  through  the  outlets  is  returned  to  the  river  at  a  point  lower  down 
under  conditions  which  give  it  a  power  of  increasing  the  flood's  height  to 
an  elevation  which  would  not  have  been  reached  by  the  same  volume 
passing  down  the  legitimate  channel. 

The  facts  observed  during  the  past  year,  of  which  the  more  important 
have  been  here  recapitulated,  have  corroborated  the  views  of  the  Com- 
mission heretofore  expressea  in  reference  to  the  utility  of  levees  as  a 
means  of  channel  improvement.  This  statement  is  made,  as  heretofore, 
with  the  limitation  that  for  purposes  of  channel  improvement  merely, 
the  limit  of  economy  is  reached  with  the  confinement  of  the  ordinary 
flood,  and  does  not  extend  to  the  restraint  of  the  abnormal  or  extraor- 
dinary flood.  The  result  of  this  qualification  is  that  tbe  building  of 
levees  to  the  height  necessary  to  protect  the  alluvial  basin  from  over- 
flow is  not  necessary  as  part  of  a  logical  plan  of  river  ihiprovement. 
The  work  of  determining  approximately  what  will  be  tbe  necessary 
height  of  such  system  of  levees  has  been  in  the  hands  of  a  committee 
since  a  time  prior  to  the  last  report,  who  will  report  upon  it  as  soon  as 
the  e^ctensive  investigations  necessary  to  reach  satisfactory  conclusions 
npon  the  subject  can  be  finished. 

In  the  mean  time  it  is  proposed  to  complete  the  closure  of  gaps  in  tbe 
existing  levees  along  the  Yazoo  and  Tensas  fronts  begun  a  year  ago,  as 
the  most  economical  and  the  shortest  method  of  shutting  off  the  escape 
of  water  into  those  great  reservoirs  and  securing  so  far  the  benefit  of 
the  entire  volume  of  the  river's  ordinary  discharge  in  the  improvement 
of  the  channel.  Beyond  that  the  Commission  is  not  prepared  at  this 
time  to  make  any  specific  recommendation  for  construction  of  levees  as 
a  means  of  channel  improvement,  and  reserves  the  subject  for  further 
consideration. 

The  act  creating  the  Commission  makes  it  the  duty  of  the  Commis- 
sion  to  consider  the  subject  of  the  prevention  of  destructive  floods,  and, 
as  bearing  upon  that  matter,  there  is  submitted  for  information  the  fol- 
lowing summary  of  the  probable  extent  and  cost  of  such  system  of 
levees  as  would  be  necessary  for  that  purpose. 

It  may  be  stated,  further,  that  there  are  serious  practical  difficulties 
in  the  way  of  constructing  a  system  of  levees  no  higher  than  would  be 
necessary  for  the  confinement  of  ordinary  floods,  and  at  the  same  time 
protecting  them  against  disastrous  injury  from  the  great  floods  which 
occur  at  inegular  intervals.  The  practicability  and  probable  cost  of 
sach  protection  is  one  of  the  subjects  in  the  hands  of  the  committee 
before  referred  to.  It  is  obvious  that  for  the  secure  protection  of  the 
valley  from  overflow  there  is  necessary  a  system  of  levees  high  and 
strong  enough  to  withstand  the  greatest  flood.  No  other  means  of  iiro- 
tection  is  practicable  or  even  possible.  These  facts  suggest  obviously 
the  idea  of  co-operation  between  the  General  Government  and  the  coni- 
mnnities  interested  in  the  prevention  of  overflow  in  the  maintenance 
of  a  levee  system  which  shall  serve  at  the  same  time  the  purpose  of 
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improvement  in  the  channel  and  protection  from  overflow.  And,  as 
preliminary  to  the  consideration  of  such  a  suggestion,  the  probable  cost 
of  snch  a  system  is  material. 

2d.  The  other  special  investigation  undertaken  during  the  past  year 
and  alluded  to  above  had  for  its  object  an  estimate  of  the  amount  of 
l^vee  work  required  to  close  existing  gaps  and  give  such  grades  as  are 
shown  in  the  following  table.  It  is  believed  that  a  grave  misapprehen- 
sion prevails  concerning  the  quantity  and  cost  involved  therein. 

While  the  figures  submitted  in  the  following  table  arc  not  final,  they 
are  of  sufficient  authority  to  be  used  in  correcting  misleading  state- 
ments and  ill  comparing  the  benefits  with  the  cost  of  levees. 

Two  facts  should  be  borne  in  mind : 

First.  For  about  half  the  distance  below  Cairo  only  one  side  of  the 
river  requires  levees.  For  the  remainder  of  this  side  the  hills  are  so 
near,  at  distances  ranging  from  immediate  contact  to  not  over  six  or 
eight  miles,  that  the  loss  of  volume  of  discharge  over  the  intervening 
strips  of  bottom  land  is  not  considered  of  grave  importance. 

Second.  By  far  the  greater  part  of  the  required  work  is  now  in  ex- 
istence, having  been  constructed  by  the  riparian  communities  and  own- 
ers for  the  purpose  of  land  reclamation. 

JSsiimate  of  oMo  yards  of  earthwork  required  for  leveea  on  the  MiseiBt^^  Biver  at  oertam 

grades. 


LooatknL 


Commeroe ,  Mo.,  to 
Cftiro. 


Cairo  toItlaiidNa 
40. 


laland  No.  40  to 
mouth  of  Saint 
Francis  BlTor. 


Helena  to  moatb 
of  White  BlTer. 


Arkansas  City  to 
LoaisiaiiA  line. 


Length. 


JTOff. 
85 


75 


90 


Gkade. 


2  feet 


above 

water, 


...do. 


.do. 


...do. 


8  ftet 
high 
18&. 


above 
water, 


ConteBts. 


ChMeyardi. 
1,906.000 


11.969,000 


2,096.000 


1,000,000 


2,908,000 


Bemarks. 


No  survey  has  been  made  here.  The 
estimate  is  prorated  per  mile  of  lensih 
f^om  line  nm  from  Cairo  to  Island  Ko. 
40.  It  is  believed  to  be  ample,  as  the 
banks  are  not  so  low  as  those  below, 
and  the  overflow  is  firom  baokwater 
having  little  slope. 

rhis  esumate  is  baaed  on  speolsl  sur- 
vey. Grade  of  survey  1  foot  above 
high  water,  1882.  Inotease  made  by 
adding  one  foot  to  height,  with  pro> 
portionate  section,  to  mean  sectional 
area  over  entire  distance. 

This  estimate  in  made  iVom  surveys  and 
computations  nmtle  for  the  purpose 
(see  Appendix  K  5)  with  grade  of  li^ 
feet  above  high  water,  1882.  The 
quantities  for  the  additional  0.5  foot 
is  added  as  above. 

The  swamp  basin  (Whito  River)  back 
of  this  line  is  of  small  capacity  com- 
pared with  the  Saint  Francis,  Yssoo, 
and  Tensas.  The  line  has  been  well 
maintained  np  to  1882.  The  above 
amount  is  believed  to  be  sufficient  for 
necessary  repairs. 

This  estimate  is  based  on  a  special  sui^ 
vey  for  altemato  ^adesat  hieh  water, 
lHb2,  and  1.5  feet  above  this  mark. 
The  difference  between  those  two  is 
338,850  cubic  yards.  The  averue 
height  of  the  levees  on  the  opposite 
side  of  the  river  below  Greenville  is 
6.06.  Assnmingthesamemeanhei^ht 
on  this  side,  this  amount  is  for  raising 
ftom  6.06  to  7.50.  The  proportion  ear- 
ned out  would  make  the  further  rais- 
ing ttom  7.56  to  9.06,  or  3  feet  above 
high  water.  1882,  requiro  about  424.000 
cubic  yards,  giving  the  accompanying 
totaL 
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JSttimate  of  tmbio  y€rd$  of  earthwork  required  for  levees  on  Mieeiaelppi  Bwer,  fo.-— Cont'd. 


LooatioD. 


T«<mgth. 


Onde. 


Contento. 


RemarkB. 


6  '  LooMana  line  to 
I  oppoBite  War* 
I    .rentOB. 


7    Opposite  Wairen- 
'    tontoBedmrer. 


8    Red  SiTer  to  forts 
below  New  Or- 


JfOw. 
100 


OuXde\ 


9  I  Horn  Lake  to 
Friar's  Point. 


10  ,  Friar's  Point  to 
Sanflower. 


11  I  Sunflower  to  month 
ofYasobRlTer. 


Baton  Booge  to 
forts  below  New 
Orleans. 


Cost  at  25  cents 
per  enbic  yard. 


150 


279 


70 


34 
220 


200 


2  feet  above 
high  water, 
18%. 


..do. 


5,140.000 


0,652,000 


1,276,000 


....do. 


3  feet  above 
hish  water, 
1882. 


2  feet  above 
hi«h  water, 


620, 
8.025, 


000 


000 


4,838,000 


45,775,080 


$11,448,770 


This  is  the  esiimato  of  the  assistant  en- 
gineer in  charge  of  the  line  for  mis- 
ing  the  levees  3  feet  for  their  entire 
length.  As  the  grade  of  the  line  is 
very  uneven,  this  quantity  of  earth- 
work, applied  to  toe  lowest  places, 
would  raise  the  p*ade  of  the  line 
more  than  3  feet.  It  is  believed  to 
be  sufficient  for  a  safe  grade.  (See 
Appendix — .) 

No  survey  has  been  made  of  this  line, 
but  tb«i  opxuv  pnvisioniamadeinthe 
estimate  as  in  tkut  trom  thib  Louisi- 
ana line  to  opposite  Warxenton,  viz, 
a  uniform  oddition  of  3  feet  over  the 
entire  lino,  on  nn  assumed  height  of 
6.08  feet. 

Thin  lino  is  now  complete  In  length,  but 
of  insufficient  grade.  The  necessity 
for  higher  grade  is  explained  in  the 
following  text.  The  assumed  moan 
hei^rht  is  7  feet,  to  be  raised  to  0  feet. 
In  the  execution  of  the  work  much 
tiie  greater  part  of  tbo  addition  would, 
of  course,  be  made  to  the  upper  part 
of  the  line. 

This  estimate  is  based  on  surveys  and 
computatiouH  made  for  the  purpose 
(see  A|)pendix  — ).  An  addition  of 
half  a  foot  in  made  to  the  original, 
making  th*^  grade  of  Ibis  estimate  2 
feet  abovo  hif>h  water,  1882. 

There  exist  but  two  breaks  in  this  lino, 
but  the  estimate  is  prorated  per  mile 
fmn  the  foregoing  line. 

This  estimate  is  based  on  the  report  of 
the  United  States  assistant  engineer 
and  engineer  of  Hississipin  levee  dis- 
trict (see  Appendix  — ).  The  same  ro< 
mark  applied  to  estimate  from  Louis- 
iana line  to  Warenton  is  true  here. 

The  remarks  applied  to  line  ftom  Bed 
River  to  Forts  is  repeated  here.  The 
conditions  are  precisely  the  same. 


The  Commission  is  not  prepared  to  state  that  these  are  the  exa<}t 
grades  tliat  are  likely  to  be  adopted,  bnt  it  is  not  believed  that  grades 
in  excess  of  these,  on  the  average,  will  be  required  for  the  purposes 
set  forth  in  the  organic  act,  unless  a  change  of  regimen  occurs  from 
fiome  remote  cause,  such  as  the  extensive  clearing  of  the  precipitt  us 
sides  of  some  of  the  tributary  basins. 

It  has  been  the  experience  of  the  General  Government,  as  well  as  of 
the  riparian  States,  that  such  embankments  as  the  above  can  be  con- 
structed for  an  average  price  not  exceeding  25  cents  per  cubic  yard, 
giving  a  i^esult  of  4X1,443,770. 

In  couclnsioti  of  this  subject,  the  Gommission  considers  it  necessary 
to  call  the  attention  of  Congress  to  peculiar  conditions  existing  below 
Bed  Biver.  This  section  of  the  river  is  in  a  state  of  much  greater  sta- 
bility than  is  found  in  any  other  part  of  its  course  below  the  junction 
of  the  Missouri.  At  a  short  distance  below  Bed  Biver  it  becomes  nar- 
rower and  deeper.  It  has  been  leveed  throughout  for  a  great  many 
y^^ars.  No  flood  complications  arise  here,  as  above,  from  the  return  of 
overflow  water  which  has  escaped  from  the  river  at  points  higher  up. 
This  all  reaches  the  sea  through  the  numerous  delta  bayous  on  either 
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sidei  Its  bed,  enlarged  by  levees,  is  fairly  adapted  to  the  drainage 
sei'vicc  which  has  hitherto  been  imposed  upon  it. 

During  the  floods  of  1874,  1882,  and  1883  this  part  of  the  river  was 
filled  to  its  utmost  capacity.  The  levees  were  a  wash  for  hundreds  of 
miles,  and  the  waves  of  passing  steamers  rolled  over  them.  Many 
disastrous  breaks  occurred. 

The  gaugings  at  CarroUton  in  1883  showed  that  the  river  at  this 
point  was  only  discharging,  at  a  maximum,  about  1,100,000  cubic  feet 
per  second,  while  those  at  lied  Eiver  Landing  in  the  previous  year 
showed  that  double  this  volume,  or  about  2,200,000  feet,  found  its  way 
down  the  valleys  of  the  Mississippi  and  Eed  rivers. 

While  it  is  not  anticipated  that  the  completion  of  the  levees  of  the 
Tensas  front  to  within  20  miles  of  Bed  Eiver,  and  the  confinement 
within  the  river  of  that  part  of  the  flood  which  has  been  allowed  to  es- 
cape above  will  cause  greater  flood  heights  at  the  mouth  of  Bed  River, 
it  seems  certain  that  it  will  have  the  effect  of  increasing  and  makiDg 
constant  the  outlet  of  the  Mississippi  through  Old  River  down  the 
Atchafalaya. 

Measures  that  may  become  necessary  to  prevent  this,  by  diminishing 
the  discharge  of  the  Atchafalaya,  or  by  directing  more  of  the  Red  River 
flow  down  the  Mississippi,  will  throw  into  the  latter  stream  a  volume 
in  excess  of  any  known  discharge.  While  this  increased  volume  would 
undoubtedly  make  room  for  itself  by  ultimate  enlargement  of  section, 
it  could  only  do  so  by  the  work  of  scour,  the  resistance  to  which  wouM 
be  indicated  and  measured  by  increased  slope,  or  greater  elevation  bf 
surface  throughout  that  part  of  the  river  while  undergoing  enlargement. 

Such  additional  service  shoulf  I  not  be  imposed  upon  a  region  in  which 
have  been  adopted  the  measures  necessary,  under  existing  conditions, 
for  protection  from  inundation,  without  due  preparation  for  the  increased 
height  which  will  be  given  the  floods. 

LECMSLATION. 

The  Commission  repeats  with  emphasis  the  recommendation  made  in 
three  preceding  reports,  that  ])rovision  be  made  by  law  for  the  appropri- 
ation, by  suitable  proceedings,  of  lai^jl  and  material  necessary  in  any 
work  of  Mississippi  River  improvement  undertaken  by  the  Government. 
Within  the  past  year  some  serious  inconvenience  has  been  suffered  from 
exorbitant  demands  made  by  land-owners  for  brush  and  piles.  These 
materials  are,  in  most  cases,  worth  little  or  nothing  to  the  owner,  and 
are  unsalable  to  any  buyer  except  the  Government  at  any  price.  But 
at  the  prices  some  owners  ask  for  them  they  would  make  a  large  item 
of  cost.  It  is  not  believed  that  there  would  be  frequent  occasions  to  re- 
sort to  condemnation  of  private  property,  if  such  proceedings  were  au- 
thorized, as  in  most  cases  the  existence  of  the  power  would  be  a  suffi- 
cient preventive  of  extortion ;  although  cases  may  arise  in  which  the 
I30Ssession  and  exercise  of  the  power  would  be  highly  important. 

It  is  highly  desirable,  also,  that  Congress  shall  prescribe  by  law  the 
extent  to  which  material  found  on  islands  and  bars  in  the  river  may  be 
used  without  payment  of  damages.  It  is  believed  that  the  supreme 
right  of  control  and  improvement  of  rivers  navigable  for  inter-state  com- 
merce which  is  vested  in  the  United  States  carries  with  it  the  right  to 
use  in  the  work  of  improvement,  without  the  consent  of  any  individual 
owner,  all  such  material  as  may  found  within  the  limits  of  the  river  it- 
self, and  constituting  part  of  it.  Upon  this  point  differences  of  opinion 
are  liable  to  arise  between  the  engineers  in  charge  and  riparian  propri- 
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etors,  to  avoid  whicb  there  should  be  such  express  provision  of  law  as 
•will  define  the  respective  n'ghts  of  the  Government  and  the  private 
owner  as  clearly  as  possible. 

It  is  recommended  also  that  provision  be  made  by  law  for  retaining 
control  by  the  Government  over  areas  of  lands  built  np  from  deposits 
induced  by  the  works  of  improvement  placed  in  the  river  bed.  These 
amount  in  some  instances  to  hundreds  of  acres,  and  in  some  localities 
riparian  owners  may  be  disposed  to  claim  possession  of  tbem  to  the 
detriment  of  the  improvement.  It  is  expected  that  in  most  such  cases 
it  will  be  found  desirable  to  encourage  the  growth  of  trees  upon  the 
newly  made  banks,  and  occupy  them  in  that  way  for  many  years,  and 
perhaps  permanently. 

It  is  regarded  as  important,  also,  that  a  law  shall  be  enacted  for  the 
punishment  of  any  person  who  shall  make  a  cutoff  at  any  neck  or  bend 
in  the  Mississippi  Biver.  The  history  of  the  river  indicates  a  tendency 
to  recurring  cycles  of  change.  A  cut-off  is  followed  by  a  sudden  in- 
crease of  velocity  in  its  vicinity,  and  by  rapid  caving  above  and  below. 
These  are  likely  to  cause  other  cut-offs,  one  after  another,  and  there  then 
results  a  widely -extended  and  long-continued  disturbance  of  the  regi- 
men of  the  river.  During  the  continpance  of  such  a  period,  works  of 
improvement  in  the  channel  would  be  attended  with  the  greatest  dif^- 
culty.  ho  great  cut-off  has  occurred  since  that  at  Yicksburg  in  1S7G, 
andthe  present  conditions  of  the  river  in  that  respect  are  regarded  as 
favorable.  But  the  conditions  are  also  existing  for  the  introduction  of 
a  cycle  of  change  by  the  making  of  a  single  cut-off,  the  injurious  con- 
sequences of  which  it  is  impossible  to  estimate.  Such  events  have  hap- 
pened in  the  past  through  the  lawless  acts  of  individuals,  and  against 
these,  stringent  penalties  should  be  provided. 

FINANCIAL  STATEMENT. 

'Appropriation  far  surveys  and  expmue9  of  the  MissisHppi  Biver  Commi$9ianf  act  of  Marok 

3,  1883. 

Balance  on  liand  December  16,  1882 $91,780  88 

Appropriated  by  act  approved  March  3,  1883 150,000  00 

Total 241,780  88 

Expended  from  December  16, 1882,  to  November  30,  1883,  including  esti- 
mated Uabmties 174,700  00 

Balance  which  it  is  estimated  iriU  be  required  during  remainder  of  fiscal 
year  ending  Juno  30,  1884 67,080  88 

241,780  88 


The  estimate  of  funds  for  fiscal  year  1885,  which  was  transmitted  to 
the  honorable  the  Secretary  of  War  on  June  25, 1883,  is  here  repeated. 

BSTDCATB  OF   FUNDS  FOR  BALABUC8  AND  EXPENSES  OF  THE  OOMMIflSION  FOR  NEXT 

FISCAL  TSAR. 

To  continue  the  '*  surveys  of  the  Mississippi  River  between  the  Head  of  the 
Passes,  near  its  mouth,  and  its  headwaters,  now  in  pro^rress" ;  to  make 
*'  additional  surveys  and  examinations  of  said  river  audits  tributaries" ; 
to  make  such  additional  examinations  and  investigations,  topographical, 
bydrographical,  and  hydrometrical,  as  are  necessary  for  matnnng  a  plan 
for  the  permanent  improvement  of  the  entire  river;  for  salaries  and  ex- 
penses of  the  ComnuBsion  in  traveling,  mileage,  and  inspection,  for 
offiee  expenses,  oomputing,  draughting,  &o.,  and  for  publication  of  maps 
and  results $200,000  00 
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The  estimate  of  ftinds  for  works  of  improvement  for  the  fiscal  year 
1885,  which  was  transmitted  to  the  honorable  the  Secretary  of  War  on 
June  26, 1883,  is  here  repeated. 

BSTIBiATB  OF  FUNDS  FOR  WORKS  OF  IMPROVEMENT  FOR  FISCAL  TEAR  ENDING  JUNE 

30,  1885. 

For  works  of  im]provemeut!  on  the  Mississippi  River  below  Cftiro,  in- 
olnding  works  m  progress  in  the  Lake  Providencey  Plum  Point,  and 
Memphis  Reaches ;  the  completion  of  the  closing  of  existing  crev- 
asses and  outlets  on  the  Tensas  and  Tazoo  fronts;  the  rectification  of 
the  Red  and  Atcbatalaya  Rivers,  and  the  harbors  of  Memphis,  Yicks- 
bnrg,  Natchez,  and  New  Orleans (3,000,009  00 

In  addition  to  the  above,  and  as  explained  in  the  foregoing  report, 
the  Commission  presents  the  following: 

Supplemental  wHwuUe  for  the  New  Madrid  and  Biemphia  Beaches  for  Jleedl  year  ending 

June  30,  1885. 

Forworkon  the  New  Madrid  Reach |1,000,000  00 

For  work  on  the  Memphis  Reach ^. 675,000  00 

FINANCIAL  8TATBMINTB. 

JppropriaiUm  for  improving  Miaaieeippi  lU/ver,  aet  of  Auguet  %  1882. 

BlJance  December  1, 1882 12,388,000  00 

Amount  expended  to  November  1^  1883,  including  outstanding  liabili- 
ties (estimated)  to  January  1, 1884,  for  steamboats,  pile-drivers,  and 
other  floating  plant ;  for  materials,  tools,  supplies,  and  labor,  contin- 
uing and  beginning  work  at  Plum  Point,  anaJLake  Providence,  Mem- 
phis, and  New  Madrid;  for  subsisting  and  quartering  the  labor  em- 
ployed, and  for  payments  on  contracts  for  construction  and  repair  of 
levees 2,187,730  80 

Balance  available  and  unpledged  January  1, 1884,  and  which  will  be 
required  for  care  of  property  and  maintenance  or  organization  during 

'    the  remainder  of  the  fiscal  year 200,269  20 

2,388,000  00 
AppropriaHon  for  New  Orltane  Harbor. 
Balance  on  hand  July  1.  1882 |147,7^  81 

Expended  from  July  1, 1882,  tp  November  1, 1883 38,414  90 

Balance  available  November  1, 1883 109,378  91 

147,793  81 
AppropriaHon  for  improving  mouik  of  Red  Biver, 

Balance  on  hand  July  1, 1882 |90,812  40 

Expended  from  July  1,  1882,  to  November  1, 1883 51,970  66 

Balance  available  November  1, 1883 38,841  74 

90,812  40 
Appropriation  for  Natchez  Harbor. 

Balance  on  hand  Jnly  1,  1882 $8,952  04 

Expended  from  July  1,  1882,  to  November  1,  1883 2,920  (52 

Balance  available  November  1,  1883 5,331  42 

8,252  04. 
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Total  ftmoQDta  of  ftinds  in  Treaanry  and  in  hands  of  disborsing  officersy 
NoYemberl,  1883: 

Appropriation  for  improYlng  Mississippi  River $844, 717  1$ 

Appropriation  for  New  Orleans  Harbor 109,378  91 

Appropriation  for  month  of  Red  River 38,841  74 

Appropriation  for  Natchez  Harbor 5, 331  42r 

Tot»l 998,269-20 

Estimated  liabilities  to  January  L 1884,  inolnding  retained  percentages 
and  balances  dne  on  contracts  for  levee  work  and  outstanding  liabil- 
ities for  material  and  labor  on  works  of  constmction 798,000  OO 

Balance  available,  asabove 200,269  20 

Ghas.  B.  Suteb, 

M(0or  of  UngineerSj  U.  8.  A. 

HbNBY  MiTOHSLLy 

OoMt  and  GeddeUc  Survey. 
B.  M.  Habsod. 

BOBXRT  8.  TAYIX)B. 

8.  W.  Ferguson. 

I  concur  in  the  foregoing  report,  except  so  mach  of  it  as  relates  to 
levees  and  outlets,  on  which  sabjeot  I  will  sabmit  my  views  separately. 

0.   B.  COMSTOOK, 

Lteutenant-Oolanel  of  Engineers,  and  Brevef  Brigadier- General, 
President  Mississippi  River  Commission. 

I  concur  in  the  foregoing  report  of  the  Commission,  with  the  single 
qoaliflcation  that  the  value  of  levees  as  a  factor  in  the  problem  of  chan- 
nel improvement  in  preventing  the  wide  dispersion  of  flood  waters,  is 
not  affirmed  in  the  report  in  sufficiently  positive  terms,  and  with  that 
clearness  and  prominence  to  which,  in  my  judgment,  it  is  entitled. 

Q.  A.  GiLLMOBE, 

Colonel  of  Engineers,  Brevet  Major-Qeneral,  U.  8.  A. 

As  I  am  unable  to  concur  in  the  part  of  the  report  relating  to  levees^ 
I  snbmit  the  following  remarks : 
The  Commission  state — 

The  act  creating  the  Conuniseion  makes  it  the  dnty  of  the  Commission  to  consider 
the  subject  of  the  prevention  of  destructive  floods,  and,  as  beari!ig  upon  that  matter, 
there  is  enbmitted  for  information  the  following  summary  of  the  probable  exteut  and 
cost  of  such  a  system. 

The  Commission  submits  an  estimate  for  levees,  to  prevent  destructive 
floods,  firom  Commerce,  Mo.,  to  the  forts  below  New  Orleans,  aud  pro- 
poses heights  for  them  of  two  or  three  feet  above  the  high  water  of  1882. 
The  cost  of  the  proposed  system  is  estimated  at  411,443,770,  and,  for 
the  reasons  stated  hereafter,  is,  in  my  judgment,  too  small  for  any  ade- 
quate system  of  levees  intended  to  prevent  destructive  floods  and  (ex- 
cept at  intervals  of  16  or  20  years)  to  secure  the  property  of  the  inhab- 
itants behind  them  from  danger  of  destruction. 

Before  a  system  of  levees  can  be  planned  the  question  must  be  decided 
whether  it  shall  be  attempted  to  confine  the  greatest  floods,  or  only 
those  somewhat  less  than  the  greatest.    When  it  is  remembered  that 
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the  coat  of  these  levees  will  necessarily  be  great ;  that,  as  they  will  be 
hi|2:h,  breaks  through  them  will  involve  large  costs  in  repairs ;  that  their 
object  is  to  make  possible  the  safe  existence  behind  them  of  a  large  and 
productive  population  in  the  alluvial  bottoms  they  protect;  that  only 
the  expectation  of  such  a  population  can  justify  the  large  expense  in- 
volved 5  that  breaks  in  the  levees,  when  the  bottoms  are  filled  up  by 
plantations,  would  involve  enormous  loss  of  property ;  that  the  annual 
height  of  .floods  in  rivers  is  now  believed  to  increase  as  the  country  they 
drain  is  cleared  up ;  in  view  of  all  these  considerations  it  se-ems  the  wiser 
plan  to  face  at  once  a  great  flood,  and  to  provide  for  its  confinement  be- 
tween levees. 

It  may  be  said  that  with  interest  at  3  per  cent,  it  would  be  cheaper 
to  allow"  great  floods  once  in  ten  or  fifteen  years  to  overtop  and  largely 
damage  the  levees  than  to  incur  a  greater  expense  to  avoid  an  evil  that 
occurs  only  at  such  intervals  of  time.  But,  as  has  already  been  said,  the 
only  economical  justification  of  the  expense  involved  in  an  efficient 
system  of  levees  is  the  belief  that  in  time  the  whole  region  protected 
from  overflow  shall  become  populated  and  highly  productive.  When 
that  time  approaches  the  damage  done  to  levees  by  floods  which  went 
over  them  would  be  insignificant  in  proportion  to  the  incalculably 
greater  damage  done  to  the  population  behind  them. 

Moreover,  great  floods  are  not  rare. 

At  Cairo,  l^tween  1862  and  1883,  inclusive,  four  floods  have  reached 
or  exceeded  a  reading  on  the  guage  of  60.8  feet;  the  highest  known 
reading  being  52.4  feet,  in  1883.  A  flood  of  61.5  feet  may  then  be  looked 
for  once  in  ten  years. 

At  Memphis,  between  1858  and  1883,  inclusive,  the  gauge  reading  Las 
equaled  or  exceeded  34.0  feet  six  times ;  the  highest  reading  being  35.1 
feet,  in  1882.    A  flood  of  34.5  feet  may  be  expected  once  in  ten  years. 

At  Helena,  between  1867  and  1883,  inclusive,  floods  have  four  times 
equaled  or  exceeded  a  gauge-reading  of  45.8  feet;  the  maximum  being 
47.2  feet,  in  1882.  A  flood  of  46.6  feet  may  be  expected  once  in  ten 
years. 

At  the  mouth  of  White  River,  between  1862  and  1883,  inclusive,  the 
floods  have  five  times  givi-n  a  gauge-reading  of  46.6  feet,  or  more;  tbe 
highest  being  48.5  feet,  in  1882.  A  flood  of  47.6  feet  may  be  expected 
once  in  ten  years. 

At  Vicksburg,  between  1858  and  1883,  inclusive,  floods  have  fonr 
times  given  gauge-readings  of  48.8  feet  or  more;  the  highest  being  51.1 
feet,  in  1862.  In  1882  the  flood  only  reached  48.8  feet,  the  maximum 
since  1867,  and  may  have  had  its  height  diminished  by  the  Vicksburg 
cut  off  of  1876.    A  flood  of  49.0  feet  may  be  expected  once  in  ten  years. 

At  Katchez,  between  1858  and  1883,  floods  reached  a  gauge-reading 
of  47.9  feet  or  more  flve  times ;  the  maximum  being  60.3  feet,  in  1862. 
A  flood  of  48.0  feet  may  be  expected  once  in  ten  years. 

At  Red  River  Landing,  between  1867  and  1883,  the  gauge  has  in  three 
years  had  a  flood  reading  of  46.3  feet  or  more,  the  maximum  being  48.6 
feet  in  1882.    A  flood  of  47.0  feet  may  be  expected  once  in  ten  years. 

At  Carrollton,  floods  have  reached  a  gauge  reading  of  15.4  feet,  or 
more,  five  times  between  1859  and  1883,  the  highest  being  15.9  feet  in 
1862.    A  fiood  of  15.6  feet  may  be  expected  once  in  ten  years. 

These  statements  refer  to  the  river  as  it  has  been  since  1858. 

In  the  preceding  statements  of  floods  that  may  be  expected  once  in 
ten  years,  the  heights  are  adopted  from  an  examination  of  the  heights 
of  the  floods  mentioned. 

The  following  table  recapitulates  the  preceding  information,  and  gives 
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also  fhe  lowest  readings  on  the  gauges,  with  their  years,  and  the  high- 
water  readings  in  1882: 


1, 

StetioBS. 

i 

Tew. 

1 

i 

Tear. 

1 

0 

Cdio 

FuL 
62.4 
86.1 
47.2 
48.6 
61.1 
60.8 
4&0 
16.9 

1883 
1882 
1882 
1882 
3803 
1802 
1882 
1888 

Feet 

-1.0 

-1.0 

0.0 

0.0 

-1.8 

0.0 

0.0 

-LO 

1871 
1872 
1872 
1872 
1872 
1872 
1872 
1872 

51.6 
84.5 
40.6 
47.5 
49.0 
48.0 
47.0 

me 

61.8 

2N 

MemphiB 

85.8 

MO 

BfAm 

47.2 

188 

White  BiTor 

48.5 

fi07 

Vii^fhn*v    .           ....  

48.8 

TOO 

Kfttoh«s  * 

47.9 

784 

RmI  lUv^r  I^mnlinff       ,..r 

48.0 

9B 

CuxoUton -T 

16.0 

If  the  figures  in  the  last  two  colamns  of  this  table  be  compared,  it  will 
be  seen  that  in  five  cases  the  flood  of  1882  was  higher  than  the  flood 
that  may  be  expected  once  in  ten  years,  and  in  three  ca^es  lower,  and 
that  in  tiie  average  of  all  it  was  0.4  foot  higher.  Considering  the  small- 
ness  of  this  excess  above  ther  floods  to  be  expected  once  in  ten  years, 
the  fact  that  at  four  places  out  of  eight  the  flood  of  1882  was  not  the 
maximum  flood  observed  in  the  last  20  or  25  years,  and  the  probability 
that  the  height  of  floods  will  increase  in  the  future,  it  seems  proper  that 
in  the  plan  for  any  general  system  of  levees,  if  the  principle  of  keeping 
oat  all  floods,  whatever  their  height,  shoula  be  surrendered  (a  step  of 
doubtful  advisability),  the  jdan  should  at  least  provide  for  holding  a 
flood  like  that  of  1882. 

In  what  follows,  that  flood  will  be  the  one  considered. 

Adopting  the  flood  of  1882  as  the  one  to  be  confined,  the  next  ques- 
tion is  what  height  of  levees  is  necessary. 

From  the  investigations  of  the  Commission,  the  flow  of  the  flood  of 
18S2  at  its  maximum  down  the  Mississippi  Valley,  whether  in  the  river 
proper  or  in  the  bottom  lands,  is  now  at  least  approximately  known. 
With  a  complete  system  of  levees  on  the  river  banks,  the  whole  of  that 
flow  would  be  confined  between  them. 

The  following  table  gives  the  approximate  results  of  the  observations 
of  the  Commission  (many  of  them  not  yet  published)  which  were  made 
on  the  floods  of  1882  and  1883: 


Sttttloos. 


ICazimnm  die- 
charge  obeerred 

in  flood  of  1882 
in  liver  proper. 


Amount  which 

iraa  flowing 

down  Talley  ont- 

side  of  liver. 


Total  flow  pMt. 


Coliisibiia ^ 

FtaHon  (estimated  ftomoheenrations  of  1880)  .. 

Hdena 

Htj*t 

Mr 


(hMcfML 
1,000,000 
1,200.000 
1,640,000 
1,000,000 
1,000,000 


200.000 
000,000 
860,000 
940,000 
600,000 


OUbiefeeL 
1.800,000 
1.800,000 
1, 900, 000 
2,000,000 
2,200,000 


Obs&rvatious  determining  the  relations  between  gauge-readings  and 
oorresponding  discharges  were  made  at  several  stations.  K  those  gauge- 
leadings  be  platted  as  ordinates  and  the  corresponding  discharges  as 
abscissas,  the  resulting  broken  line  which  deviates  somewhat  from  a 
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right  line  is  called  a  discharge  cnrve.  This  disdi^rge  curye  for  the 
rising  river  is  qsaally  tolerably  regular  until  the  river  gets  above  its 
banks,  when  it  may  become  irregular  and  complicated  from  the  escape 
of  water  over  the  banks  and  from  variations  in  the  slope  of  the  main 
river,  due  to  floods  in  tributaries  or  to  return  of  water  from  the  swamps 
into  which  it  had  previously  escaped. 

But  if  the  river  were  leveed  throughout  its  length,  it  seems  probable, 
60  far  as  the  investigations  of  the  Commission  yet  go,  that  at  places  un- 
affected by  tributary  flow  the  discharge  curve  for  the  confined  river  for 
all  stages  would  be  a  continuation  of  that  of  the  unconfined  river  for 
stages  less  than,  or  equal  to,  that  at  which  escape  over  banks  begins. 

If  this  should  be  verified  by  a  complete  study  of  the  subject,  not  yet 
made  by  the  Commission,  the  method  of  determining  the  gauge  reading 
at  a  place  where  discharge  observations  have  been  made  which  would 
pass  a  given  discharge  with  the  river  thoroughly  leveed,  would  be  to 
prolong  graphically  the  observed  discharge  curve,  continuing  it  with 
the  form  it  had  before  overflow  began  up  till  it  corresponds  to  the  de- 
sired discharge.  The  gauge  reading  corresponding  to  that  discharge 
would  be  the  corresponding  height  of  the  confined  water  surface. 

These  discharge  curves  at  Columbus^  Helena,  Hay's  Landing,  and  Bed 
Biver  Landing  are  given  in  the  Commission's  report  for  1883.  Any  one 
can  examine  the  result  of  prolonging  them  and  form  an  idea  of  the 
new  gauge  heights,  although  different  persons  would  differ  somewhat 
in  estimating  their  prolongations.  From  the  discharge  measurements 
and  the  observations  of  flood  escape  over  river  banks  in  the  floods  of 
1882  and  1883,  by  Mr.  Johnson  and  Mr.  Stewart,  it  is  known  that  in  the 
flood  of  1882  the  maximum  flow  across  the  latitude  of  Columbus,  Ky., 
was  approximately  1,800,000  cubic  feet  per  second,  which  at  Bed  Biver 
Landing  increased  to  about  2.200,000  cubic  feet. 

With  a  thorough  system  ol  levees  these  quantities  would  have  been 
confined  between  the  levees,  and  the  question  now  is,  how  much  would 
the  levees  have  raised  the  river  surface  above  the  height  it  actually  had 
in  18821 

At  Columbus,  Ky.,  overflow  begins  at  about  95  feet  on  the  gauge;  a 
prolongation  of  the  discharge  curve  in  the  way  previously  stated  gives  for 
a  discharge  of  1,800,000  cubic  feet  a  stage  about  3  feet  above  the  flood 
of  1882. 

A  discharge  curve  for  Fnlton,  Tenn.,  is  given  in  the  Commission  re- 
port for  1881.  A  prolongation  of  that  curve  gives  for  1,800,000  dis- 
charge a  gauge  reading  of  about  72  feet,  or  10  feet  above  the  flood  of 
1882. 

The  maximum  discharge  across  the  latitude  of  Helena,  Ark.,  for  the 
flood  of  1882  may  be  taken  as  1,900,000  cubic  feet.  Prolonging  the 
Helena  discharge-curve  to  this  amount,  the  gauge  reading  is  about  .4 
feet  above  high  water  of  1882. 

At  Hay's  Landing,  just  below  Lake  Providence,  the  maximum  dis- 
charge across  its  latitude  in  the  flood  of  1882  may  be  taken  as  2,000,000 
cubic  feet.  The  discharge  curve  prolonged  to  this  amount  gives  a  gauge 
reading  10  feet  above  the  flood  of  1882. 

At  Bed  Biver  Landing  the  question  of  flood  height  with  high  levees 
will  depend  on  the  amount  of  water  that  is  allowed  to  escape  down  the 
Atchafalaya.  The  maximum  observed  discharge  at  Bed  Biver  Landing 
in  1882  was  1,600,000  cubic  feet.  The  estimated  flow  across  the  latitude 
of  Bed  Biver  Landing  was  2,200,000,  so  that  if  200,000  or  300,000  cubic 
feet  were  allowed  to  go  down  the  At(5hafalaya,  the  flow  below  Bed  Biver 
Landing  would  be  1,900,000  or  2,000,000  cubic  feet,  so  that  the  raising 
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of  all  the  levees  below  Eed  River  Landing  wonld  be  necessary  to  hold 
this  increase  of  300,000  or  400,000  cabic  feet  per  second. 

Where  there  was  a  flow  of  from  500,000  to  900,000  cubic  feet  per  sec- 
ond down  the  valley,  outside  of  the  river,  in  the  flood  of  1882,  as  was  the 
case  for  long  distances  above  and  below  Fulton  and  Lake  Providence, 
there  will  l^  for  long  distances  levees  needed  whose  heights  above 
the  flood  of  1882  will  approach  the  heights  of  those  needed  at  Lake 
Providence  (or  Hay's  Landing)  and  Fulton. 

A  good  system  of  levees  should  rise  3  feet  above  the  expected  heights 
of  the  confined  water.  Ko  provision  has  been  made  for  this  in  these 
remarks,  because  at  several  points  the  flood  of  1882  was  the  highest  of 
which  we  have  accurate  records,  and  in  this  paper  it  has  not  been 
proposed  to  confine  the  highest  floods,  although  that  is  essential  in  a 
thorough  and  effe^jtive  levee  system.  . 

Nor  has  the  possible  lowering  of  the  river  slope,  which  might  occur 
some  time  after  the  building  of  tiie  levees,  been  taken  into  account.  The 
first  effect  of  building  levees  would  be  to  raise  the  flood  surface.  I 
know  of  no  facts  of  experience  which  give  data  for  determining  either 
the  amount  of  such  ultimate  lowering  or  the  time  required  for  it. 

As  stated  by  the  Commission,  a  thorough  study  of  the  subject  of 
levees  has  not  yet  been  made ;  until  then,  accurate  estimates  are  impos- 
sible, and  the  heights  above  the  flood  of  1882,  of  3  feet  at  Columbus,  10 
feet  at  Fulton,  4  feet  at  Helena,  and  10  feet  at  Lake  Providence,  given 
above,  are  only  approximations.  Such  as  they  are,  they  make  it  im- 
possible for  me  to  concur  in  the  estimate  of  $11,443,770  as  the  cost  of 
a  general  system  of  levees  from  Commerce,  Mo.,  to  the  Forts,  aciequate 
to  preserve  that  country  from  destructive  floods. 

C.  B.  COMSTOCK, 

Ideutenant'Oolonel  of  Engineers^  and  Brevet  Brigadier- Oeneralj 

President  Mianssippi  Biter  Commission. 

New  Tobk,  December  22, 1883. 

The  Hon.  Bobt.  T.  Lincoln, 

Secretary  of  War. 
(Through  the  Chief  of  Engineers.) 


Digitized  by 


Google 


2436 


REPORT   OF   THE   CHIEF   OP   ENGINEERS,  U.  8.  ARMT. 


<5 
I 

I 


1 

0 
< 

«0 

o 

1 

g 

i 

^ 

I 

1 

i 

I 

1 


I 


I 

I 


ll 


■3 


il 


i 


Sg 
o  o 


^1 


ill 


cocD^Voo     eitdn 


5  s 


8SS    S 


ill' 

il 


1:33 


Sooeocsi 


8S 


lOI>IQIfti- 

e^i  ^  a  r^  X 


oObSdS 


|f2 


^8 


m  p»  O 


•I- 

H 


II 


*"  n  g  ©  tt)(t  w" 


I  •  <8  B  .a     «t  < 

i '  S  SjI  j  g'; 


r 


111 


I 


& 


I' 


III 


8 


£ 


^ 


8 
i 


£ 


Digitized  by 


Google 


APPENDIX    T  T— REPORT  OP  MISSISSIPPI  RIVEB  COMMISSION.      2437 


ess 


88 
3§ 


M 


1 


SR-3 


S 


i 


I 


I 


Digitized  by 


Google 


2438      REPORT   OF  THE   CHIEF  OF   BNGIKEERS,  U.  S.  ARMY. 


TABLE  OF    TOTAL   £XPENDITUll£S,    CONSTRUCTION    DEFAKTMSNT,   MISSISSIPPI  BIVXR 
COMMISSION,  FROM  TUB  BEGINNING  Of  CONSTRUCTION  UP  TO  NOVEMBER  1,  1883. 

[Covering  appropriationB  of  March  8, 1881,  and  Angnat  2, 1882.] 

N6W  Madrid  Reach <209.071  11 

Plum  Point  Roach 1,406,216  85 

Memphis  Reach  and  Harbor 268,269  64 

Lake  Providence  Reach 1,225,582  33 

Vickiburg  Harbor 44,522  40 

Delta  Point,  La 49,992  36 

Survey  of  Helen  a  Reach 7,511  29 

Survey  of  Saint  Francis  front,  first  district 3,312  91 

Survey  of  Saint  Francis  front,  second  district 3, 212  93 

Survey  of  unleveed  fronts,  third  district 496  96 

Survey  of  unleveed  fronts,  fourth  dlbtrict 

Survey  of  Cubitt's  Gap 137  14 

Choctaw  Bend  survey 2,679  86 

Observations  at  CarroUton,  La 3,000  00 

Closing  Bonnet  Carr^  Crevasse 15,000  00 

LEYEES. 

Second  DisiricL 

Vazoo  front 79,832  25 

« 

Third  DUtHet. 

Ten^  front 291,156  49 

Yazoo  front 313,836  32 

Fourth  JHstrid. 

Atohafalaya  front 102,947  22 

Tensas  front , 251,630  81 

Total 4,278,408  87 

TABLE  OF  TOTAL  EXPENDITURES  FROM  SPECIAL  APPROPRIATIONS. 

Natchez  and  Vidalia  (Juno  30,  1882,  to  November  30, 1883) (2, 920  62 

Mouth  of  Red  River  (to  NoToniber  1,1883) 51,970  66 

New  Orleans  Harbor  (July  1 ,  18^2,  to  November  1,  1883) 38, 414  90 

Total ,        93,306  18 

Total  from  all  appropriations 4,371,715  05 

Respectfully  sabmitted. 

Clinton  B.  Sears, 
Captain  Evgineera^  JJ.  8,  A., 
Swretary  CkmBtructiijn  Committee,  Miemsippi  Biver  Commtfaicm. 
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Polton 2454 
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APPENDIX  A. 

innual  bxpobt  ov  thx  sbgbbtart  of  the  oommi8siox  upon  thb  fixld  wobk 
of  subystb  and  examinations. 

Office  of  Mississippi  Riyeb  Commission, 

2828  Washington  Avenue, 
Bo^t  LauU,  November  13,  1883. 

QsNEBAi.:  I  have  the  honor  to  sabmit  the  following  leport  of  sarveyB  and  examin- 
adons  dnring  the  fiscal  year  ending  Jane  30,  1883: 

Ouf/U, — ^Dorinff  the  year  the  fleet  was  increased  to  accommodate  three  topographical 
parties  hy  the  addition  of  two  new  boat&  named  the  Illinois  and  Eentucky,  coonter- 
parts,  respectively,  of  the  liisslBsippi  and  Lonisiana. 

The  old  boats  have  been  thoroughly  repaired,  and  the  Pioneer  enlarged.  One  of 
the  iron  lannehes  was  lost  in  a  storm  at  Helena,  about  the  end  of  October.  Affcer 
several  days'  search  by  a  snag-boat,  it  was  conceded  to  be  impossible  to  recover  it, 
and  the  attempt  was  abandoned. 

The  tag  Mignon  and  jsnrvey  boat  Missooii  were  inspected  by  Captain  Marshall 
on  February  10,  and  his  recommendations  that  the  Missouri  and  the  hull  of  the  Mig- 
non be  abandoned,  the  machinery  of  the  latter  being  taken  out,  having  been  approv^ 
by  the  Chief  of  Engineers,  have  been  carried  into  effect. 

Ifuiruments.—The  old  instruments, were  thoroughly  repaired,  as  noted  in  last  report. 
The  following  have  been  purchased*  during  the  year:  4  transits,  3  Wye  levels,  4  sex- 
tants, 3  prismatic  compasses,  2  pedometers,  2  hand  levels. 

There  have  been  transferred  to  this  appropriation  from  that  for  the  survey  of 
Northern  and  Northwestern  Lskes:  1  chronometer,  1  iron  standard  bar,  1  standard 
meter. 

OrgamgaUon  and  methods, — ^The  only  chanse  to  be  noted  is  in  the  programme  for 
precise  leveling,  in  which  the  instructions  nave  been  so  modified  as  to  require  that 
each  observer  shall  duplicate  his  own  work  in  opposite  direction,  so  as  to  form  a  loop 
beginning  and  ending  on  the  same  bench.  In  this  connection  attention  is  invited  to 
a  report  by  Assistant  JL.  L.  Wheeler  on  cumulative  errors,  submitted  herewith. 

Progreee  and  cost, — Precise  levels  were  carried  from  Carrollton  to  the  tide  gauee  at 
Biloxi,  87  miles;  fh>m  Keokuk  to  l!\ilton,  171  miles;  and£rom  Fulton  to  Savannskb,  21 
nules.  The  last  section  is  a  part  of  the  continuation  of  the  line  to  Chicago,  which 
has  since  been  completed. 

The  cost  of  the  work  in  the  other  sections  was  as  follows: 
CanoUton  to  Biloxi: 

Total  field  cost |2,778  36 

Cost  per  mile  of  duplicated  work 31  93 

Keokuk  to  Fulton: 

Total  field  cost 3,252  05 

Costper  mile  of  duplicated  work.. « 19  08 

Coet  per  mile  of  river ,...,.'. 19  02 

Average  cost  per  mile  of  duplicated  work  for  the  two  sections 23  46 

The  work  on  the  Carrollton-Bilozi  section  was  undertaken  during  the  windy  season 
OD  the  Gulf  coast,  and,  to  meet  this  contingency,  observing  tents  were  provided.  This 
was  their  first  use  in  our  work,  and  they  were  found  of  such  great  advantage  that 
they  have  been  employed  on  subsequent  work,  and  have  enabled  much  windy  weather 
to  be  utilized. 

This  section  was  along  a  line  of  railroad,  and  a  hand-car  was  kindly  loaned  by  the 
company  for  transportation.  It  was  founa  to  so  materisUy  contribute  to  the  progress 
of  the  party,  that  on  subsequent  work,  lying  along  a  railway  line,  a  hand-car  was 
purchased  and  added  to  the  outfit  of  the  partv. 

The  tabulated  results  of  the  final  computation  for  the  above  lines,  and  also  for  the 
line  from  Grafton  to  Keokuk,  noted  in  the  last  annual  report,  are  herewith  submit- 
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ted,  with  field  reports  by  Assistante  J.  B.  Johnson  and  J.  A.  Paige,  and  report  on  re- 
duction by  Assistant  L.  L.  Wheeler. 

Topogn»>hy  and  hydrography  was  carried  from  Arkansas  City  to  Greenville,  36  milsB, 
and  from  Lake  Providence  to  Donaldsonville,  353  miles ;  a  total  of  380  miles.    Three 

Earties  were  engaged  on  this  work,  and  their  performance  maybe  sammari2sed  asfol- 
)ws: 

First  party,  Assistant  J.  A.  Ockerson,  Arkansas  City  to  Greenville,  and  Natches  to 
Bayou  Sara: 

Number  of  miles  of  river 136 

Number  of  square  miles  of  topography 321 

Number  of  square  miles  of  hydrography 75 

Total  area  surveyed  in  square  miles 396 

Total  fiel*coBt $23,607  87 

Cost  per  mile  of  river 173  59 

Cost  per  square  mile  of  survey 59  62 

Second  party.  Assistant  L.  L.  Wheeler,  Warrenton  to  Natchez : 

Number  of  miles  of  river 93 

Number  of  square  miles  of  topography 217 

Number  of  square  miles  of  hydroeraphy 63 

Total  area  surveyed  in  square  miles 280 

Total  field  cost 117.879  41 

Cost  per  mile  of  river 192  25 

Cost  per  square  mile  of  survey 63  66 

In  connection  with  the  work  of  this  party  the  sections  of  the  previous  survey,  from 
Malone's  to  Australia,  from  Riverton  to  head  of  Ozark  Island,  from  Bolivar  to  Cypress 
Creek,  and  from  Mound  Place  to  Arkansas  City,  were  resounded. 

The  sections  named  are  at'aud  below  the  principal  crevasses  of  the  flood  of  1882. 
This  work  comprised  21  square  miles  of  hydrography,  costing  $57.65  per  square  mile. 

Third  party,  Assistant  C.  M.  Winchell,  Lake  Providence  to  Warrenton,  and 
Bayou  Sara  to  Donaldsonville : 

Number  of  miles  of  river 160 

Number  of  square  miles  of  topography 370 

Number  of  square  miles  of  hydrography 89 

Total  area  surveyed,  square  miles 459 

Totalfieldcost $23,127  85 

Cost  per  mile  of  river 144  54 

Cost  per  square  mile  of  survey 50  39 

For  the  tnree  parties : 

Total  area  surveyed,  square  miles 1,135 

Cost  per  square  mile $56  93 

Field  reports  on  the  above  work  by  assistants  Ockerson,  Winchell,  Wheeler,  and 
Wood,H.  B.,  are  submitted  herewith. 

Transallnvial  levels  were  completed  on  the  following  lines : 

No.  5.  Up  Cypress  Creek. 

No.  6.  Grand  Lake  to  Bayou  Ma^n  Hills. 

No.  7.  Lake  Providence  to  Yazoo  City. 

No.  8.  Saint  Joseph,  west  to  high  land. 

No.  9.  Fort  Adams  to  Avoyelles  Prairie,  and  thence  across  Bayou  Bosuf  and  Bed 
River. 

The  total  distance  of  164  miles  was  accomplished  in  a  season  of  174  days. 

The  total  field  cost  was  $5,318.90,  giving  ajcost  per  mile  of  $32.43. 

A  report,  by  Assistant  E.  S.  Davis,  of  the  entire  work  is  submitted  herewith. 
^  Observations  to  determine  the  escape  of  water  from  the  river  were  made  from  Cairo 
to  Vicksburg  at  the  top  of  the  flood  of  1883.    Below  Vicksburg  the  flood  was  not  of 
sufficient  mag[nitude  to  warrant  the  continuance  of  the  observations. 

Determination  of  high-water  marks  have  been  continued,  and  the  low- water  pro- 
file was  extended  from  Commerce  to  Natchez. 

The  observation  parties  mentioned  in  last  report  as  having  begun  work  at  Paducah, 
Columbus,  Helena,  Hays'  Landing,  and  Red  River  Landing,  continued  the  measure- 
ment of  sections  and  discharges  ouring  a  year,  at  the  expiration  of  which  the^  were 
disbanded.  Tbe  results  have  been  partially  reduced,  checked,  and  tabulated  in  the 
ofiice,  and  are  herewith  subuiitted,  together  with  reports  of  the  chiefs  of  the  parties 
at  Paducab,  Columbus,  Hays'  Landing,  and  Red  River  Landing. 

To  ascertain  tbe  efiect  of  the  closure  of  Bonnet  Carr6  crevasse,  a  hydrographic  sur- 
vey of  6  miles  in  front  of  it  was  made  in  November,  1882.  This  survey  is  now,  Novem- 
ber, 1883,  being  repeated. 
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A  rMUToj  mttkB  AtAha&Iaya  was  made  in  December,  1882,  and  January,  1883.  to 
determine  by  eompariion  with  a  preyious  soryey,  the  amount  of  enlargement  of  tnat 


I  am  glad  of  another  opportunity  of  bringing  to  the  attention  of  the  committee  the 
lealoua  and  effioient  lenrices  rendered  by  uie  assistant  engineers  and  other  employes 
of  the  Commission. 

The  permanent  Ibroe  was  somewhat  increased  during  the  year  by  the  retention  of 
the  nrindpal  oiBcers  of  the  third  topographical  partv.  The  grade  of  work  has  been 
bidSer  than  we  haye  heretofore  attamed.  This  has  been  accompanied  by  a  marked 
fodnetion  of  coet,  due  to  the  increase  of  rate.  These  gratifying  results  are  largely  due 
to  the  policy  heretofore  pursued,  of  so  arranging  the  work  in  field  and  office  ns  to 
admit  of  its  being  done  by  a  comparatiyely  small  force,  kept  continuously  employed. 

The  slight  disadyantages  which  this  system  presents  are  repaid  a  hundred  fold  by 
the  penonal  interest  in,  and  enthusiasm  for,  the  work  shown  by  a  yer^  large  majority 
«f  those  Engaged  upon  it;  without  which  the  results  sets  fortn  in  this  report  would 
haye  been  impossible. 

A  feature  of  the  office  work  of  the  past  year  has  been  the  successful  substitution 
«f  nrinting  ftom  types  for  hand-lettering  on  our  detail  sheets.  The  cost  is  yery  much 
lednce^  and  the  appearance  of  the  charts  improyed.  In  this  connection  the  seryices 
of  Mr.  J.  A.  Ockerson  are  descrying  of  especial  mention. 

For  details  of  expenditures,  the  committee  is  respectfully  referred  to  the  itemized 
ftatemeut  of  expenditures  submitted  to  the  Commission. 
Teiy  reepectftilly,  your  obedient  seryant, 

SMITH  S.  LEACH, 
Fimi  Lienienant  of  Engineen,  Secreiary. 

To  General  C.  B.  Cohstock, 

Presidemi  Mi$9i89ippi  River  Commlfsioii,  and 

Chairman  dmmiUtee  an  Acrv^yt  and  JBxamincH<ms. 


AFFENDIX  B. 

rinal  bepobt  ufok  a  8xcokdart  triaivqulation  ov  thb  mississippi  ritbb  bb- 
twxen  caibo,  iix.,  akd  keokuk,  iowa.,^xbcutbd  ukdeb  thb  obders  op  thb 
mississippi  biybb  commission,  1880-^81. 

Opficb  Mississippi  Riveb  Commission, 

Saint  Louis,  Mo,,  Deeomber  1, 1883. 
Gsxekal:  I  haye  the  honor  to  submit  herewith  a  memorandum  compiled  from  the 
records  of  this  office,  relatiye  to  the  secondary  triangulation  from  Cairo  to  Keokuk, 
aecompanied  by  tho  results  in  tabular  form,  and  a  sketch  of  the  system,  the  whole 
intenocd  to  form  a  final  report  upon  this  portion  of  the  work. 
Very  respectfully,  your  obedient  seryant, 

SMITH  S.  LEACH, 
Ftnt  JAeutenant  of  Engineers,  Secretary, 
General  C.  B.  Comstock, 

Preeideni  Mieeieeippi  River  CoiamtMion  and 

Chairman  of  CcmmiUee  on  Swrveye  and  Examinatione, 

I.—Tbe  system  is  composed  of  146  principal  stations  and  4  auxiliary  stations,  to 
eoDoect  tho  triangulation  with  the  Chester  and  Cape  Lacroix  bases.  Most  of  the 
BtatioDs  are  situated  on  the  bluffs  on  either  side  of  the  yalley.  They  are  connected 
by  97  single  triangles,  20  quadrilaterals,  3  pentagons,  and  1  hexagon. 

n.— The  work  depends  on  the  following  known  lines: 

1.  A  secondary  base  at  Cairo,  meaenred  by  a  party  of  the  United  States  Lake  Sur- 
vey. The  lengw  and  azimuth  of  this  bose  and  the  geodetic  co-ordinates  of  ite  ex- 
tremities were  fbmished  by  the  office  of  that  suryey.  Its  length  is  1,646.78  meters. 
(For  description  of  this  base,  see  Beport  of  Chief  of  Engineers  for  1877,  Part  II, 
fagell96.) 

S.  A  secondary  base  at  Chester.  The  length  and  azimuth  of  this  base  were  deter- 
mined by  Assistant  O.  Y.  Wisner  in  1880.    Its  length  is  3,255.07  meters. 

3.  The  line  Dryer-Insane  Asylum,  at  Saint  Louis.  This  line  was  furnished  by  the 
oAee  of  the  Coast  and  Qeodetio  Suryey.  It  depends  for  length  and  azimuth  upon  the 
Amerieaa  Bottom  base,  opposite  Saint  Louis,  and  for  geodetic  co-ordinates  of  its  ex- 
tremities, on  the  Saint  Louis  astronomical  post.  It  is  in  the  fifth  triangle  from  the 
bise.    Its  length  ia  13,331.3  meters. 

4.  A  seeopoary  base  near  Grafton,  measured  by  Assistant  Wisner  in  1881.     The 
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azimuth  of  a  line  near  this  base  was  determined,  but  not  with  suffioient  accuiw^  to 
be  used,  except  as  a  check.    The  length  of  the  base  is  2,031.61  meters. 

5.  A  secondary  base  at  TiOnisiana.  The  length  and  azimuth  of  this  base  weie  de- 
termined by  Assistant  Wlsner  in  1881.  The  base  was  connected  with  the  Louidana 
astronomical  post.  For  description  of  this  post,  sqo  Report  of  Chief  of  Engineers  for 
1879,  page  1918.    The  base  is  2,705.10  meters  in  length. 

6.  A  secondary  base  at  Keokuk,  measured  by  Assistant  Wlsner  in  1881.  The  asl- 
mnth  of  base  was  determined  by  Assistant  John  Eisenmann  in  same  year.  Its  length 
is  1,297.38  meters. 

A  base  was  also  measured,  with  steel  tape,  at  Cape  Laoroix,  but  was  used  only  as 
a  check. 

III. — ^The  following  instruments  were  used : 

Repsold  universal  instrument  No.  1.  Diameter  of  horizontal  limb  10  inches.*  Limb 
graduated  to  4  minutes,  reads  by  two  microscopes  to  2  seconds.  Angles  measured  in 
order  around  the  station,  positive  and  negative,  direct  and  reversed.  Eight  sets  were 
taken  uniformly  distributed  over  the  linib,  giving  16  pointings  at  each  station. 

Trougbton  &,  Simms  No.  1.  Diameter  of  horizontal  limb,  10  inches.  Limb  grad- 
uated to  5  minutes,  reading  by  two  microscopes  to  one  second.  Programme  same  as 
for  Repsold. 

Trouffhton  &.  Simms  No.  2  (of  the  Mississippi  River  Commission).  Same  as  Trough- 
ton  d&  Simms  No.  1.    Programme  same  as  for  Repsold. 

Trougbton  &  Simms  No.  *2  (of  the  Lake  Survey^.  Diameter  of  horizontal  limb,  12 
inches.  Limb  graduated  to  5  minutes  reading,  by  two  microscopes  to  one  second. 
Programme  same  as  for  Repsold. 

None  of  the  instruments  closed  the  horizon.  The  limit  of  closure  of  triangles  was  6 
seconds.  The  instruments  were  mounted  on  tripods  of  rough  timber,  which  were  left 
standing.  The  observer  stood  on  a  platform  disconnected  from  the  instrument  sup- 
port. 

The  stations  were  marked  by  stones  3  feot  in  length,  dressed  to  6  by  6  inches  at  one 
end,  the  balance  rough.  A  small  hole  was  drillea  in  the  top.  They  were  planted 
vertically,  the  top  projecting  but  a  few  inches  above  ground. 

The  targets  used  in  the  triaujrulation  from  Cairo  to  Grafton  were  octagonal  poles 
covered  with  alternate  zones  of  black  and  white  cloth.  A  nail  in  the  bottom  was  set 
in  the  hole  in  the  top  of  the  marking  stone,  and  the  target  was  then  plumbed.  When 
the  station  was  occupied  the  target  was  removed  and  reset  before  leaving. 

For  the  greater  part  of  the  stretch  from  Grafton  to  Keokuk  the  target  used  con- 
sisted of  four  parallel  wires  fastened  at  bottom  to  a  circular  block  by  a  wire  ring,  and 
fastened  above  by  three  other  horizontal  wire  rings,  which,  with  the  block  at  bottom, 
divided  the  target  into  three  sections.  Strips  of  white  cloth  were  fastened  to  oppo- 
site wires  of  the  first  and  third  sections,  one  strip  to  each  section,  and  at  right  angles 
to  each  other.  A  strip  of  black  cloth  was  fastened  at  an  angle  with  the  white  stnps 
to  two  auxiliary  wires  attached  to  the  second  and  third  rings. 

This  target  gave  no  phase,  and  presented  an  illuminated  surface  whether  the  sun 
was  before  or  behind  it.  To  support  the  target  a  cross-piece  was  fastened  to  the  top 
of  the  platform  which  supported  the  observer,  and  above  the  observer's  head.  A  hole 
in  the  cross-piece  was  centered  over  the  hole  in  the  marking  stone.  A  nail  projecting 
from  the  block  at  bottom  of  target  was  placed  in  this  hole,  and  the  target  was  then 
plumbed  and  ^uyed  to  the  corners  of  the  platform.  The  target  was  not  disturbed 
when  the  station  was  occupied. 

IV. — For  the  preliminary  reduction  single  triangles  were  adjusted  to  closure  (qaad- 
rilaterals  and  pentagons  were  adjusted  to  satisfy  local  conditions),  side  and  azimuth 
equations  being  neglected.  The  lengths  and  azimuths  of  sides  were  then  computed 
for  the  stretches  given  below.    The  discrepancies  were: 


To- 

Nmnber 

of 
triangles. 

^length. 

luanmnth. 

(^ajro          

Chester 

80 
23 
85 
22 
25 

1:     6,000 
1:100,000 
1:   80.000 
1:    13,000 
1:    25,000 

+21.8 
+  9.S 

Ctieater      

Saiot  Louis 

Qaint  LiOnlfl 

Grafton 

OrftftoD      .              «......•.•.. 

Loaisiana. 

t-ias 

Koolnik 

+  4.8 

^   »-> 

*  Erroneously  stated  as  12  inches  in  preTlons  reports, 
t  Saint  LonlB  to  Louisiana. 
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The  final  rednctlon  wae  made  separately^  for  each  of  the  five  stretches  into  which 
the  work  was  divided  by  the  six  known  lines  before  enumerated.  It  consisted  of  a 
least  square  adjustment,  in  which  the  observed  lengths  and  azimuths  of  bases  were 
assumed  as  correct,  and  all  angles  were  given  equal  weight. 

The  conditiona  to  be  satisfied  by  the  finally  adjusted  angles  were  that  all  triangles 
should  close,  and  that  the  computed  lengths  and  azimuths  of  bases  should  agree  with 
their  measured  lengths  and  asimuths.  Tne  geodetic  co-ordinates  were  then  computed, 
all  latitudes  and  longitudes  being  referred  to  the  Cairo  astronomical  post. 

The  final  discrepancies  between  the  observed  values  of  latitudes,  louffitudes,  and 
aiimuths  and  the  corresponding  values  as  computed  from  Cairo,  are  as  follows : 


Ladtade. 

LoDgttade. 

AElmnth. 

Cbefter ^. 

Obi.—eomp. 

ft 

•+ai3 

+4.77 
+1.56 

Obt.-comp. 

It 

—0.18 

f^*ntT.«nifl .....                             

-2.90 
-LOO 

+ai7 

T^nnirfmna 

+0.04 

KMdknk 

—a  03 

*LAtitiide  at  Chester  only  approximAte. 

A  q)ecial  report  on  the  least  square  adjustment  of  the  stretch  from  Cairo  to  Grafton, 
prepared  by  Assistant  G.  T.  Wisner,  who  made  the  computation,  may  be  found  in  the 
Leport  of  the  Mississippi  River  Commission  for  1882,  page  62. 

2bMaled  rtmlu  of  secondary  triangulaiUmfrom  Cairo  to  Keokuk, 


Vo. 

Stations. 

Obaerred 
anglea. 

A^jOBt'd 
anglea. 

Distance. 

Axlmnth. 

Latitude. 

Longitude. 

Smith  Bftoe.... 

o    /      // 
106  19  51.68 
38  25ia24 
33  14  5a  76 
01.58 

7157  02.60 

68  18  08.10 
89  44  56.05 

05.75 

26  03  27.60 

69  01  27.70 
84  65  oa  64 

03.94 

89  07  4a  24 

52  40  oa  50 

87  8159.04 

5a  78 

37  20  03.76 
63  16  12.28 

79  24  49.15 

0&19 

84  45  43.33 
61  16  5<;.57 

88  57  2a  12 

69.02 

83  24  07.12 

86  09  12.54 

60  26  40.00 

6a  66 

85  17  4a  47 
116  21  33. 05 

28  20  44.54 
5a  06 

57  55  51.00 
68  25  11.05 

53  38  62.82 

54.06 

58  17  21.17 
91  36  la  07 

80  06  33.02 

04.26 

ft 
50.75 
ia71 
4a  55 
00.01 

0L88 
04.66 
54.04 
00.03 

24  93 
25.54 
09.55 
00.02 

4a  62 

oa45 

60.94 

oaoi 

01.30 
11.24 
47.47 

oaoi 

43.71 
56.08 
21.22 
00.01 

06.87 
ia43 
40.21 

oaoi 
4a  71 

33.02 
4a  27 
00.00 

52.17 
13.33 
51.51 

oaoi 

20.01 

oaio 

31.82 
00.02 

Mftert. 
1,646.78 
2. 851. 28 
l,8Ga65 

2,861.28 
4.239.74 
4,143.21 

4,239.74 
1,869.71 
3.974.38 

1,869.71 
3.080.67 
2, 44a  59 

2, 44a  59 
1,511.30 
2,225.37 

1,51L80 
2,684.42 
2,872.91 

2,694.42 
1,705.18 
3,000.60 

1,705.18 
2,075.03 
8, 217. 98 

2.075.03 
2,183.28 
2,395.83 

2,183.28 
3,702.50 
4, 35a  55 

o     #      // 
172  32  07. 10 

30  57  21.  60 
244  11  35.51 

30  67  21.69 
142  38  41. 30 
282  52  44.56 

142  38  41.30 
253  36  13. 06 
348  41  47. 25 

253  36  13.06 
126  17  06.25 
343  38  oaoi 

168  38  2^44 
46  53  17.85 
306  17  88.40 

46  53  17.85 
165  85  55.85 

311  38  la  28 

165  85  55.85 
71  44  52.92 

312  10  5a  GO 

7144  52.92 
135  22  4a  37 
287  01  la  52 

135  22  4a  37 

23  47  iai2 

257  25  51. 13 

23  47  la  12 
112  10  4a  43 
262  02  52.91 

o       /        '/ 

37  01  2a  97 
37  02  21. 94 
37  01  02. 61 

o     /      // 
89  11  23  19 

'KorthBaoe 

89  11  81.84 

Bowlea 

89  12  3L 18 

Worth  Baae 

Bovles 

Taylor 

87  02  5L  96 

89  14  la  28 

Bowlee 

Taylor 

Simbos 

87  03  09.04 

89  13  08.69 

Tsrlor 

Smbus :...:::.::::: 

WflkfiY       .......... 

37  04  oa  17 

89  14  4a  21 

Taylor 

IMckoT 

BimM 

87  03  34.67 

89  16  27  87 

Dickey 

Eowae 

ITamv     

87  04  69.82 

89  15  Sa  00 

SOWBO 

HuiTay 

HiMOUri  Sitter 

ICvmy 

37  04  41. 99 

89  17  00.56 

MiMOoriEBster 

8pie«»'aMill 

HinooTi  Slater...:.  . 

Spleoe'aMiU 

Scodder  

37  05  29.90 

89  17  59.58 

37  04  25.09 

89  18  3a  28 

Spieie'aMm 

Soidder 

12 

87  06  la  41 

89  20  5406 
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Tabulated  results  of  secondary  iriangulation  from  Cairo  to  Keokuk — Continaed. 


Na 

,  Stations. 

Observed 
angles. 

AcUust'd 
angles. 

Distance. 

Aximutk. 

Latitude. 

Longitude. 

10 

Spieae^sirin 

Atherton 

o    /    // 
84  85  25. 66 
115  14  83.82 
30  00  60. 13 

68.71 

42  27  04.71 

80  62  28.36 

97  40  24  41 

57.47 

84  87  52.40 

42  50  85.04 
62  11  31.22 

6a  66 

86  08  01. 16 

86  28  50. 35 

67  28  07.66 

60.17 

55  64  43.28 

82  06  10.50 
41  60  05. 80 

50.08 

67  08  44. 06 

67  08  10.64 
45  42  51.78 

66.38 

43  31  21.05 
70  07  82. 83 
66  21  06. 20 

00.08 

57  36  48.20 

56  4133.73 

65  41  30.04 

60.07 

68  12  37.58 

83  40  1&  54 
38  07  01.33 

57.40 

33  42  06.83 
70  55  14.77 

75  22  30. 61 

01.21 

60  00  28.60 

72  33  1&  98 
48  17  10.61 

68.23 

6180  41.12 

73  28  01.25 

45  01  14.45 

66.82 

28  00  43.40 

76  06  60. 28 
76  43  18.12 

01.80 

68  6120.88 
64  16  64.88 

66  51  86.26 

00.C 

86  23  30.3^ 
07  25  38. 45 

46  11  30.71 

67.48 

68  40  03.66 

62  40  45. 80 

68  30  07. 10 

66.66 

// 
25i71 
88.71 
60.63 
00.06 

04.04 
80.01 
25.08 
00.03 

63.62 
34.73 
31.77 
00.02 

01.24 
60  12 
0&65 
00.01 

42.01 
11.36 
05.75 
00.01 

46.20 
20.15 
53.67 
00.02 

20.88 
33.62 
06.17 
00.0? 

4&26 
82.16 
89.50 

oaoi 

87.72 
10.01 
02.88 
00.02 

06.24 
18.05 
80.82 
60.01 

28.06 
20.10 
11.25 
00.01 

4117 
01.63 
16.21 
00.01 

42.86 
50.65 
17.40 
00.00 

29.71 
64.20 
36.09 
00.00 

1^80.80 

•^  80.97 

40.74 

00.01 

03.26 
47.41 
U0.33 
00.00 

Meten. 
4,850.55 
4,014.90 
7,830.76 

4.914.90 
8.847.86 
3,170.49 

8,847.86 
4,220.48 
2,880.98 

2,880.96 
2,010.06 
8,410.67 

2»010.06 
2,488.67 
2,977.70 

2.488.67 
8,204.80 
3,204.63 

8,204.80 
2.409.26 
3.290.22 

2,400.26 
2.282.88 
2,200.38 

2.232.38 
8.074.00 
8,604.48 

8,074.00 
1,762.76 
8,002.87 

1,762.76 
2.027.48 
2,252.82 

2,027.48 
2.519.18 
2,747.74 

2.747.74 
1,832.46 
2,728.60 

1,832.46 
1,240.22 
1,176.47 

2.510.18 
2.070.81 
8,46L85 

2.070.31 
2,070.64 
2.153.77 

o    /    // 
82  04  88.18 
146  48  19. 20 
296  37  1182 

146  48  19.  BO 

689  43.46 

284  19  60.04 

6  89  4146 
148  48  59. 28 
27186  26.57 

91  87  36.98 

185  07  86.46 
807  89  8119 

186  07  36.45 
87  13  51 10 

809  1157.11 

87  18  6119 
200  04  31. 20 
884  22  04.47 

200  04  31.20 

90  12  31.65 

836  32  88.88 

00  12  81.65 
213  30  00.50 
327  48  51.00 

218  80  00. 60 
117  10  60.60 
836  16  45.05 

117  10  50.60 
226  14  20. 61 
830  82  2L  01 

226  14  2161 

118  48  20.93 
847  04  48.60 

118  48  20.98 

225  19  86.71 

00  19  0147 

180  10  0110 
75  26  0112 
832  08  48.96 

75  26  01 12 
29108  87.27 
814  17  1180 

225  19  8171 

142  46  69.65 

8  57  09.63 

142  45  80.65 
260  04  4L  47 
2126  2124 

O     1      ft 

o        t 

1?, 

18 

87  07  2182 

89  22  41  OS 

Mi 

Promised  Land 

Atherton 

18 

14 
13 

Gooee  Island... 

Atherton 

87  06  8196 

80  22  6178 

u 

Goose  IsUnd 

Powers  Island 

Atherton 

15 
18 

87  07  2146 

88  24  8171 

15 

Powers  Island 

Bnmham 

16 

87  08  81.48 

89  24  3143 

16 

Powers  Island 

16 

17 

Commeroo 

87  08  27.62 

89  26  1119 

16 

BnrnhaiD  . 

17 

Commerce 

18 

Santa  F6 

87  10  01 16 

88  25  2160 

17 

18 

Santa  F4 

10 

Hofiier 

87  10  0144 

89  27  0126 

18 

Santa  F6 

10 

Hofner 

20 

Tiasnar 

87  11  0188 

89  26  1180 

10 

Hofher 

70 

T«aeear   ....... 

21 

Uncle  Joe 

37  1161.86 

89  28  07.11 

DO 

Lanaar 

21 

Uncle  Joe 

22 

t1 

Thebes 

Uncle  Joe 

87  12  80.91 

89  27  1165 

22 

Thebes 

23 

Grand  Chain 

Thebes 

87  18  0160 

...  .. 
88  28  27.61 

7» 

Grand  Chain 

Day 

24 

87  14  00.04 

80  27  KOI 

Vi 

Thebes 

24 

Day 

24' 

South  Base 

87  18  4117 

88  28  07.25 

?4 

Day 

24' 

South  Base 

'"""""** 

24^' 

North  Base 

87  14  2169 

88  27  4110 

7H 

Grand  Chain 

Day 

?4 

25 
?4 

CapeLacroix 

Day 

q7  14  61 61 

"io'ii'oiw 

?*> 

CapeLacroix 

Sexton's 

?6 

87  16  0107 

80  96  4100 
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Na 

Stations. 

Obaenred 
angles. 

AcUast'd 
angles. 

Distance. 

Aiimntb. 

Latitade. 

Longitude. 

?5 

CapeTARToix 

SextoD's 

o    #       n 
88  07  la  71 

86  04  la  03 
10  48  24.28 

oao2 

46  56  1^61 

65  08  54. 01 

67  54  5a  88 

oaoo 

46  4144.83 
05  52  55.53 

87  25  23.20 

02.06 

45  86  2a  92 
85  49ia72 

48  34  la  11 

6a  75 

88  58  5a  82 

89  10  2L  60 
51  50  39.49 

5a60 

42  46  8a  80 

82  28  6a  37 
54  46  22.85 

67.11 

49  40  n.  50 
102  12  07.34 

28  07  41.20 

00.04 

40  50  5L  61 

66  87  47.40 

74  81  2a  60 

04.70 

107  18  OL  20 
38  22  oaoo 

84  19  6a  18 

6a  07 

85  00  87.54 

65  21  la  42 

79  29  oa  67 

5a  63 

75  43  59.24 
64  17  47.80 
49  58  11.70 

68.74 

83  11  iao3 

66  40  80.68 

80  69  00.62 

58.38 

29  46  57.20 
00  23  07.65 
80  48  57.19 

02.04 

72  28  4a  17 

68  89  6a  40 
88  51  IL  68 

6a  26 

87  54  62L30 

49  42  14.18 
92  22  45.92 

52.85 

86  82  la  16 

50  19  06.08 
98  08  80.10 

5a  43 

/      // 

ia7i 

14.68 
2a  66 
00.05 

ia74 
5a  06 
5a  53 
00.22 

4a  94 
66.47 
2L82 
00.23 

2a  69 
17.85 
ia72 
00.26 

56.36 
22.88 
4L45 
00.20 

8a66 
60.05 
2a  42 
00.13 

11.81 

oaoi 

4a  25 

oai7 

50.11 
4&46 
24.62 
00.10 

0L48 
07.74 
60.97 
00  10 

88.60 
ia20 
05.47 
00.27 

5a  00 
4a  24 

ia85 

00.18 

17.47 
4a  26 

oa62 

00.85 
57.79 

oa55 

66.01 
00.85 

47.02 
60.42 
n.92 

oa26 

62.99 
ia68 
4a  68 
00.20 

14.62 

oa64 

3a  82 
00.08 

Ifrten. 
2, 07a  64 

10,  eea  46 
ii,oiao8 

10,963.46 
a044.05 
10,73&88 

8,644.05 
10,85L84 
14. 14a  53 

10,35L84 
0. 865. 18 
13. 76a  21 

a  865. 18 
7,802.25 
12,544,P8 

7,892.25 
6,661.56 
9, 577. 75 

6,561.56 
10,60a07 
13, 60a  45 

10,60a07 
a  414. 61 
9. 08a  99 

8,414.61 
14, 24a  80 
9,261  85 

14,245.30 
8, 84a  58 
13, 16a  78 

8, 84a  58 
10,560.46 
8,848  50 

8, 84a  50 

i7,oeao9 

15,681.23 

17, 06a  99 
8,587.07 
16,180.86 

8,587.07 
ia053.34 
12,750.89 

ia053.84 
a  02a  04 
0,062.43 

8. 02a  04 
4, 78a  68 
6,187.72 

0   /      // 
260  04  41.47 
166  00  46.26 
356  57  0a  86 

166  00  4a  26 

280  59  4a  75 

33  08  21.30 

280  50  4a  75 
196  53  13.28 
54  22  4a  55 

196  56  1a  28 
102  46  45.58 
331  17  oa  42 

102  46  4a  58 

103  82  2a  81 
321  42  2a  64 

193  32  2a  31 

96  00  11. 14 

830  43  52.75 

96  00  11.14 
173  45  22.72 
825  87  n.79 

173  45  22.72 
298  07  oa  68 
43  88  4a  47 

298  07  0a  68 
156  82  20.83 

10  49  5a  45 

156  32  2a  83 
271  08  4a  28 

11 43  oaoo 

27108  43.28 
145  29  6a  70 
15  25  4a09 

195  24  4419 

81  15  2a  25 

202  07  23. 06 

81  15  23.25 
10145  14.79 
290  56  oaoo 

19145  14.79 
80  25  69.04 

299  11  4a  88 

80  25  5a  04 
210  88  17.88 
298  17  11.91 

210  38  17.88 

840  20  54. 90 

67  12  55.46 

0    /      // 

0    /      // 

M 

27 

n 

Flonl 

Rext5ni'0 . . 

37  20  50.88 

89  28  2a  68 

27 

Ronl 

ffi 

Clear  Creek 

37  18  5a  75 

89  S2  44. 84 

27 

Fiona 

3R 

Clear  Creek 

» 

Bluff  Lake 

37  25  17.94 

89  20  42.20 

n 

Clear  Creek  

» 

Blfiff  Lake 

80 
29 

Moeeasiii  fringe . .. 

Muff  Lake 

M2««.  Springs... 

37  26  2a  54 

89  27  ia67 

3D 

31 

37  80  87.42 

89  25  5a  83 

80 

HoccMin  Springs . . . 
Bfch. 

31 

88 

81 

Indian  Creek 

Bicb 

87  30  50.60 

89  80  24.06 

>2 

Indian  Cieek 

Sliea    

23 

37  86  4L  72 

89  81  IL  11 

12 

IndlsB  Creek 

Silica 

83 

84 

BigHaddy 

87  34  82.97 

89  26  0a67 

n 

SOiea 

84 

BigHnddj 

35 

34 

T^nintaln  Blnff 

BlgHnddr 

87  41  8a  77 

88  80  00.10 

85 

Fountain  Bliiff 

SvallowBock 

Fountain  Blnff 

Swallow  Itock 

Worthen 

38 
35 

87  41  3L  23 

89  24  la  07 

36 

17 

37  46  ia45 

89  28  24.07 

85 

Foimtain  Blnff 

Worthen 

87 

38 

Backbone 

87  44  4a  74 

89  89  6a  09 

87 

Wortben 

38 

Backbone 

89 

O'Harrah 

87  49  21.42 

89  88  41.57 

38 

Backbone 

18 

n'Rarr^h 

40 

Kfflm!:.;;:;:;;:::: 

87  48  la  78 

89  47  27. 7S 

18 

fk'Wprrah 

40 

ifm^on     .       ... 

41 

Vu^nktif^i 

37  5164.74 

89  44  40. 8i 

40 

xmum 

41 

Hanskear 

41' 

Lower  Base 

87  49  2a  52 

89  43  34. 68 
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No. 


Observed 


AcUnsVd 


Difltasoe. 


A  Kiwiiitih  - 


Lfttitiide. 


Longitude. 


40 
41' 
41" 


.40 
41 
42 


40 
42 
43 


42 
48 
44 


48 
44 

46 


44 

45 
46 


44 

46 
47 


46 

47 
48 


47 
48 
49 


47 
49 
60 


49 
50 
51 


50 
51 


61 
62 
63 


62 
68 
64 


68 
54 
56 


64 
66 
66 


KilUon 

Lower  Base 
Upper  Baee 

Kinion 

Ifanskeer .. 
Cbeeter .... 

EUUon 

Chester.... 
Bocier 

Chester.... 

Hosier 

Yaase 

Hosier 

Vanse 

Kaskai 

Yanse 

KAskaskia  ... 
Beagan 

Yanse 

Reagan 

Correll 

Beagan 

Correll 

Brewerville  .. 

Correll 

Brewerville . . 
Magnolia 

Correll 

Magnolia 

Coonty  Line  . 

Magnolia 

County  Line . 
Brickey 

County  Line  . 

Briokey 

]^dd... 

Briokey 

Kidd... 

CsBsar's 

Kidd 

CflBsar's 

Weisenbom.. 

Cesar's 

Weisenbom.. 
Heroolanenm 

Welsenbom. . 
Horonlanenm 
SaltBloir..... 


8127  48.01 

66  42  86.84 

82  48  87.48 

66.88 

40  08  8a  09 

94  20  80.40 

46  8103.67 

04.10 

48  4163.60 
74  08  16.48 

67  00  47.76 

57.«8 

29  49  27.47 
114  20  la  69 

35  50  10.80 

6&96 

68  16  22.28 
78  08  61.68 

48  40  47.14 

01.06 

50  42  8a  88 

83  48  83.79 

45  28  5L  24 

5&91 

89  27  22.78 
78  38  02.88 

66  64  38.04 

03.10 

44  46  8a  92 

64  11  Oa  79 
81  02  13.72 

57.48 

73  19  0a22 

67  17  88.95 

49  23  12.47 

57.64 

36  25  la  94 
112  52  41.02 

31  42  03. 60 
5a  65 

67  09  oa  98 
66  24  oa  98 
56  26  4^82 

•L28 

68  41  09.09 
72  16  la  48 

49  02  8a  60 

•1.26 

48  00  37.90 

8149  55.06 

55  09  25.93 

6a  86 

65  19  6a  21 
62  69  02.26 
614102.16 

0a62 

46  82  6a  42 
83  16  02.46 

50  10  60.87 

65.75 

61  59  4194 
65  46  00.66 

62  14  17.00 

00.60 


44.26 
8a41 
8a  38 
00.05 

2a  32 
2a  63 
03.80 
00.15 

66.01 
ia82 
4a  94 

oa37 

2a  75 

ia87 
iao8 
oa20 

22.14 
5L00 
47.05 
00.19 

31.92 
85.48 
5a  88 
00.23 

21.69 
01.78 
3a  90 
00.27 

saoi 

07.29 
14.81 

oau 
oa65 

8a  97 

ia49 

00.11 

14.64 
41.10 
04.38 
00.12 

0a40 

oaoi 

41.73 
00.14 

oa79 

12.84 
8a  06 

oaio 

87.66 
6a  27 
2a  87 

oai9 

6a  27 
00.69 
01.20 
00.16 

64.70 
04.86 
61.14 
00.20 

4a  04 
00.03 
17.09 
00.16 


l£€teT9» 

6.187.72 
8.265.07 
6^684.44 


8.024.04 
7,25a  98 
11,219.89 


11,219  89 
10.08L77 
18, 84a  01 


10.08L77 
8,52L73 
16^61L66 


a  621. 73 
9.09133 
11,10L40 


9,09183 
9,869.12 
12,677.47 


12,677.47 
8.757.93 
13,22107 


8,757.93 
6.244.91 
7,189.71 


6,244.91 
7.880.26 
6,92123 


6,92123 
7,634.70 
12, 13a  64 


7,634.70 
8,44163 
7,630.96 


8,44168 
9.550.64 
10,64112 


9, 65a  64 
7,937.86 
ll,6ia81 


7,987.86 
9, 19a  88 
9,01107 


0,193.88 
8,68144 

11. 887. 10 


8,689.44 
8,669.98 
8,lia54 


247  10  8149 
132  65  3L  86 
86  44  IL  45 


210  88  17.88 
125  00  29.07 
860  29  0108 


170  29  4166 
64  87  1185 
80148  20.60 


64  87  1186 
180  13  1129 
274  20  1168 


130  13  1129 

232  06  37.69 

8  28  51.87 


232  06  87.69 

135  68  1185 

124  1160 


18124  0178 
75  02  1188 
32158  1167 


76  02  1188 
200  47  84.48 
299  46  1170 


200  47  84.48 

78  06  1147 

307  26  0a  04 


127  28  27.88 
194  83  27.94 
348  52  1114 


194  83  27.94 

70  58  2168 

807  214118 


70  68  2168 
178  88  51.10 
309  86  0a  82 


178  88  5L 10 

80  28  4L  66 

815  84  4181 


80  28  4L  65 
197  26  2125 
825  46  3L 12 


197  26  2125 
100  43  3168 
330  6100.44 


100  43  8a  68 
224  68  69.27 
842  42  1124 


87  50  40.41 


89  45  1108 


87  54  0165 


88  48  4166 


87  516108 


89  64  64.86 


87  64  4148 


89  59  2171 


87  57  4a48 


80  64  2a  77 


88  0189.48 


89  69  oa  01 


38  00  2a  00 


90  04  51.83 


38  03  3135 


90  03  2180 


38  02  4164 


90  08*4116 


88  06  4121 


90  07  2L  86 


88  05  1182 


9012  4187 


88  10  2149 


90  12  6118 


88  09  89.78 


90181170 


..^. 


8114  24.24 


90  16  2140 


88  15  la  65 


90  22  17.64 


8818  8166 


90  18  0168 
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APPENDIX  T  T — ^REPORT  OF  MISSISSIPPI  RIVER  COMMISSION.      2449 
TdMated  rtmUa  of  tecondary  iriangulaiion  firom  Cairo  to  Keokuh^Continxied. 


Obfterred 
angles. 


A^tist*d 
angles. 


Distance. 


Azimath. 


Latitude. 


Longitude. 


Hercnlaaeum 

8alt  Bluff. 

Snipbnr  Spiings . . 

SaltBlnff 

Spring. . . 

B 

SaltBhiff. 

Herameo 

Boean 

Hersmec 

Bocan 

Gnmmetsbinier ... 

Boean 

Gnrnmenhiiner . . . 
TwinHoUow 

Gommerahimer . . . 

TwinHoUow 

Dryer 

Gnnmenhimer . . . 

Dryer 

Forder 

Dryer 

Forder 

Inaane  Asylnm 

Diyer ............ . 

InMtte  Asylnm .... 

Clark's  Moond.... 

Insane  Asylnm. . . . 
Clark's  Honnd.... 
Stand  Pipe 

Clark's  Moond.... 

Stand  Pipe 

Sugar  Loaf 

Stand  Pipe 

Sugar  Loaf 

Bobiason 

Stand  Pipe 

Robinson. 

Soechtig 

SoUnson. ......... 

Soechtij!   

PetUngiU 

BoUnson 

Petdncm 

Tenapin 

Pettinfdn 

Terrapin 

MMne. 

5908  £N- 


47  20  16.23 
62  24  32. 64 

70  15  09. 01 

58.78 

61  00  22.41 
81  19  4a  20 

37  30  43.94 

55.55 

30  86  46.72 

43  S3  15.78 

06  49  6U.  52 

03.02 

50  53  43.03 

78  36  30.82 

50  30  4&  56 

00.31 

41  07  5L  06 
90  22  19  62 

48  29  47. 63 

5&81 

88  55  59L62 

67  48  55. 88 
88  15  02. 50 

58.00 

40  12  45.46 

79  24  46.99 
6122  26w24 

58.60 

6105  01.70 

90  46  60.43 

88  07  Sa  81 

00.94 

84  03  52. 91 

49  47  08.37 
46  08  56.66 

57.94 

58  44  17. 72 
81  29  45. 00 

80  45  57.62 

00.34 

71  47  17. 96 

51  12  27.59 
57  00  12. 78 

5&33 

68  30  00. 14 
83  08  35.94 
78  21  16.07 

0L15 

35  09  57.67 

48  26  12.54 

96  21  50. 56 

00.77 

73  34  35. 54 

38  11  55. 30 
68  13  24. 08 

55.82 

33  07  61.71 

107  58  35.98 

88  63  31.69 

50.38 

40  06  3L  22 

88  23  24.  ai 

61  29  59. 86 

55.39 

-164 


1&48 
33.50 
10.15 
00.13 

24.59 
51.50 
44.07 
00.16 

4&92 
14.73 
59.49 

oai4 

43.67 
31.15 
45.30 
00.12 

51.46 
20.62 
48.03 
00.11 

60.73 
56.39 
03.01 
00.13 

45.76 
47.88 
26,58 
00.17 

0L86 
58.99 
58.37 
00.22 

53.73 
09.19 
57.55 
00.47 

17.70 
45.03 
57.65 
00.38 

1&51 
2a  44 
13.60 
00.55 

0&15 
86.81 
15.46 
00.42 

57.38 
12. 36 
50.37 
00.11 

86.07 
55.63 
26.45 
00.05 

51.80 
3&21 
32.02 
00.03 

82.68 
25.86 
61.48 
00.02 


Metert. 
8,669.98 
6,773.94 
8, 104. 13 


6, 773. 94 
9,697.15 
10,950.89 


10. 959. 89 
7,037.96 
7,605.82 


7,037.96 
7,074.89 
8,939.68 


7. 074. 89 
6, 213. 95 
9,446.62 


6, 213. 95 
9.980.80 
8^494.69 


8,494.69 
8,232.67 
10.688.27 


8.232.67 
10, 373. 58 
13,33L28 


13,331.28 
18,387.10 
14,116.73 


18, 887. 10 
15,717.51 
9,606.16 


15,717.51 
17,801.48 
14, 006. 56 


17,  SOL  48 
16,911.19 
9, 9J7. 31 


9, 937. 31 
5, 758. 84 
7,485.29 


5,758.84 
5,948  35 
3.834.90 


8,834.90 
8. 338. 31 
5^809.73 


8. 33a  31 
2, 74a  00 
4,203.92 


224  53  59  27 
107  21  Oa  83 
357  33  33. 93 


107  21  Oa  83 
205  58  32. 28 
348  20  sa  86 


168  21  8a42 

304  47  22. 13 

27  59  50.50 


304  47  22. 13 
203  26  21. 14 
73  58  la  51 


203  26  21. 14 
113  49  53. 82 
342  17  la  12 


113  49  53. 82 
235  58  31. 70 
17  47  OL  09 


197  45  54. 55 

97  11  4a  97 
328  80  4a  61 


97  11  4a  97 
186  21  19.09 
328  13  50.30 


148  16  50.83 

278  26  4L 11 

52  25  32. 25 


278  26  41. 11 
130  04  14. 84 
39  45  OL  02 


130  04  14.84 

258  46  35. 83 

21  53  53.89 


258  46  35. 83 
112  02  44. 30 
10  17  13.  59 


190  16  27.68 
321  49  0L23 
45  28  43. 07 


321  49  01. 23 
180  02  30. 08 
68  15  5a  64 


248  14  24. 26 
176  14  32.85 
35  07  5a  19 


176  14  32.  85 
267  51  01. 31 
86  22  IL 14 


38  19  41. 09 


90  22  3L  84 


38  24  23.78 


90  19  3a  79 


88  22  13.48 


90  15  3a  60 


38  25  43. 98 


90  18  42. 67 


38  27  0a35 


90  17  37.08 


88  30  06.33 


90  11  55.71 


38  30  sa  64 


90  17  32.83 


88  36  la  99 


90  16  45. 37 


88  34  45. 75 


00  04  13.97 


38  40  la  59 


90  12  3L  51 


38  42  05. 2 


90  00  2a  01 


88  45  30.68 


90  11  la  10 


38  43  0185 


90  08  50.74 


88  46  la  76 


90  08  50. 56 


38  48  04. 79 


90  08  5a  63 


38  48  oa  12 


90  07  05. 8» 
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Tabulated  results  of  secondary  triang^ulationfrom  Cairo  to  JE^eofcttA^— Continued. 


Na 


StationB. 


Observed 

BDgleB. 


A^ust'd 
angles. 


Distance. 


Asimnth. 


Latitude. 


Longitade. 


Terrapin 

Mooro , 

Miusouri  River. 


Moore , 

Missonri  River.. 
GiUan 


Mi  ssonri  River.. 

Gillan 

Sliirley .♦.. 


74  ,  Gillan.. 

75  I  Shirley. 

76  .  Gesler.. 


76     Shirley.... 

76  '  Gesler 

77  Ringering . 


Shirley.... 
Ringering . 
Ij^'eeman  . . 


77  Ringering . 

78  Freeman . . 

79  Russell.... 


Freeman 

RnssoU 

Glass  Worlcs . 


Russell 

Glassworks. 
Watkins 


Glass  Works. 

Watkins 

Strong 


Glass  Works . 

Strong 

Alton 


Strong  ... 
Alton  .... 
Saw  Mill. 


Strong 

Saw  Mill.. 
Nicholson. 


Saw  Mill.... 
Nicholson... 
Hop  Hollow. 


Nicholson . . . 
Hop  Hollow. 
Weper 


HopHoUow. 

Weper 

Hull , 


80  24  68.64 

45  18  14. 17 
104  16  47. 54 

00.35 

63  29  37. 60 

86  14  42. 46 

30  15  42. 05 

02.11 

87  32  38. 94 
104  29  09.  23 

37  58  11. 71 
59.88 

82  00  57. 88 

65  84  18. 65 
82  24  41.  55 

58.08 

111  01  06.72 
36  48  03. 92 

32  10  47. 67 

5a  31 

87  04  16. 14 

111  41  31.95 

31  14  09. 32 

57.41 

58  13  15. 31 

72  01  60. 25 

49  44  45. 76 

01.32 

48  05  30. 53 

97  14  5a  68 

84  39  34. 78 

0a99 

87  16  4a  81 

82  10  49. 50 

60  82  27. 70 

OLOl 

72  16  44. 93 

61  22  25. 59 

46  21  4a  51 

59.03 

80  10  84. 97 

66  47  50. 15 

83  01  31. 69 

56.81 

84  06  4a  40 

112  32  09. 62 

33  21  04. 85 

00.87 

29  31  la  35 

111  25  50. 62 

89  02  5-2. 32 

59.29 

86  89  .la  09 

100  17  57. 97 

43  02  4a  33 

00.89 

63  11  33. 17 

80  17  47. 36 

36  30  38. 33 

5a86 

47  86  04. 34 
66  43  03. 61 
75  40  5a  03 

oa98 


6a  44 
14.11 
47.46 
00.01 

3a  82 
41.73 
41.46 
00.01 


09.27 
11.87 

oao2 

5a  43 
19.34 
42.24 
00.01 

07.26 
04.61 

4a  14 

00.01 

ia83 

32.49 
ia69 

oaoi 

14.81 
69.82 
4a  38 
00.01 

29.11 
67.34 
3a66 
00.01 

4a  89 
49.18 
27.44 
00.01 

4a  26 
2a  85 
4a  91 
00.01 

85.94 
61.25 
32.82 
00.01 

44.83 
09.18 
05.09 
00.00 

iao8 

62.13 

62.80 
00.01 

ia86 
67.84 
4a  30 
00.00 

83.85 
47.02 
89.14 
00.01 

01.60 

oao6 

6a  44 

oaoo 


Metert. 
2, 74a  09 
1.43a  66 
2,  Oia  76 


1,43a  66 
2, 549. 36 
2.842.70 

2, 549. 86 
2, 62a  02 
4,  OIL  91 

2, 52a  02 
1,350.49 
2.819.29 


1,350.49 
2,367.02 
1, 619. 01 


1, 619. 01 
1,765.77 
2,721.80 


1.76a  77 
1,96a  83 
2,20a86 


1,96a  83 
2, 573. 85 
8, 43a  84 


2, 57a  85 
1,790.45 
2, 92a  65 


1,790.45 
2. 36a  31 
2,171.51 


2, 17L  51 
1, 009. 69 
2, 010. 76 


1,099.69 
1,121.77 
1. 847. 60 


1, 847. 60 
1,44a  05 
2, 72a  91 


1, 44a  05 
1, 263. 83 
2, 082. 90 


1,26a  83 
1, 895. 88 
2, 09a  78 


1,895.88 
1,444.92 
1.63a  72 


267  61  01. 81 
133  10  2a  73 
67  26  4a  09 


133  10  2a  78 

226  55  17. 81 

16  40  24. 74 


226  65  17.81 

161  25  ia47 

0  22  55.92 


151  25  ia47 

266  50  24. 72 

8  26  17. 62 


265  50  24. 72 
122  89  04. 36 
834  49  00. 65 


154  49  17.46 
86  30  33. 14 
297  43  57. 97 


86  30  Sa  14 
194  27  47.46 
824  43  14.86 


194  27  47.46 
111  42  67.  58 
326  21  28. 88 


111  42  67.68 

13  52  44. 50 

264  25  00. 76 


13  52  44. 60 
132  80  0^.46 
266  07  83.82 


86  08  29. 75 
199  19  42.07 
296  18  ia73 


199  19  42. 07 
131  52  00. 73 
346  12  44. 95 


165  12  57. 24 
96  38  37. 08 
315  40  52.48 


06  88  87. 08 
176  20  01. 84 
313  17  13. 43 


176  20  01. 84 
76  37  4a  75 
293  07  37. 81 


76  37  4a  75 
199  63  65. 61 
304  13  12.99 


38  48  39.97 


90  07  49.21, 


88  49  36. 43 


00  06  82.02 


88  50  48. 33 


90  07  22.11 


38  50  61.61 


00  06  2a  25 


38  61  32.01 


90  07  4&  91 


88  61  2a  42 


90  09  02.01 


88  52  8L 18 


90  08  4L63 


88  53  02.06 


00  10  20.84 


88  62  Oa  69 


90  10  saes 


88  62  57.81 


90  11  6a  7S 


38  53  8a  06 


90  113&e2 


88  53  65.24 


00  12  ia28 


38  54  00.65 


90  13  00.85 


38  54  4L65 


90  18  ia21 


38  54  27. 33 


90  14  29.76 


38  55  IL  89 


90  14  09.85 
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APPENDIX   T  T — ^REPORT  OF  MISSISSIPPI  RIVER  COMMISSION,       2451 
Tabulated  resulU  of  aeoondary  triangulatian  from  Cairo  to  Keohuh-^onimned. 


Ka 


MS2 


nm 


$ti 


eiLC 


ISB 


i*i 


i'*3 


3SC 


Stations. 


Weper.. 

Hon .... 

BarwiM., 


Hun  .... 
Barwise. 
Beihl.... 


Banriee 

Reihl 

Eagle's  Nest . 


Reihl 

£asle*s  Nest . 
Echele 


Eaele's  Nest . 

Ecbele 

rortage 


Echele . . 
Portage. 
Starr 


Portage. 
Starr.... 
Ponrie  .. 


Starr... 
Poarie  . 
Elstth.. 


95  ■  Ponrie  .... 

96  Elsah 

97  East  Base. 


Elsah 

East  Base . 
Grafton... 


97  East  Base.. 

98  Grafton 

99  '  West  Base  . 


98  '  Grufton 

90  I  West  Base.. 
lOO  ;  Biyermoath. 


*S 


is 


i5» 


99    WestBsse 

100  Rivermoath 

101  Point  Landing  . 


100  <  RlTermoath. 


101 
102 


101 
102 
103 


102 
103 
104 


Point  Landing  . 
Thompson 


Point  Landing . 

Thompson 

Calhoun 


Thompson  . 
Calhonn.... 
Dro^e 


Observed 
angles. 


o    /      /' 

86  46  56. 95 

62  29  11. 24 
80  43  49. 01 

67.20 

85  00  16.85 

102  36  47. 39 
42  23  03. 00 

07.24 

41  11  86.23 
105  46  02. 28 

38  02  23. 04 
0L35 

87  50  22.88 

103  11  27.69 

88  49  08.25 

58.33 

50  51  30. 83 
73  U  21. 10 

55  57  13. 01 

04.94 

89  45  07. 65 
97  54  14. 82 

42  20  38. 94 

01.41 

85  44  45  08 

52  21  2a  20 

41  53  44.  83 

58.11 

48  06  02. 76 

58  48  22.80 

73  05  85. 04 

00.60 

80  14  53. 69 

66  17  00. 09 
33  28  02. 76 

S6u54 

27  29  05. 73 

111  21  34. 13 

41  09  18. 15 

58.01 

82  11  48.38 

30  32  3&«3 

67  15  33.  lU 

60.81 

93  13  05. 97 

41  18  38.26 

45  28  14.36 

58.68 

67  19  11. 20 

68  37  51. 04 
44  02  58.02 

01.10 

75  30  15. 96 

31  55  21. 75 
72  34  22. 54 

00.25 

63  56  41. 36 
84  59  87. 55 

81  03  30. 00 

58.81 

63  31  82. 71 
60  15'45.06 

56  12  43.84 

OLll 


AcUnst'd 
angle 


57.84 
12.13 
50.04 
00.01 

14.33 
45.00 
00.69 
00.02 

85.61 
0L76 
22.65 
00.02 


28.26 
08.91 
00.02 

29.13 
19.46 
11.43 
00.02 

07.09 
14.35 
38.68 
00.02 

45.82 
27.67 
46.23 
00.02 

02.90 
22.63 
84.59 
00.02 

54.81 
01.21 
04.02 
00.04 


Dlstsnce. 


48.09 
37.01 
84.32 
00.02 

06.27 
30.24 
14.63 
00.04 

n.22 
49.77 
50.11 
00.10 

15.48 
22.22 
22.37 
00.07 

41.85 
37.49 
40.73 
00.07 

81.48 
45.77 
42.86 
00.11 


l£et6T8. 

1,444.92 
2, 823. 16 
2, 507. 82 


2,823.16 
2. 402. 44 
4,087.04 


2,402.44 
2,902.04 
4,240.58 


2, 902. 04 
2. 849. 52 
4, 507. 80 

2, 849. 52 
2,667.27 
3,292.06 


2,667.27 
2,532.17 
3, 022. 21 


2,532.17 
3,781.47 
8, 002. 59 


3.781.47 
2, 941.  78 
3,380.88 


2,94L78 
5, 257. 87 
4,883.94 


06.27  5,257.87 

34. 83  3, 686. 92 

18.95  7,439.97 
00.05 


3.686.92 
3,  OGO.  66 
2, 031. 61 


3,960.66 
5, 547. 00 
3, 607. 61 


5. 547. 00 
7, 361. 12 
7,429.57 


7, 361. 12 
7, 469. 66 
4, 079. 65 


7, 469. 66 
6, 703. 04 
4,336.42 


6,793.04 
7,316.41 
7,097.16 


Aisimnth. 


199  68  55. 61 

82  23  20. 66 

293  05  57. 63 


82  23  20.66 
169  45  22..*i9 
297  22  00. 21 


150  45  22. 59 
85  31  02.66 
298  32  09. 82 


85  81  02. 66 

8  41  15.43 

227  30  13. 12 


8  41  15. 48 
115  29  44. 75 
239  31  30. 55 


116  29  4475 
197  84  27. 63 
335  14  08. 99 


197  34  27. 63 

69  56  15.  64 

291  48  29. 10 


60  56  15. 64 
191  06  20. 33 
298  01  00. 53 


191  06  20. 33 
77  23  36. 33 
290  49  26. 42 


77  23  36. 83 
145  59  47. 67 
284  49  34. 76 


145  59  47. 57 
356  31  31. 32 
243  47  11. 91 


356  81  8L  32 
136  12  68. 34 
269  43  01.77 


136  12  6&34 
23  49  00. 07 
247  50  47.62 


23  49  06. 07 
171  52  26. 29 
279  17  8&  35 


171  52  26. 29 
26  51  36. 21 
287  53  56.85 


26  51  3&  21 
146  34  80. 35 
270  20  02.23 


Latitude. 


88  54  69.25 


88  56  12.84 


88  56  04.97 


88  54  83.62 


38  55  10. 84 


88  66  29. 12 


88  55  47.08 


88  57  20. 64 


38  56  43.38 


38  68  22.48 


38  56  14. 28 


88  58  21. 92 


38  54  43. 53 


88  58  43.32 


88  55  26. 78 


88  58  44.77 


Longitude. 


90  16  OSu  60 


90  16  40. 01 


90. 18  40. 18 


90  18  5a  00 


90  20  87.  »3 


90  20  06.18 


90  22  33.65 


90  22  10.12 


90  25  4a  16 


90  27  08.82 


90  26  5a  85 


90  29  4L 17 


90  3144.56 


90  82^42 


90  34  36.83 


90  37  23.26 
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Na 


103 
104 
105 


104 
105 
106 


105 
lOtf 
107 


106 
107 
108 


106 
108 
109 


108 
109 
110 


109 
110 
111 


110 
111 
112 


111 
112 
113 


112 
113 
114 


113 
114 
115 


114 
115 
116 


116 
116 
117 


116 
117 
118 


117 
US 
119 


117 
119 
120 


Stations. 


Calhoim... 

Droese 

Keel 

Droege  — 

Keel 

Cahlll 

Keel 

CahiU 

Winfleld . . 

Cahill  .... 
Winfleld  .. 
Wilson 

CahiU 

Wilaon.... 
KHham  ... 

Wilson.... 
Kilham  ... 
Poets 

Kilbam  ... 

Peets 

Knox 

Peets 

Knox 

Hamburg  . 

Knox 

Hambnrg  . 
Salt2)eter . . 

Hamburg  . 
Saltpeter.  . 
Belleview  . 

Saltpeter . . 
Belloview  . 
Clarksville 

Belleview  . 
Clarksville 
Long 

Clarksville 

Long 

Salt  ftiver. 

Long. 

SaltKiver. 
•McLean... 

Salt  River. 
McLean . . . 
Inner  Base 

Salt  River. 
Inner  Base 
OaterBase 


Observed 
Miglos. 


U"^*  «•»«»"■ 


82  67  50,  07 

70  02  56. 18 

76  50  14. 53 

00.78 

69  22  37. 25 

58  46  31.04 
51  50  50.64 

58.93 

38  06  12. 65 
110  23  29. 33 

31  30  18. 81 

00.79 

88  55  44.  86 

44  26  45. 67 

.46  37  29.  57 

00.10 

55  10  00. 17 
80  44  14.40 
44  05  45. 05 

50.62 

109  36  25.36 
37  30  52. 59 

32  52  44. 64 

02.59 

47  50  86. 15 

42  29  26.  50 
80  39  6&  85 

01.50 

79  33  48. 23 

69  20  02.13 

31  06  10.62 

00.98 

31  25  42. 49 

88  55  29. 94 

59  38  4&  15 

00.58 

53  01  33. 22 

89  21  55. 07 
37  36  30. 56 

58.85 

41  23  36.16 
82  13  05. 78 

56  23  17. 90 

59.84 

43  38  49. 53 
100  53  45. 52 

35  27  27. 06 
02.71 

46  44  26.79 
89  57  35. 99 

43  17  55. 19 

57.97 

46  03  22.94 

44  24  05. 39 
89  32  28.79 

57.12 

61  16  28. 52 

30  00  55. 61 

88  42  35. 69 

69.82 

34  56  80. 83 

40  17  52. 28 

104  46  39. 16 

0L77 


50.23 
55.10 
14.74 
00.07 

37.08 
31.87 
5L09 
00.04 

11.93 
2&49 
19.65 
00.07 

44.32 
45.41 
30.35 
00.08 


Metert. 
7. 31&  41 
4, 085. 86 
7, 05a  55 


4, 0P5. 86 
4, 862. 89 
4,443.20 


4.862.89 
6, 742. 28 
8,722.42 


6, 742. 28 
7, 898. 57 
5, 531. 83 


00. 16  5,  531. 83 

13. 96  6, 525. 16 

45.97  7,845.93 
00.09 


23.72 
52.37 
44.02 
00.11 

34  93 
26.63 
58.61 
00.17 

48.07 
01.86 
10.39 
00.32 

40.65 
80.19 
49.55 
00.39 

32.50 
56.55 
81.26 
00.31 

37.72 
C4.66 
17.94 
00.32 

47.84 
45.19 
27.27 
00.30 

25.51 
39.56 
65.31 
00.38 

26.58 
05.28 
29.35 
00.21 

28.32 
56.03 
35.74 
00.09 

29.02 
52.54 
38.46 

oao2 


6.525.16 
11, 322. 93 
7,319.65 


11, 322. 93 
8.393.93 
7,04&44 


8,893.93 
15, 980. 34 
15,203.58 


15,980.84 
9, 656. 13 
18, 515. 46 


9, 6'ML  13 
12. 640. 96 
15, 821. 88 


12, 640. 96 
10. 036. 03 
15, 038. 92 


10, 036. 63 
11,  941. 68 
16,989.65 


11,941.68 
12, 680. 93 
17, 412. 73 


12. 680. 93 
9.130.96 
8,872.89 


9, 130. 96 
8, 009. 27 
4,568.79 

4,568.79 
2, 7U5. 10 
8,056.00 


Azimuth. 


146  34  30. 35 

36  35  40. 19 

293  33  51. 32 


86  35  40.19 
157  48  04. 71 
285  56  25. 61 


157  48  04.71 
88  10  45. 19 
299  38  34. 80 


88  10  45. 10 
223  41  29. 74 
357  06  22. 20 


177  06  29. 51 
77  50  36. 16 
301  53  35. 12 


77  50  3a  16 

220  16  56. 78 

7  27  24. 78 


220  16  56. 78 

82  49  35.43 

352  25  55.46 


82  49  35.43 
193  25  54. 99 
342  21  22. 36 


193  25  54.  99 
102  23  02. 04 
341  57  43. 64 


102  23  02. 94 
192  56  57. 54 
335  21  41.24 


192  56  57. 54 
95  11  17. 16 
331  30  10. 22 


95  11  17.16 
174  13  07. 09 
318  45  07. 86 


174  13  07. 09 
84  10  14.69 
307  22  34. 49 


84  10  14. 69 
308  28  44. 46 
218  04  23. 65 


308  28  44. 46 
168  32  50. 83 
67  14  08. 18 


247  12  16.14 
26  56  15. 64 
102  09  04.63 


Latitode. 


38  56  58.88 


38  59  24. 38 


I  69  1&89 


39  02  23.54 


39  01  88.90 


39  06  la  90 


89  05  44. 76 


39  14  0a76 


38  15  15.73 


39  21  65.20 


39  22  24.42 


39  28  49. 67 


39  28  07.58 


39  26  03.24 


39  29  04.94 


89  27  46.74 


Longitadei 


90  39  04.41 


90  40  20. 7S 


90  44  19.2 


90  40  82.85 


90  44  57.54 


90  39  52.88 


90  45  89.42 


90  43  04.64 


90  49  37.90 


90  47  39.08 


90  54  37.25 


00  55  27.58 


91  04  1&88 


90  50  la  63 


91  01  19109 


91  02  la  85 
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TaHmUOed  r»ult9  of  secondary  triangvlaHonfrom  Cairo  to  Keohuh-^oniiniied. 


Va 

StBttOBS. 

Obeerved 
anglee. 

A^Dtt'd 
anglea. 

Diatance. 

Azimnth. 

Latitode. 

Longitude. 

118 

HeLet]i....r. 

Tuner  Bum 

o    /     // 
80  40  13.08 
02  14  06.84 
86  66  3a  44 
67.36 

100  00  02.93 

41  60  66u36 

88  09  05. 13 

04.42 

67  06  14.  OC 
83  16  03. 87 
29  88  42.67 

00.54 

82  05  49.55 
50  46  43.33 

97  07  27.35 

0a28 

76  11  4a  20 

72  25  22.71 
82  22  52.17 

01.08 

80  07  83.44 
78  84  44. 38 

71  17  45. 14 

02.96 

70  10  3a  64 

73  12  3a  24 

86  86  42.73 

69.61 

27  35  52.47 

96  43  la  73 

55  40  Sa  14 

02.34 

72  25  la  78 

68  42  10.74 
43  52  31.48 

5a  00 

37  22  Oa  22 
105  13  17.54 

37  24  32.91 

5a  67 

48  32  5a  63 
103  4127.05 
82  45  3a  81 

oaso 

32  14  29. 35 

119  49  05.40 

27  56  2a  82 

01.66 

43  41  4a  43 

38  09  05. 75 

98  09  07.43 

5a  61 

87  48  27.02 
60  11  2a45 
82  00  0X52 

5a  99 

69  34  6a  57 

74  44  01.99 
85  4102.13 

58.09 

22  27  6a  66 

127  07  31. 52 

80  24  80.63 

5a  70 

/     // 

laos 
oa74 

39.35 

oao7 

OL90 
55.41 
02.92 

oa23 

ia73 
04.61 
42.08 
00.42 

60.16 
42.63 
27.60 
00.39 

45.78 
22.62 
62.02 
00.42 

82.32 
4a  79 
44.31 
00.42 

3a  88 
3a  24 
43.22 
00.34 

6L68 
ia92 
5a  71 
00.31 

ia3( 

11.48 
32.44 
00.22 

08.67 
17.89 
33.72 
00.28 

5a  35 

2a  11 

3a  90 
00.36 

2a  96 
03.06 

Metert. 
8,0C9.27 
4,109.40 
7,007.23 

9, 13a  96 
14. 56a  82 
9,86L65 

9,861.65 
18  364  53 
19, 800. 18 

1^364  53 
9,834.05 
14,337.82 

9,834.05 
17.753.07 
17,50a28 

17. 75a  07 
9,407.05 
18,371.82 

9.407.05 
14.838  64 
15,100.88 

14, 83a  64 
8,323.07 
17,842.85 

a323.07 
11.447.78 
10, 76a  80 

10, 76a  80 
10,76^90 
17,  (99. 61 

10, 75a  90 
13.604.27 
19.311.85 

18,604.27 
1ft  A01.  SO 

o    /     // 
158  32  60.33 
40  45  30. 18 

307  41  07. 19 

308  28  44.46 
170  22  49. 71 

28  30  47. 88 

208  28  42.60 
11146  5^40 
32117  50.16 

111  46  52.49 
240  62  34. 45 
323  48  5a  68 

240  52  34. 45 
133  21  4a  90 

345  38  52. 52 

133  21  4a  00 
31  50  44.39 
283  06  1a  48 

8150  44.29 
188  35  52. 93 
281  64  4a  04 

138  36  52. 93 
221  48  la  34 

346  00  50.06 

221  48ia34 
105  32  54. 25 
329  20  29. 26 

140  22  57. 04 

224  07  1L37 

6  45  50. 00 

224  07  11. 37 
147  52  01. 82 
00  34  2a  24 

147  52  01.82 

207  50  40. 38 

00  06  3a  00 

207  59  40. 38 

66  12  07. 33 

344  16  44.87 

66  12  07. 33 
185  56  07. 42 
283  56  21.93 

104  00  34.25 

209  12  10. 66 
353  34  41. 08 

209  12  19.66 

156  28  ia40 

6  45  40.54 

Of/' 

0     /      w 

119 

111 

T^ii^iflfPV^ , . 

88  27  23.99 

91  03  11.31 

117 

Salt  River 

118 

HcLmh 

in 

39  32  4a  61 

91  00  5a  40 

117 

ttolt  River 

m 

Kockport 

123 

BedHonae 

39  36  2a  96 

91  12  53. 24 

122 

Sookport 

123 

SedHonM 

124 

Ganl 

89  39  oaoo 

9106  5^91 

m 

BcdHoQBe 

124 

6«rd 

1 

125 

SeeHoni 

39  45  3a  88 

91  15  5a  13 

]» 

Gart 

125 

See  Horn 

126 

^^nnffwl           

89  41  19.73 

91  19  23.43 

125 

See  Horn 

126 
127 

R^nnflml 

Heether 

39  47  20.42 

01  26ia86 

126 

HanniUl 

127 

Hewlier 

128 

m 

Marble  Heed 

Heather 

39  50  4L  52 

91  22  22.50 

128 

HarbleHead  

JfelBon ,.... 

Heather 

129 
127 

39  52  20. 76 

01  80  0a58 

U9 

Kelaon 

126 

(teincv 

39  66  3L  00 

91  24  51. 18 

129 

Keben 

lao 

Qnlncy 

131 

l^grange 

40  02  46. 88 

81  29  5a  45 

130 

Qnlncy 

m 

Lacnnee 

U2 

T'<m<^T^1ce 

27.55  25,357.01 
00.47 

43.89  15,501.80 
07.60   10.881.18 

40  10  iai4 

01  24  49. 15 

in 

LacranKe 

1S2 

SSlSe 

Canton  Univerrity.. 

Lima  Lake 

Canton  University.. 

coogui :... 

131 
182 

oaoo 

0C.27 
26.92 

9, 730. 18 
10. 881. 18 

40  07  50. 57 

01  3140.67 

m 

2a 76  i  a73a8o 

iu 

C4.48 
00.16 

54.08 
02.27 

9,534.25 

0,634.25 
IS  317.07 

40  11  27.78 

91  31  2a  22 

m 

Lima  Lake 

134 

CooglU 

13S 

(nSL^ 

oaii  isimw 

00.36 

SaOO   15.817.97 

40  18  41. 16 

91  26  03. 68 

m 

Cmffl 

135 

Gfll&Hn 

TeilowBaoka 

saso 

31.26 

oa36 

11, 664. 38 
24,120,02 

iJ6 

40  24  24. 65 

91  29  2a  13 
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No. 


135 

136 
137 


136 
137 
188 


136 
138 
139 


188 
189 
UO 


138 
140 
141 


138 
141 
142 


141 
142 
143 


142 
143 
144 


143 
144 
145 


144 
145 
146 


Stations. 


Gillham 

Yellow  Banks 
Fox  River 

Yellow  Banks 
Fox  River..-. 
Warsaw 

Yellow  Banks 

Warsaw 

Boardman 

Warsaw 

Boardman 

Hughes •. 

Warsaw 

Hagbes 

Worster 

Warsaw 

Worster 

Keokuk 

Worster 

Keokuk 

Uamiltun 

Keokuk 

Hamilton 

Rapids 

Hamilton 

Rapids 

Lower  Base  . . 

Rapids 

Lower  Base  .. 
Upper  Base  . . 


Observed 
angles. 


1^g'S'>'»'»~'- 


44  10  41. 70 

82  03  42. 00 
53  45  32. 14 

66.83 

107  66  18. 27 

28  09  47. 27 

43  64  56. 47 

57.01 

46  52  40.88 

87  44  11. 48 

95  23  06. 24 

58.10 

85  52  16.26 
77  22  15. 74 

66  45  27. 24 

59.24 

50  12  55. 20 

67  46  52. 56 
62  00  11. 21 

5a97 

83  03  85. 00 
85  24  20. 88 
61  32. 02. 31 

57.69 

82  37  09. 55 

48  13  31. 78 

99  09  18.  51 

69.84 

66  28  23.54 

55  39  35. 20 

57  51  58. 61 

57.35 

38  21  52. 69 

89  15  08. 22 

52  22  60. 12 

01.03 

85  35  17. 66 
98  42  43. 06 

45  41  64. 98 

55.60 


42.72 
44.20 
33.31 
00.29 

14.17 
4&19 
57.80 
00.16 

40.85 
12.37 
06.83 
00.05 

16. 71 
15.86 
27.47 
00.04 

56.15 
51.80 
12.11 
00.06 

85.09 
21.69 
03.27 
00.05 

09.56 
31.73 
1&72 
00.01 

24.25 
36.28 
59.48 
00.01 

52.10 
08.10 
59.81 
00.01 

ia95 
44.36 
56.69 
00.00 


Metert. 
11, 564. 38 

0. 992. 28 
14, 200. 89 


9, 992. 28 
13,707.30 
6,799.60 


6, 799. 60 

4. 985. 03 

4. 180. 04 


4, 085. 03 
3, 179. 06 
5, 294. 08 


5, 294. 08 
4,607.46 
5, 550.  52 


5, 550. 52 
3. 444. 29 
6,293.56 


3, 444. 29 

1.  880.  62 
2, 601. 80 


1,880.62 
2, 03G.  22 
1,833.75  ; 


2, 036. 22  I 
1.595.48 
2,570.40  I 


1,595.48  I 
1, 297.  38 


Azimuth. 


156  23  16. 49 
58  24  5a  54 
292  06  83. 13 


58  24  63.54 
266  30  4K.  01 
130  32  01. 37 


310  29  39. 87 
168  16  13. 74 
83  38  62. 72 


168  16  13. 74 
270  53  3C.  04 
24  09  29. 90 


204  08  30. 45 

316  22  38. 16 

74  23  53.38 


254  21  26.60 
159  48  15. 07 
41  19  45. 66 


159  48  15. 07 
291  34  10.66 
12  25  40. 01 


291  34  10. 66 
167  14  3.5.01 
45  06  22.13 


167  14  3!;.  01 

76  29  80. 75 

308  51  47. 89 


76  29  30. 75 
157  46  03. 70 
292  03  53.52 


Latitude. 


40  21  34.82 


40  22  OL  44 


40  24  39. 68 


40  24  3&  06 


40  22  49.90 


40  24  84.70 


40  24  12. 28 


40  25  1&  66 


40  "25  04. 56 


40  25  43. 51 


Longitodtt. 


91  35  20.87 


91  25  40. 1 


91  26  23.95 


91  24  00. 13 


91  21  64. 88 


91  22  44.81 


91  21  Sa  64 


91  21  49.71 


91  22  55l53 


91  23  16.34 


APPENDIX   C. 

REPORTS  OP  ASSISTANT  ENGINEERS  J.  A.  PAIGE,  J.  B.  JOHNSON,  AND  L.  L.  WHEELER 
UPON  THE  FIELD-WORK  AND  REDUCTION  OF  PRECISE  LEVELS  BETWEEN  CARROLL- 
TON,  LA.,  AND  BILOXI,  MISS.,  AND  BETWEEN  CAIRO,  ILL.,  AND  FULTON,  ILL.,  EXE- 
CUTED UNDER  THE  ORDEItS  OF  THE  MISSISSIPPI  RIVER  COMMISSION,  18bO-'81-'82. 

1.  Report  of  Assistant  Engineer  J.  A,  Paige  upon  the  field-tcork  of  1880-^81  ^  Grafton  to  Cairo. 

Office  Mississippi  River  Commission, 

iSaint  LouiSy  Mo,y  September  *2lf  1883. 

Sir  :  I  have  the  honor  to  make  the  following  report  of  field  operations  on  precise 
levels  on  the  Mississippi  River,  between  the  month  of  the  Illinois  River  and  Cairo, 
from  August  10,  lb80,  to  March  16,  1881. 

The  organization  of  the  party  was  as  follows:  James  A.  Paige, assistant  engineer, 
in  charge ;  O.  W.  Ferguson,  assistant  engineer;  E.  H.  Sankoe,  recorder;  H.  P.  Bournei 
recorder;  four  rodmeu,  one  cook,  and  eight  axmen. 

On  October  23,  Mr.  Sankee,  by  your  ordei's,  was  transferred  another  party,  and 
Mr.  P.  P.  Sanborne  reported  for  duty  on  the  same  day. 

Your  verbal  instructions  previous  to  my  taking  the  field,  were:  To  quarter  the 
party*  on  the  qaarter-boat  Louisiana,  obtain  the  necessary  instruments  from  tbo 
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office,  pnTcbase  sabsistence  Btores,  and  have  the  onfit  towed  to  Grafton ;  establish  a 
bench-mark  on  the  rl^ht  bank  of  the  Illinois  River  near  its  mouth,  which  should  be 
the  beginning  of  the  line ;  transfer  the  levels  across  the  Illinois  River ;  carry  the  work 
(which  would  consist  of  two  independent  lines  of  levels)  down  the  left  bank  of  the 
Missiasippi  River  to  the  month  of  the  Missouri :  cross  here  to  the  right  bank  of  the 
Mississippi  River,  in  order  that  permanent  bench-marks  might  be  well  established  in 
the  edge  of  the  bluffs,  which  form  the  right  bank  mainly  from  Saint  Louis  to  Com- 
merce ;  and  ultimately  connect  with  the  bench-marks  in  Cairo  established  by  Gen- 
eral Comatock's  parties  in  1876. 

On  August  10,  the  quarter-boat  was  furnished  and,  bv  the  steamer  Little  Eagle  No. 
3,  was  towed  to  Grafton.  The  first  field-work  consisted  of  determining  the  constants 
vf  Kern  levels  Nos.  1  and  2,  and  the  level  vials  belonging  to  them.  Kern  level  No.  1 
▼as  used  by  O.  W.  Fer^aon  with  level  vial  No.  7  till  October  7,  when  it  was  broken ; 
after  that  date  level  vial  No.  3  was  used.  Kern  level  No.  2  was  used  by  James  A. 
Paiee  with  level  vial  No.  2  throughout  the  season.  Redeterminations  of  the  value 
of  the  constants  were  made  as  follows : 

Wire  intervals  of  both  levels  at  Neeley's  Landing  and  at  Cairo. 
*    Relative  size  of  rings  of  level  No.  2  at  Neeley's  Landing  and  at  White  Sand  Depot 
Landing. 
Value  of  one  division  of  level  vial  No.  2  at  Neeley's  Landing  and  Cairo. 
Value  of  one  division  of  level  vial  No.  3  was  determined  at  Illinois  station,  where 
it  was  first  used,  and  again  at  Neeley*s  Landing  and  at  Cairo. 

In  reduction  of  the  field-notes  the  value  of  these  constants  found  at  any  time  was 
used  until  a  new  determination  was  made ;  after  that  time  the  last  value  found  was 
Dsed. 

The  weather  for  the  first  three  months  of  the  field  season  was  very  favorable  to  the 
work.  On  the  15th  of  November  cold  weather  set  in,  and  from  that  date  till  February 
22  there  were  only  25^  days  for  both  parties  of  field- worl^^  done.  While  at  Neeley's 
Landing  December  18,  the  ice  began  running  so  badly  that  the  quarter-boat  could  be 
moved  no  farther.  This  hindered  the  work  very  much.  Finally  the  river  was  en- 
tirely frozen  over,  and  remained  so  till  February  3,  when  a  cake  of  ice  extending  en- 
tirely across  the  river  struck  the  quarter- boat  and  sunk  her.  With  the  aid  of  a  der- 
rick and  some  other  appliances  obtained  at  Grand  Tower  the  boat  was  raised  and 
repaired,  and  on  February  22  moved  to  Commerce,  Mo.,  to  which  point  Assistant 
Ferguson  had  carried  the  levels. 

The  work  was  completed  to  Cairo  on  March  14,  the  quarter-boat  towed  to  Mound 
City  and  turned  over  to  watchman  Schoenfeld,  and  with  Mr.  Ferguson  I  reported  to 
yon  for  further  duty  at  Saint  Louis. 

The  general  conditions  regarding  the  work  during  the  latter  part  of  the  season  were 
nnfavorable.  Low  water  prevailed  nearly  the  entire  season.  To  move  the  quarter- 
boat  by  drifting  with  the  current  very  often  resulted  in  being  hung  up  on  a  rock  or 
blown  on  a  sand  bar.  The  boat  lay  at  Neeley's  Landing  nine  weeks.  Part  of  the  force 
remained  to  look  after  the  boat,  while  Assistant  Ferguson  continued  the  work  below 
whenever  the  weather  would  permit,  subsisting  at  farm  houses. 

Daring  this  time  and  for  some  time  previous  the  ground  was  frozen,  and,  as  has 
been  found  previously,  when  running  over  such  a  surface,  it  is  impossible  to  keep  the 
level  stationary.  Also,  part  of  the  line  was  through  wheat  fields  and  swampy  woods. 
About  )£l  per  cent,  of  the  whole  distance  was  leveled  more  than  twice,  and  one  per 
cent,  was  leveled  more  than  three  times. 

The  whole  number  of  days  and  parts  of  days  spent  in  field-work  equals  220  days  for 
one  party.  The  whole  number*  of  kilometers  leveled  equals  797.5.  Average  rate  per 
working  day  equals  3.6  kilometers. 

There  were  66  permanent  bench-marks  established.  Eleven  of  these  were  of  the 
usual  pattern — stone  posts  in  ground  with  copper  bolt  in  top.  The  remainder,  with 
one  exception,  were  copper  bolts  one  centimeter  in  diameter  and  7  centimeters  long, 
leaded  in  brick  or  stone  foundations,  or  in  the  natural  rock  wall.  Those  of  the  latter 
locality,  if  not  interfered  with,  ajre  as  permanent  as  anything  of  this  nature  can  be 
established.  Where  the  copper  bolts  were  set  horizontally  a  small  hole  in  the  end  of 
the  bolt  marks  the  point  of^  reference.  Temporary  bench-marks  were  set  about  once 
in  every  kilometer. 

While  in  the  field,  a  descriptive  list  of  bench-marks  was  received,  established  in 
1879,  by  surveys  made  under  direction  of  Colonel  Simpson,  Corps  of  Engineers,  be- 
tween Carondelet  and  Kaskaskia,  with  directions  that  they  be  connected  witn.  Thirty- 
three  of  these  sixty-four  bench-marks  were  found  and  connected  with.  They  are  des- 
ignated in  the  field-notes  and  oflSce  computations  as  "  B.  M. — Holman." 

There  were  six  water-gauges  connected  with  the  levels,  viz :  at  Grafton,  Saint  Louis. 

Ruah  Tower,  Grand  Eddy,  Gray's  Point,  and  Cairo.    At  all  of  these  gauges  except 

the  Gray's  Point  gauge,  there  was  a  permanent  bench-mark  left  in  the  immediate 

▼icinity. 

The  methods  used  in  field-work  were,  with  a  few  exceptions,  the  same  as  have  been 
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asod  heretofore,  and  need  not  be  farther  described,  any  changes  made  being  inddentBl 
to  the  locality,  state  of  the  weather,  ^c. 

There  were  4  river  crossings  made  by  reciprocal  leveling— one  at  the  beginning  of 
the  work  across  the  Illioois  Kiver,*  one  at  the  month  of  the  Missonri,  one  at  Chester^ 
and  one  at  Commerce.  When  these  crossings  were  made,  a  copy  of  the  field-notes 
and  computations  was  forwarded  to  yon. 

Very  respectfally,  yoor  obedient  servant, 

Jambs  A.  Paiok, 
AatUtamt  JSngiiiMr. 

Pirst  Lieut.  Smith  S.  Lbach, 

Secretary  MiaaisHppi  Eiver  CimmistUm. 


2.  BeporU  of  J,  B,  Johnson  upon  the  field-work  of  188S^-'83,  CarrolWm  1o  BiUnA,  ami 

GraJ'ton  to  Chicago, 

a.— GARROLLTON  TO  BILOXI. 

New  Orleans^  La.,  June  26,  1882. 

Sir  :  I  have  the  honor  to  report  upon  the  field-work  of  the  precise  level  party  un- 
der my  charge,  in  connecting  the  United  States  bench-marks  at  CarroUton,  La.,  with 
the  tide-gauge  at  Biloxi,  Miss. 

The  party  consisted  of  J.  B.  Johnson,  assistant  engineer  in  charge ;  O.  W.  Fergu- 
son, assistant  engineer;  A.  Ramel,  recorder;  A.  £.  Kostl,  recorder,  together  with  four 
rodmen  and  five  laborers. 

I  left  Saint  Louis  May  3,  reaching  New  Orleans  on  the  5th.  A  reconnaissance  was 
made  on  that  day,  and  a  line  agreed  upon  for  reaching  the  Mobile  and  New  Orleans 
railroad  by  running  back  of  the  city.  On  the  6th  instrumental  constants  were  ob- 
served, and  on  }f.ou(\B,j,  May  8,  the  regular  work  commenced. 

On  the  9th  I  left  the  party  for  five  days,  under  orders  to  visit  the  observation  party 
at  Red  River  Landing.  Recorder  Ramel  observed  with  my  instrument  while  I  was  on 
this  trip,  as  well  as  on  all  other  occasions  when  it  was  necessary  for  me  to  be  absent 
from  the  work.  The  work  was  completed  at  Biloxi  tide-gauge  June  23.  Instru- 
mental constants  were  observed  on  the  24th,  and  the  party  returned  to  New  Orleans 
on  the  26th.  A  connection  was  then  made  with  the  New  Orleans  City  datum,  which 
could  not  be  found  when  the  work  was  in  that  vicinity. 

The  party  was  disbanded  June  27.  Mr.  Ferguson  taking  part  of  the  outfit  to  Co- 
lumbus, Ky.,  and  the  remainder  shipped  to  Saint  Louis  by  Auchor  Line  steamers. 

DESCRIPTION  OF  THE  LINE. 

• 

The  total  length  of  the  line  from  CarroUton  to  the  Biloxi  gauge  is  139  kilometers  = 
87  miles.  Of  t  bis,  IH  kilometers  was  on  wagon  roads,  50  kilometers  on  railroad  through 
swamp,  7  kilometers  on  railroad  bridges  and  trestles,  64  kilometers  on  railroad  over 
dry  sandy  laud. 

The  characteristics  of  the  swamp  region  were  learned  from  the  road  mast«r.  He 
says  there  is  a  solid  sand  bottom  from  2  to  15  feet  below  the  surface  throughout  the 
whole  distance.  A  vegetable  growth  and  mold  has  formed  on  the  surface,  which  ex- 
tends some  2  or  3  feet  down.  If  the  sand  substratum  is  deeper  than  this,  the  inter- 
mediate region  is  filled  with  a  soft  liquid  mass  which  offers  no  resistance  whatever. 
The  road-bed  was  tirst  made  by  dredging  a  canal  alongside  the  line,  and  depositing 
the  mud  on  the  line.  Sand  was  then  brought  in  scows,  on  this  side  canal  and  put  on 
top  of  the  nind  road-bed,  until  it  was  stable  enough  to  lay  a  track. 

For  several  years  after  the  track  was  laid  the  road-bed  rapidly  settled  away  in 
places  and  more  sand  was  constantly  hauled  to  raise  it  aeain.  Lines  of  piles  were 
driven  in  many  places  between  the  track  and  the  side  canal,  to  prevent  the  road-bed 
from  flowing  back  into  the  canal.  These  piles  are  all  driven  into  the  solid  sand  bot- 
tom, however,  and  are  very  firm.  The  road-bed  now  seems  to  be  quite  stable,  and  I 
think  the  fill  has  sunk  down  to  the  solid  substratum  and  there  will  be  little  more 
settling  away.  All  the  piling  under  the  bridges  and  trestles  are  driven  in  sand.  Onr 
lines  checked  quite  as  well  through  the  swamp  region  as  on  the  solid  ground.  The 
road-bed  for  the  entire  distance,  is  composed  or  sand,  which  makes  an  excellent  basis 
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tf}T  foot  plates  and  instnunents  as  it  is  non-elastio.    The  7  kUometers  on  bridges  and 
tnrstks  were  distribated  as  follows : 

Motors. 

ChefMentenr-Bridge 560 

Rigolets  Bridge 1,100 

Peari  River  Bridge 620 

Bay  Saint  Louis  trestle 3,700 

BiloxiBay  to  gauge  trestle 1,120 

Total  kilometers 7.000 

The  bridges  were  double  quadrangular  iron  truss  bridges  of  100  feet  span,  resting 
on  piers  ii  ade  up  of  sixteen  piles  each.  These  piles  were  well  capped  and  held  at 
top,  and  also  by  diagonal  tie-iron  rods,  reaching  from  top  to  bottom  of  piers.  The 
trestle-work  rested  on  piers  every  fifteen  feet,  of  uix  piles  each.  The  water  was  not 
over  20  feet  deep  on  any  of  these  crossings,  except  that  of  the  Rigolets,  which  was  as 
mach  as  48. 

The  Chef  Menteur,  Rigolets,  and  Pearl  River  are  outlets  from  Lake  Pontchartrain 
iDto  Lake  Borgne,  aud  are  subject  to  stroug  currents  as  the  tide  ebbs  and  flows,  or 
the  wind  drives  the  water  in  or  out.  All  these  bridges  and  trestles  were  found  very 
■olid,  and  furnished  a  good  basis  for  the  instruments  when  there  was  little  wind  and 
cnrrent,  otherwise  work  could  not  be  done  on  them.  These  were  all  crossed  four 
times  under  favorable  circumstances,  except  Pearl  River  bridge,  which  was  crossed 
but  three  times.    All  these  lines  agreed  as  closely  as  on  any  other  part  of  the  work. 

METHODS  OF  WORK. 

The  methods  employed  were,  in  the  main,  the  same  as  those  heretofore  used  with 
the  Kern  instruments  and  rods.  The  two  lines  were  always  run  in  opposite  direc- 
tions, Mr.  Ferguson  always  running  west,  and  I  always  running  east. 

In  one  particular  the  methods  of  making  the  observations  have  differed  from  those 
previously  used,  and  that  is  th€  bubble  w<i8  always  kept  in  the  middle  of  the  tube  when 
taking  a  rtading 

This  method  was  not  adopted  arbitrarily  or  rashly.  In  my  first  season's  work  I 
fonnd  that  my  bubble  changed  its  value  from  2.6  to  3.5  seconds,  according  to  tempera- 
tore.  I  therefore  kept  my  bubble  corrections  veri/  small  so  as  not  to  iotroduce  any 
Isige  uncertainty  from  that  source.  In  the  first  half  of  last  season  I  followed  the 
same  plan,  and  with  many  readings  would  have  no  bubble  correction  at  all.  In  the 
latter  half  of  that  season's  work  I  kept  the  bubble  exactly  in  the  middle  for  almost  all 
readings,  and  found  it  could  be  done  as  well  as  not.  This,  of  course,  presumes  that 
the  ob^rveV  reads  his  own  bubble,  a  thing  which  I  have  always  done.  Last  season 
Mr.  Ferguson  had  his  recorder  read  his  bubble  and  so  coald  not  pursue  this  method. 

A  discussion  of  these  two  systems  is  important. 

(I.)  Having  the  recorder  read  the  bubble  has  some  advantages,  provided  the  bubble  wiU 
slatid.  He  then  can  wait  till  it  settles,  inform  the  observer  of  the  fact,  and  he  can 
read  the  bubble  in  its  true  position  while  the  observer  reads  the  rod. 

The  objections  to  this  are : 

(a.)  It  is  desirable  to  have  as  few  men  about  the  instrument  as  possible.  If  the 
recoider  reads  the  bubble  there  are  three  men,  observer,  recorder,  and  umbrella  man, 
standing  directly  beside  the  instrument. 

(&.)  I  find  that  uiy  bubble  will  seldom  stand  long  enough  for  me  to  read  the  three 
wires;  a  single  bubble  reading  is,  in  this  case,  certainly  erroneous. 

(II.)  The  advantages  of  the  other  system  are,  that  it  enables  the  observer  to  make 
the  complete  observation,  and  also  to  get  all  three  wire  readings  with  the  bubble  in 
one  position. 

To  have  one  man  read  the  bubble  and  another  to  take  the  shot  is  like  having  one 
to  sight  a  gun  and  another  to  pull  the  trigger,  a  very  good  plan  with  a  fixed  gun, 
bat  a  very  poor  plan  when  the  gun  is  somewnat  unsteady  and  controlled  by  the  man 
who  pulls  the  trigger.  When  the  bubble  is  almost  constantly  in  motion,  the  same 
man  must  see  both  bubble  and  wires,  and  at  the  same  time,  and  keep  them  both  in 
view,  in  order  that  he  may  know  when  the  bubble  is  registering  correctly.  By  hold- 
ing the  head  to  one  side  the  observer  can.  keep  his  left  eye  on  the  bubble  and  his  right 
eye  on  the  rod,  and  see  the  bubble  super-imposed  on  the  rod ;  or,  if  he  finds  it  diffi- 
cult to  read  with  both  eyes  at  once,  he  can  see  bubble  and  rod  alternately  without 
moving  his  head  and  only  by  opening  and  closing  his  left  eye.  Now  with  his  hand 
at  the  elevating  screw,  under  the  eye  end  wye,  he  brings  the  bubble  to  the  center  and 
keeps  it  there,  stopping  to  look  at  the  bubble  for  each  wire  reading. 

Alter  having  read  one  wire,  if  the  bubble  has  run,  bring  it  back,  read  the  next 
'Wire,  again  examine  the  bubble,  bring  it  to  the  center  again,  and  read  the  third  wire. 
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Let  him  do  the  same  alao  for  the  second  set-of  readiDgs  (for  the  wires  should  all  be 
read  twice),  and  then,  having  kept  the  bubble  in  the  Hame  place,  he  can  confidently 
assert  the  reliability  of  his  work.  With  100-meter  shots,  if  the  bubble  ia  read  one- 
half  division  wrong,  an  error  of  0™™.6  has  been  made. 

The  bubble  often  seems  to  have  stopped  moving  when  one-half  to  three-quarters 
division  from  its  true  point  of  equilibrium,  and  therefore  the  second  set  of  wire  read- 
ings will  often  differ  from  the  first. 

It  may  be  said  it  requires  too  much  time  to  bring  the  bubble  exactly  in  the  middle, 
but  I  think  it  requires  no  more  time  than  to  bring  it  to  any  other  point,  for  it  must 
be  watched  and  kept  to  one  reading  any  way,  if  good  work  is  to  be  done,  and  it  might 
as  well  be  kept  in  the  middle  as  anywhere  else. 

I  have  run  l^  miles  per  hour  by  this  method  of  work,  on  100-meter  shots,  and  I  do 
not  find  it  at  all  difficult  to  make  ten  settings  an  hour  of  80-meter  shots,  making  a 
mile  an  hour  on  80-meter  shots.    This  got  to  be  about  our  normal  gait. 

Another  objection  that  is  made  to  the  observer's  reading  his  own  bubble,  is  that 
he  cannot  read  it  correctly,  there  being  a  parallax  of  about  one-half  division  at  each 
end,  caused  by  the  light  i)assing  obliquely  from  the  bubble  to  the  mirror^  in  order  to 
reach  the  eye. 

The  instructions  say  that  the  eye  must  bo  held  in  such  a  position  that  there  will  be 
no  parallax.  This  cannot  be  done.  The  objection,  however,  has  little  force,  provided 
the  back  and  fore  sights  are  kept  equal.  The  error  being  always  constant  and  efl;*ect- 
ing  back  and  fore  sights  alike,  their  difference  is  not  changed,  and  if  the  back  and 
fore  sights  are  very  unequal,  this  one-half  division  error  in  bubble  reading  can  be  ap- 
plied, together  with  the  corrections  for  collimation,  inclination,  and  pivots.  In  fact, 
It  and  the  pivot  error  being  sensibly  constant,  may  be  combined,  and  their  resultant 
used  in  connection  with  collimation  and  inclination  errors.  For  these  reasons  I  de- 
termined on  having  no  bubble  corrections  in  my  work  for  this  season,  and  Mr.  Fergu- 
son, with  some  reluctance,  adopted  the  same  method.  I  think  our  extraordinary  close 
agreements  amply  justifies  the  scheme. 

I  believe  that,  when  the  conditions  aro  favorable,  this  matter  of  the  bnbble  read- 
ings is  the  chief  source  of  error.  If  the  saving  of  time  in  the  computations  may  be 
allowed  as  an  argument,  this  method  has  a  great  advantage  over  the  old  one. 

Our  field  work  has  all  been  reduced  in  two  note-books,  instead  of  on  the  computa- 
tion sheets,  with  a  saving  of  three-quarters  of  the  time  it  formerly  required  for  this 
work.  This  certainly  reduces  the  cost  of  the  field  work,  for  that  now  never  has  to  be 
stopped  to  work  up  notes.  I  therefore  conclude  that  the  method  is  more  accurate, 
less  laborious,  and  cheaper  than  that  formerly  used.  The  value  of  the  bnbble  also, 
and  the  changes  in  the  same,  become  of  no  consequence,  neither  is  an  accurate  value 
of  the  wire  interval  of  much  account,  except  as  getting  the  distance  run. 

In  all  other  respects  the  methods  employed  have  been  the  same  as  those  used  before. 
The  permanent  bench-mark  stones  have  generally  b«)en  set  on  side  lines,  .so  that  any 
settling  that  may  have  occurred  in  them  has  not  affected  the  accuracy  of  the  line. 

Twenty-two  permanent  bench-marks  have  been  set,  twelve  of  which  are  stones  set 
hi  the  ground,  east  of  Pearl  River,  and  the  rest  are  copper  bolts  leaded  into  draw- 
piers,  abutments,  brick  buildings,  &c.  Superintendent  J.  T.  Harahan  very  kindly 
gave  us  the  use  of  a  hand-car,  which  was  of  great  service  and  materially  facilitated 
the  work.  No  other  favors  were  asked  or  received  from  the  railroad  company,  and 
in  return  for  this  one,  I  have  prepared  a  list  of  our  permanent  bench-marks  with  their 
elevations,  and  also  the  elevations  of  the  road-bed  at  every  station,  which  will  amply 
repay  them  for  the  use  of  the  car. 

Most  of  the  work  has  been  done  from  6  to  8  a.  m.  and  from  4  to  7  p.  m.  There  have 
been  very  few  days  when  work  could  be  done  between  8  a.  m.  and  4  p.  m. 

The  party  were  quartered  at  bnt  six  places  between  New  Orleans  and  Biloxi,  a  dis- 
tance of  80  miles,  three  of  these  being  club-houses  for  New  Orleans  hunters  and  fiidi- 
ermen. 

RESULTS. 

The  length  of  line  was  139  kilometers  (87  miles).  This  was  run  in  forty-seven 
days.  May  8  to  June  23,  inclusive.  Seven  kilometers  of  this  distance  (4.4  miles)  was 
required  to  be  run  four  times.  This  gives  91.4  miles  of  duplicate  line  completed  in 
forty-seven  days,  1.9  miles  per  day.  The  full  party  was  under  pay  fifty-one  days. 
Field-work  was  done  on  thirty-six  days,  making  an  average  of  2.6  miles  per  day  for 
every  day  on  which  work  was  done.  Of  the  remaining  fifteen  days  nine  were  Sundays, 
four  were  rainy,  one  was  windy,  with  the  tents  inaccessible,  and  one  day  waa  spent  in 
connecting  with  a  stone  and  setting  a  water-gauge  at  **  West  End"  on  Lake  Pontchar- 
train. 

DISCUSSION  OF  RESULTS. 

.  There  were  five  discrepancies  in  the  season's  work  beyond  the  limits ;  four  of  these 
were  errors  of  10  millimeters,  and  one  of  20  millimeters.  It  is  pretty  well  determined 
that  these  all  occurred  by  allowing  the  rods  to  got  out  of  the  sockets  in  the  foot-plates. 
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These  sockets  are  Just  10  miUimeters  in  depth ;  every  time  a  train  passes  the  rod  is  taken 
oot,  and  in  replacing  it  the  rodman  is  very  careful  not  to  jar  the  plate.  Neither  should 
he  incline  the  rod  too  much  in  putting  it  back  for  fear  of  bringing  a  lateral  pressure 
on  the  plate  and  so  moving  it.  He  therefore  cannot  get  do'wn  to  look  at  it,  neither 
can  be  let  it  in  so  as  to  hear  the  click  as  it  drops  into  the  socket,  as  he  can  when  he 
first  sets  up,  so  that  some  of  those  errors  may  have  come  in  from  this  cause. 

Another  cause  would  be  the  strong  wind,  in  which  we  were  often  able  to  work  on 
aeconnt  of  the  protection  afforded  the  instruments  by  the  tents.  The  rods,  however, 
bad  no  protection,  and  it  was  with  the  greatest  difficulty  that  the  rodmen  managed 
to  keep  their  rods  in  place.  They  need  a  stick  to  brac«  up  the  rod  on  the  leeward  side, 
and  if  this  was  held  tirmly  against  the  rod,  the  wind  against  the  top^  would  tend  to 
lift  the  rod  bodily  out  of  the  socket.  One  of  the  rods  was  found  in  this  condition  one 
day,  the  spur  rest  iug  out  on  the  top  of  the  plate,  and  it  had  evidently  been  done  in 
this  way,  the  rodman  not  being  conscious  of  the  change. 

Aside  from  these  five  errors,  which  determinations  were  rejected  in  the  field  com- 
putation, there  were  no  discrepancies  beyond  the  limit  on  the  entire  line. 

A  number  of  stretches  were  run  a  third  and  fourth  time  to  reduce  the  probable  error, 
although  already  within  the  limit,  all  determinations  being  used. 

There  was  no  marked  divergence  in  the  plot  of  the  two  lines  until  the  last  two  weeks. 
This,  I  think,  was  caused  by  the  road-bed  becoming  very  dry,  there  having  been  no 
rain  in  that  time.  When  trains  pass,  the  whole  road-bed  is  shaken  somewhat,  and  if 
there  is  dry  sand  about  the  foot-plates  it  is  liable  to  work  under  them,  and  so  raise 
them  slightly.  The  discrepancies  are  in  the  direction  to  indicate  a  raising  of  the  foot- 
plates.   The  results  obtained  on  the  bridges  and  trestles  are  very  satisfactory. 

We  have  for  the  five  such  stretches : 


Locality. 


Distance. 


Nnmber 
of  lines. 


Kaxi- 
mum  dis- 
crepancy. 


Probable 
error  of 
mean. 


CbeflCentenr. . 

Sigoleto 

PwrlKiver  .... 
Bftj  Saint  Ixmis 
Moxi  Bridge... 


m. 

560 
1,100 

520 
3,700 
1,120 


1.8 
1.8 
0.9 
8.5 
8.5 


0.2 
0.2 
0.2 
0.5 
0.5 


Many  trains  passed,  both  while  crossing  these  bridges  and  also  between  the  different 
crossiogs.  The  evidence  is  conclusive  that  there  is  no  apx)reciable  settling  of  these 
piles  for  passing  trains.  The  probable  error  in  the  mean  for  the  entire  line  is  7  milli- 
meters. This  corresponds  to  a  probable  error  in  the  mean  of  0.60  millimeters  per 
kilometer,  a  degree  of  accuracy  not  hitherto  attained,  I  believe,  in  this  country. 

It  will  be  seen,  by  comparing  their  elevations  in  the  summary,  that  the  6-foot  mark 
on  the  Biloxi  gauge  is  25.5  millimeters  below  the  zero  of  the  CarroUton  gauge.  The 
keeper  thinks  mean  tide  is  a  little  below  the  6-foot  mark.  It  is  likely,  therefore,  that 
the  zero  of  the  CarroUton  gauge  will  prove  to  be  some  2  or  3  inches  above  mean  tide. 

The  work  is  much  indebted  to  the  attention  paid  to  it  by  Major  Harrod.  It  was 
throngh  his  influence  that  a  hand-car  was  obtained,  and  also  that  the  party  was 
allowed  to  occupy  various  club-houses  through  the  swamp  region.  The  oriranizatlon 
of  the  party  was  very  satisfactory.  Mr.  Ferguson  is  always  to  be  commended  for  the 
intelligence,  care,  and  conscientious  devotion  he  brings  to  the  work,  and  Recorders 
Bamel  and  Eastl  are  well  deserving  of  further  employment.  Mr.  Ramel  acted  as  an 
observer  on  31  stretches,  aggregating  24  miles,  on  only  one  of  which  was  the  discrep- 
ancy beyond  the  limit,  and  that  one  by  10  millimeters,  probably  an  error  of  the  rod- 
nan 

Very  respectfully,  your  obedient  servant, 

J.  B.  Johnson, 

Asnsiant  Engineer, 

First  Lieut.  SitfiTH  S.  Leach, 

Ccrpe  of  En^neers,  U,  8.  A.,  Secretary  MiaHseippi  Eiver  Commieeion,' 

h. — GRAFTON   TO  CHICAGO. 

Saint  Louis,  Septeniber  1, 1883. 
Sir  :  I  have  the  honor  to  submit  the  following  report  of  the  field  work  of  precise 
levels  from  Grafton  to  Chicago.     This  work  was  done  in  three  seasons,  viz: 
I.  Graffon  to  Keokuk,  151  miles,  done  May  21  to  August  30,  ISfel. 
n.  Keokuk  to  Fulton,  170  miles,  done  September  6  to  r^ovember  25,  1882. 
,     IlL  Fulton  to  Chicago,  170  miles,  done  May  2  to  August  7, 1883. 
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The  observers  for  all  this  work  were  O.  W.  FergcuBon  and  J.  B.  Johnson.  Each  ob- 
server had  a  recorder,  two  rodmen,  and  two  axmen  at  his  disposal,  thus  making  two 
separate  workiue  field  parties.  Both  parties  were  quartered  together,  and  were  in 
charge  of  J.  B.  Johnson.  From  Grafton  to  Keokuk  they  lived  on  a  quarter-boat ;  from 
Keokok  to  Chicago  they  found  accommodations  in  the  villages,  and  used  a  hand-ear 
to  go  to  and  from  work.  Of  the  491  miles  of  line  from  Grafton  to  Chicago,  406  miles 
were  run  on  railroads,  and  85  miles  along  the  ed^e  of  the  river  bank.  From  Grafton  to 
Savanna,  the  most  northerly  point  reached  on  the  river,  railroads  were  only  used  when 
they  were  in  close  proximity  to  the  river  bank. 

BENCH-MARKS. 

From  Grafton  to  Chicago  147  permanent  bench-marks  were  set,  110  of  which  may 
be  found  near  to  the  river,  between  Grafton  and  Savanna ;  of  the  remaining  Z7y  31 
are  on  the  line  of  the  Chicago.  Milwaukee  and  Saint  Paul  Railway,  from  Savanua  to 
Chicago,  and  6  in  the  city  of  Chicago.  These  bench-marks  are  nearly  all  copper  bolts 
leaded  into  natural  rock,  bridge  piers,  and  abutments,  foundations  of  buildings,  and 

US 
in  stones  set  in  the  irround.     They  are  generally  marked  with  the  letters    0 

PBM 
arranged  in  this  manner  about  the  bolt-head.    Most  of  them  are  set  horizontally  in 
vertical  walls  and  faces  of  rock,  and  the  balance  vertically  in  horizontal  surfaces. 
ThH  latter  are  more  convenient  to  connect  with,  but  are  more  liable  to  be  disturbed 
and  covered  from  sight. 

In  addition  to  these  permanent  benches,  connection  was  made  with  30  ''permanent 
bench-marks"  set  in  Colonel  Farquhar's  survey  of  the  Mississippi  River,  and  pub- 
lished in  the  Report  of  Chief  of  Engineers  for  1880,  page  1520. 

Temporary  benchmarks  were  set  about  every  kilometer,  or  whenever  the  work  was 
interrupted.  There  were  usually  points  of  natural  rock,  abutments,  spikes  in  stumps 
or  roots  of  trees,  or  in  the  trestle-work  over  piles,  or  else  stakes  driven  in  the  ground. 
Where  the  stability  of  the  temporary  bench  was  not  assured,  more  than  one  was  set ; 
in  this  case,  both  were  connected  with  a^ain  in  starting  from  them,  and  the  mean 
elevation  of  the  two  was  used  in  continuing  the  line.  With  but  one  exception,  no 
temporary  bench  was  ever  found  to  have  moved,  and  this  one  was  a  spike  in  a  cattle- 
guard  where  the  timbers  were  afterwards  found  to  be  decayed.  This  movement  was 
discovered  in  the  field,  and  the  line  continued  from  the  next  set  of  benches  back  on 
the  line. 

LOCATION  OP  LINB. 

The  location  of  the  line  run  is  as  follows : 

From  Grafton  to  Clarksville,  58  miles,  on  the  east  bank  of  the  river. 

From  Clarksville  to  Burlington,  135  miles,  on  the  line  of  Saint  Louis  and  Keokuk, 
and  Chicago,  Burlington  and  Quincy  railways,  on  the  west  bank. 

From  Burlington  to  New  Boston,  36  miles,  on  the  line  of  the  Chicago,  Burlington  and 
Quincy  Railway,  on  the  east  bank. 

From  New  Boston  to  Port  Louisa,  9  miles,  on  the  east  bank,  through  the  bottoms. 

From  Port  Louisa  to  Muscatine,  18  miles,  on  the  west  bank,  through  the  bottoms. 

From  Muscatine  to  Rock  Island,  29  miles,  on  the  line  of  the  Chicago,  Rock  Island 
and  Pacific  Railway,  on  the  west  bank. 

From  Rock  Island  to  Savanna,  58  miles,  on  the  line  of  the  Chicago,  Milwaukee  and 
Saint  Paul  Railway,  on  the  east  bank. 

From  Savanna  to  Chicago,  148  miles,  on  the  line  of  the  Chicago,  Milwaukee  and 
Saint  Paul  Railway. 

This  necessitated  crossing  the  river  four  times  with  the  line  of  levels,  viz,  at 
Clarksville,  Burlington,  Port  Louisa,  and  Rock  Island. 

At  Clarksville  aad  Port  Louisa  the  crossings  were  effected  by  simultaneous  readings 
with  two  instruments  on  opposite  sides  of  the  river,  the  midwire  bisecting  a  lar^e 
target  on  the  opposite  shore.  Sixteen  readings  were  taken  by  each  instrument,  m 
sets  of  tour,  which  were  as  follows: 

1.  Telescope  normal,  level  direct. 

2.  Telescope  normal,  level  reversed. 

3.  Telescope  inverted,  level  direct. 

4.  Telescope  iuvertetl,  level  reversed. 

Then  each  observer,  with  his  instrument,  crossed  over,  and  the  same  was  repeated. 
The  longest  readings  thus  taken  were  about  GOO  meters.    Very  good  results  were 
obtained,  the  probable  error  being  less  than  a  millimeter. 
At  Burlington  and  Rock  Island  the  crossings  were  made  on  bridges. 
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IKSTRUHKNT8. 

The  instramenta  TiBed  on  this  work  are  tlie  Kern  levels,  and  rods  similar  to  those 
used  in  the  precise  levels  of  Switzerland,  and  are  made  by  J.  Kem,  of  Aaraa.  -The 
iostroment,  with  tripod,  weighs  22  pounds.  It  has  three  steel  leveling  screws,  with 
enlarged  spherical  ends  at  bottom,  which  are  held  to  the  tripod  head  by  clamps 
fitting  over  the  spherical  enlargements.  The  wye  adjustment  is  by  means  of  a  thumb- 
ecrew  of  very  fine  thread,  so  that  the  last  final  centering  of  the  bubble  is  made  with 
this  screw.  The  bubble  tube  is  fixed  in  a  striding  wooden  case,  with  bra^s  ends  fit- 
ting on  the  collars  of  the  telescope.  The  bubble  case  has  a  gloss  cover  and  a  mirror 
that  may  be  raised  to  the  angle  of  45°  and  so  reflect  the  bubble  image  to  the  eye  of 
the  observer  at  the  eye-piece.  The  telescope  clamps  also  hold  the  bubble  case  in  posi- 
tion; this  is  removed,  however,  when  the  instrument  is  carried.  The  telescope  gives 
an  Inyerted  image.  The  reticule  has  three  horizontal  wires,  all  of  which  are  read,  and 
the  mean  taken  as  the  reading  of  that  sight.  This  also  gives  a  stadia  measurement  of 
the  distance. 

The  rods  are  3  meters  long,  made  of  two  pine  boards  with  a  T-shaped  cross  section, 
provided  with  an  iron  spur  at  bottom  with  a  flat  end,  and  a  watch  level  by  which  to 
hold  it  vertical.  They  are  graduated  to  centimeters,  and  are  read  by  estimation  to 
millimeters.    No  target  is  used. 

FIELD  METHODS. 

1.  Duplication. — In  all  this  work  the  lines  between  benches  have  always  been  dupli- 
cated by  running  the  second  line  in  the  opposite  direction.  From  Grafton  to  Keokuk 
the  duplicate  lines  were  run  by  difierent  observers,  Mr.  Fereuson  always  running 
north  and  Mr.  Johnson  south.  From  Keokuk  to  Chicago  each  observer  duplicatea 
his  own  work.  It  was  never  attempted  to  carry  two  lines  simultaneously  with  one 
instrument. 

2.  Obserraiioii.— Great  care  was  taken  to  always  get  the  back  and  fore  sights  equal 
in  length.  Since  the  interval  between  extreme  wire  readings  gave  a  stadia  measure- 
ment of  the  distance,  the  recorder  knew,  by  means  of  the  continued  sum  of  back  and 
fore  sight  intervals,  at  all  times,  what  the  total  diiference  was,  and  could  instruct 
the  rodman  to  make  the  requisite  correction.    This  was  carefully  attended  to. 

The  bubble  was  always  read  by  the  observer  in  the  mirror  set  for  that  purpose. 
This  was  read  by  the  observer's  left  eye,  without  removing  his  right  eye  from  the 
e^e  piece.  There  was  a  small  parallax  on  the  bubble  when  the  eye  was  in  this  posi- 
tion, but  since  the  error  was  constant  for  both  back  and  fore  sights,  it  was  eliminated. 
From  Grafton  to  Keokuk  the  bubble  was  brought  approximately  to  the  middle  and 
read,  and  a  correction  applied  for  its  eccentric  position.  From  Keokuk  to  Chicago, 
the  bobble  was  brought  carefully  to  the  center  and  held  there  by  means  of  the  very 
delicate  wye  adjusting  screw,  so-  that  there  were  no  corrections  for  bubble  displace- 
ment on  this  part  of  the  work.  The  latter  method  was  found  to  be  about  as  con- 
venient in  the  field,  and  it  saves  much  work  in  reduction. 

In  connecting  with  horizontal  benches  it  was  the  comn\on  practice  to  set  the  in- 
Btmment  on  a  plane  with  the  bench  and  make  the  middle  wire  bisect  the  small  hole 
in  the  center  of  the  bolt,  reading  both  back  sight  on  rod  and  fore  sight  on  bolt, 
▼ith  the  telescope  in  both  normal  and  inverted  positions.  This  was  necessary,  be- 
canse  three  wires  were  read  on  the  rod,  and  the  middle  wire  did  not  exactly  coincide 
with  the  mean  of  the  three. 

The  rod  supports  used  in  1881  and  1883  were  iron  foot-plates  of  some  18  square  inches 
aiea,  triangular  in  shape,  having  a  handle,  3  spurs  at  bottom,  and  a  socket  in  the  top, 
with  a  convex  bottom  to  receive  the  spur  of  the  rod.  In  1882  iron  pins  were  used 
in  addition  to  the  foot-plates,  or,  in  place  of  them,  on  portions  of  the  line  where,  from 
onr  experience,  they  were  thought  to  be  better  than  the  plates.  This  was  on  alluvial, 
moist,  or  springy  ground,  where  the  plates  were  liable  to  change  their  elevation. 
Sometimes  in  the  woods  it  would  be  almost  impossible  to  get  good  solid  earth  on 
which  to  set  the  plate.  The  pins  were  found  to  work  very  well  in  these  places,  but  in 
loose  earth,  as  sand  or  unpacked  gravel,  the  foot^-plates  are  greatly  superior.  If  but 
one  kind  of  support  is  to  be  used  under  all  conditions,  the  foot-plates  are  preferable. 

INBTRUMSNTAL  CONSTANTS  AND  ADJUSTMENTS. 

The  value  of  one  division  of  the  level  bubble  in  seconds  of  arc  was  determined  two 
or  three  times  each  field  season,  also  the  difference  in  the  diameters  of  the  telescope 
eoDars,  and  the  correction  therefor,  and  the  value  of  the  wire  intervals.  Ihe  adjust- 
ment of  the  bubble  tube,  and  the  line  of  collimation  of  the  mean  of  the  three  wires, 
to  the  axis  of  the  telescope  collars,  was  made  or  examined  every  time  the  instruments 
were  set  np,  and  again  on  closing  a  stretch.     In  the  former  case  the  error  of  paral- 
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lelism  was  made  very  small,  and  in  the  latter  its  absolute  valae,  in  seconds  of  aro, 
was  found  by  reversed  readings.  These  values,  found  at  the  close  of  the  stretch, 
called  corrections  for  "inclination"  and  "collimation,"  together  with  the  correction 
for  inequality  of  collars,  called  the  "  pivot"  correction,  were  all  evaluated  for  the  re- 
sidual difference  in  distance  between  sums  of  back  and  fore  sights,  and  the  resulting 
correction  applied  to  the  computed  elevation  of  the  forward  benches.  The  algebraic 
sums  of  these  corrections  seldom  amounted  to  more  than  one  or  two-tenths  of  a  milli- 
meter, on  account  of  the  care  taken  to  keep  the  back  and  fore  sights  .equal. 

The  corrections  resulting  from  the  condition  of  the  instrument  at  the  close  of  the 
stretch  were  alone  used,  because  where  constant  care  had  been  exercised  to  keep  the 
back  and  fore  sights  balanced  up,  the  residual  difference  would  usually  be  made  on 
the  last  one  or  two  settings. 

PB0GRES8. 

The  following  table  shows  the  rates  of  progress  made  in  the  three  seasons : 


Item. 

Grafton  to 
Keokak. 

Keoknkto 
Folton. 

Fnltonto 
Chicago. 

Grafton  to 
Chicago. 

LoDgthof  line 

151 
94 
73 
l.« 
2.1 

170 

81 

68 

2.1 

2.9 

170 

08 

67 

1.7 

2.6 

491 

ITamber  of  days  in  entire  field  season 

278 

Number  of  dayn  in  "whioh  "work  wimi  done 

198 

Average  daily  nm  in  miles  for  entire  seaaon 

1.8 

Average  daily  ran  in  miles  for  working  days 

2.5 

These  average  runs  may  be  taken  as  finished  duplicate  work  by  the  two  parties  or 
as  single  line  by  one  party. 

The  greater  progress  made  in  the  season  of  1882  was  due  to  the  good  weather  and 
the  use  of  the  hand-car  and  the  observing  tents.  These  latter  were  made  to  be  used 
on  the  Gulf  coast  to  protect  the  instrument  from  the  wind.  They  are  5  by  6  feet  wall- 
tents,  with  one  8- foot  center  pole,  held  at  bottom  by  eight  steel  pins.  They  allowed 
work  to  be  done  on  many  days  when  it  would  have  been  impossible  without  them. 

CONNECTIONS  AT  CHICAGO. 

The  object  of  carrying  the  line  to  Chicago  Was  to  connect  with  Lake  Michigan. 
The  Lake  Survey  had  determined  the  elevation  of  certain  bench-marks  at  Milwaukee, 
as  well  as  the  mean  elevation  of  Lake  Michigan,  for  the  months  of  May,  June,  July, 
and  August,  1875,  and  also  the  mean  elevation  of  the  lake  from  January  1,  1860,  to 
December  31,  1875,  above  mean  sea-level  at  New  York  City. 

At  Chicago  a  gau^e  had  been  read  three  times  a  day  at  the  crib,  being  the  entrance 
to  the  tunnel  two  miles  from  shore,  since  1872.  Thisgauge  had  apparently  remained 
undisturbed  since  it  was  first  set.  Its  zero  was  set  at  8.01  feet  above  city  directrix 
by  spirit  levels  carried  through  the  tunnel.  In  1878  a  water-level  connection  of  great 
accuracv  was  made  by  the  present  city  engineer,  Mr.  S.  G.  Artingstall,  between  the 
crib  and  the  shore,  and  the  crib  gauge  was  found  to  be  0.246  foot  too  low  by  the  shore 
benches.  The  crib  gauge  was  taken  as  correct,  however,  and  corrections  applied  to 
the  shore  bench-marks.  By  this  decision  the  city  directrix  is  a  point  8.01  feet  below 
the  zero  of  the  crib  gauge. 

The  line  of  precise  levels  was  joined  with  eight  city  benches  and  with  the  crib 

luge  by  water  levels.    These  water  levels  consisted  in  reading  3  gauges  on  shore  and 

at  the  crib  every  five  minutes  for  seven  consecutive  houre  ou  a  calm  day.  This  con- 
nection from  shore  to  crib  agreed  with  that  of  the  city  engineer  in  1878  to  the  nearest 
thonsandth  of  a  foot. 

Having  thus  joined  the  line  of  precise  levels  with  the  zero  of  the  crib  gauge,  it  re- 
mained only  to  obtain  a  comparison  of  gauge-readings  at  Chicago  and  Milwaukee  to 
transfer  the  Milwaukee  elevations  to  Chicago.  Thus  the  Mississippi  River  line  of 
precise  levels  is  joined  to  the  United  States  Lake  S^irvey  line  of  levels  from  New  York 
City.  (For  a  description  of  the  determination  of  the  elevation  of  the  Great  Lakes, 
see  Professional  Papers,  Corps  of  Engineers,  No.  24,  p.  595.) 

The  following  recorders  have  assisted  on  the  work:  A.  Ramel,  P.  P.  Sanborn,  A 
L.  Amer,  E.  K.  Woodward,  jr.,  and  S.  J.  Fitzhngh,  all  of  whom  discharged  their 
duties  with  credit.    My  assistant,  Mr.  O.  W.  Ferguson,  deserves  especial  mention  for 
the  accuracy  and  rapidity  with  which  he  has  always  done  his  wonc. 
Very  respectfully,  your  obedient  servant, 

J.  B.  Johnson, 
United  States  A$9istant  £ngmeer. 

First  Lieut.  Smith  S.  Leach, 

Secretary  Mississippi  Biver  Commission, 
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3.  Report  an  reduction  of  precise  levelSj  hy  L,  L.  Wheeler ^  ttssietant  engineer, 

Cottonwood  Point,  Mo., 

Ocioler  29,  1883. 

Sir:  I  have  the  honor  to  submit  the  following  report  upon  the  rednction  of  precise 
levels,  made  under  my  direction,  lliese  levels  include  the  following  sections:  From 
CuToilton,  La.,  to  Biloxi,  Miss.,  a  distance  of  140  kilometers;  from  Grafton,  111.,  to 
Cairo,  111.,  a  distance  of  346  kilometers ;  from  Keokuk,  Iowa,  to  Grafton,  111.,  a  dis- 
tance of  ^2  kilometers ;  and  from  Keokuk,  Iowa,  to  Fulton,  111.,  a  distance  of  ^iffl 
kilometers. 

In  the  redactions  made  under  my  direction,  the  greatest  care  has  been  taken  that 
no  errors  of  computation  should  enter  into  the  results.  All  reductions  have  been 
checked,  either  by  comparison  with  the  corrected  field  reduction,  or  by  two  persons 
computing  the  same  results  independently.  It  is  therefore  believed  that  the  results 
here  given  may  safely  be  taken  as  the  correct  ones  resulting  from  the  observations. 

In  these  four  sections  the  instruments  used  were  alike,  and  the  method  of  field  work 
nearly  the  same  throughout. 

The  instruments  and  rods  were  manufactured  by  J.Kern,  of  Aarau,  Switzerland, 
and  are  similar  to  those  described  in  the  Report  of  the  Chief  of  Engineers  for  1877, 
puEeligO. 

Table  A  shows  the  various  determinations  of  the  instrumental  constants  up  to  the 
date  of  the  completion  of  the  line  from  Keokuk  to  Fulton. 

Table  B  sbows  the  instrumental  constants  used  in  reducing  the  notes  of  each  section, 
and  the  computers'  names.  In  this  table  t  and  i'  are  the  angular  distances  of  the 
upper  and  lower  wires,  respectively,  from  the  midwire,  and  I  is  the  angular  dis(.anoe 
between  extreme  wires.  The  remainder  of  the  table  is  sufficiently  explained  by  the 
beadings  of  the  columns. 


Table  A. — Constants  for  Kern  levels  and  Kern  level  rods, 

[p  to  for  "piyot  correction,"  or  correction  for  inequality  of  telescope  rings.  It  is  the  anpnilar  correc- 
tion to  be  applied  to  the  line  of  collimation  to  redace  it  to  the  horizontal  plane  of  the  upper  surface 
of  the  rings,  v  is  the  yalue  of  one  division  of  the  level  tube  in  seconds  of^  arc.  L  is  the  length  of  a 
threft'nieter  rod.] 


ISxaaibei  of  instroment. 


Constant. 


Date. 


No.  of 
observa- 
tions. ' 


Probable 
error. 


Bemarks. 


KenikiTel 


1 

p=z 

-0.34 

1 

p  = 

-l.M 

1 

v  = 

—  1.50 

1 

v  = 

-2.66 

1 

p  = 

-1.38 

1 

p  = 

—  3.62 

1 

p  = 

—  1.91 

1 

pzs 

—  2.46 

2 

p  = 

+  0.09 

2 

p  = 

+  0.50 

2 

p  = 

+  1.H4 

8 

p  = 

+  2.53 

8 

p  = 

+  0.17 

3 

p= 

+  0.19 

8 

p  = 

+  1.10 

3 

p  = 

+  2.71 

3 

p  = 

—  0.37 

5 

p  = 

—  1.85 

Ltabe 2 

V  = 

4.08 

2 

V  = 

3.83 

2 

V  = 

4.40 

2 

V  = 

5.60 

2 

V  = 

4.61 

8     r=» 

3.06 

3 

V  = 

3.2.'> 

3 

V  := 

3.27 

3 

V  = 

3.22 

3 

V  = 

2.90 

3 

V  = 

3.24 

3 

V  = 

3.04 

3 

V  = 

8.21 

3 

V  = 

3.19 

5 

t  s 

2.94 

5 

V  =: 

2.85 

5 

f>  = 

2.76 

5 

V  a: 

2.86 

7  i  r  = 

4.25 

U 

P  = 

2.66 

Aug.  14, 1880  , 
Mav  24.  \St^l 
Aug.  11,1881 
Aug.  27,  li-Sl 
Fob.    3, 1KJ.2  1 
Mav  11.1882 
Juii«24, 1882  I 
Dec,  20. 1882  ' 
Aug.  16,  li^hO 
Oct.   12, 1880  ' 
Jan.     H,  1881 
Mav  20, 18«1  I 
1- t'b.    4. 1882  I 
Mav  11, 1882 
Juue24, 18«2 
Sopt   6,  18.V2 
Dec.  21,^82  ' 
¥(ih.    i,  188i  I 
Aug.  U,  1^80 
Aug.  16, 18S0 
Aug.  19, 1880 
Jan.     8,  lJ-81 
M.ar.  15,  lr81 
Oct.     7, 1S80 
Oit     9.  IhSO 
Jan.    7,  IKSl 
Ort.    14, 18'<1 
Miiv  24,  1881 
Aug.   9, 1S81 
Aug.  27  18S1 
May    6, 18h2 
June  23, 1882 
Mav  25, 1881 
Aug.   9.1881 
Aug.  27, 1881 
Mav    7,1882 
Aug.  13, 1880 
Aug.  21, 1880 


42 
10 
10 
10 
7 

14 
10 
8 
4 
8 
16 
8 
5 
14 
10 
6 
8 
5 
74 
33 
37 
23 
31 
24 
28 
32 
30 
10 
10 
10 
6 
12 
6 
36 
10 
6 
80 
19 


0.30 
0.18 
0.05 
0.06 
0.09 


0.06 
0.13 
0.03 
0.07 
0.02 
0.03 
0.11 


±  0.06 


±  0.10 
±  0.05 


±0.04 
.-b  0.02 
±  0.03 


±  0.02 
±  0.01 

dr   0.08 
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Table  A. — Constanta  for  Kern  levels  and  Kern  level  rods — ContioiLed. 


Number  of  instniment. 


Kern  loveling-rod X 

X 

XI 

XI 

XII 

xn 
xni 


XIII 

xrsT 

XV 
XVT 

xvn 


ConHtant. 


L= 
L= 
L= 
L= 


L= 
L= 
L= 

L= 


Pate. 


L=       3.000011  jli-J^jSI?} 
L=       3.000280       Aug.,  1882 
L=       3.000102    {i:-^j«i} 


No.  of 

observa- 

tiona. 


8.000303 
2.990919 
8. 000113 
3.00C070 


8.000293 
3.  000029 
3.000159 
8.  OOOO')^ 
8.000133 


Aug.,1882 

C  June,  1880  ) 
{  Aug.,1882  5 

Aug.,  1880 

C  June,  1880  \  \ 
{Aug..  1882  $1 

Aug.,1882 
An<:.,18b2 
Aug.,1882 
Aug.,1882 
Aug.,1882 


Probable 
error. 


Bemarka. 


rMoan  of  Lake-Snrrej 
determinat'ona,  and 
tiioae  in  office  of  Mis- 
sisarppi  Kiver  Com- 


'Mean  of  Lake-Sarvev 
determinatioDs,  ana 
those  in  office  of  Mia- 
sisaippi  Biver  Com- 

,    miaaiun. 

''Mean  of  Lake-Snrvey 
determinationa,  and 
those  in  office  of  Mis- 
sissippi Biver  Cona- 


sissippi  J 
mission. 


f  Moan  of  Lake-SnrroT 
I  determinationa.  and 
those  in  office  of  Mia- 
siasippi  Biver  Con- 
mil 


siasippi  1 
mis^on. 
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Accompanying  this  report  are  t-ables  of  results  and  deacriptions  of  the  permanent 
bench-marks. 

In  the  tables  of  resnlts  column  l^ives  the-bench-mark,  T.  B.  M.,  signifying  tempo- 
rary bench-mark,  and  U.  S.  P.  B.  M.,  signifying  United  States  permanent  bencD-mark. 

Column  2  contains  the  distances  in  kilometers  from  the  initial  bench-mark. 

Column  3  gives  the  direction  in  which  the  line  was  leveled. 

Colomn  4  gives  the  successive  differences  of  elevation  in  meters  between  bench- 
marks, and  the  mean  of  such  determinations. 

Column  5  gives  the  residuals  found  by  subtracting  each  determination  from  the 
mean. 

Column  6  gives  the  probable  error,  r,  of  the  mean  in  column  4,  computed  by  the 
formula 


r=  ±0.6745 


Column  7  gives  the  probable  error  E,  of  the  mean  elevation  of  each  permanent 
bench-mark  as  computed  from  the  beginning  of  the  section. 

Column  8  gives  the  elevations  of  all  bench-marks  referred  to  the  Cairo  datom 
plane,  which  is  S^.84  feet  below  the  zero  of  the  United  States  Engineers'  gauge  at 
Cairo,  HI. 

Column  9  gives  the  corrections  which  are  to  be  applied  to  the  elevations  in  colnmn 
8  to  reduce  them  to  standard  meters. 

Column  10  gives  the  corrected  elevations  referred  to  the  same  datum  plane. 

Column  11  gives  the  initial  of  the  observer  for  each  determination. 

**  J  "  is  for  Assistant  J.  B.  Johnson. 

"F"  is  for  Assistant  O.  W.  Ferguson. 

''  P''  is  for  Assistant  J.  A.  Paige. 

"8"  is  for  Recorder  E.  H.  Sankee. 

"  B ''  is  for  Recorder  H.  P.  Bourne. 

"  Sn"  is  for  Recorder  P.  P.  Sanborn. 

"  R"  is  for  Recoi-der  A.  Ramel. 

Column  12  indicates  the  nature  of  the  support. 

The  above  report  is  respectfully  submitted. 

L.  L.  Wheeler, 
Aniatant  £!nginemr. 

First  Lieut.  Smith  S.  Leach, 

Secretary  Miseissippi  River  Commission, 


Sesulta  of  precise  leveling. 

CABROLLTON.  LA..  TO  BILOXI.  MISS. 
rBench-marlLi  marked  with  an  asteriak  are  not  in  main  line  of  levels.! 


Bench. 


I 


V. 


C.  and  O.  S.  1.  Car- 
rolltoD. 

*B.  M.  HamiMon. 
(Re-efitab]iflIi(Hl 
byM^J.HoweU) 


*B.  M.  Hampeon 

(WilliamR). 
•B.M. 3,  Ripley... 


Km. 


Mm. 


2£m, 


Mm. 


Mm. 


M. 

t9.0272 


-0. 3732 
— 0. 3710 


+  1.1 
—1.1 


0.7 


&6551 


Mean. 


—0. 3721 


— 0. 1980 


+0.  7479 
-f0.74«3 
-f  0.  7477 


+0.1 
—0.3 
+0.3 


0.1 


&8202 
0.7752 


F. 
F. 


F. 

F. 
F. 
J. 


Mean. 


+0.7480 


t  P.  R  M 1,  CaiTollton.  below  P.  R  M  1 ,  Greenville  -37. 0619  M,  fnrniabed  in  mannscript  by  the  United 
Statea  Coant  and  Geodetic  Snrvey.  Office  Report,  641,  A.  C.  P.  B.  M.  1»  GreenTllle  above  Calio 
datom  46.0801  M.    Report  for  1882,  page  74. 
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BeBulU  of  preciae  levelinff — Continned. 
CASBOLLTON,  LA.,  TO  BILOZI.  HISS.-Continiied. 


^ 

1 

1 

jl 

V. 

r. 

B. 

i 

1 

j. 

i 

•&lL4.Ripl»7... 

Km, 

IT. 

+0.4«09 
+0.4010 
+0.4017 

Mm. 
+  1.0 
—0.1 
-0.8 

—0.1 
+0.1 

+0.2 
^.2 

Mm. 
0.4 

Mm. 

M. 
9.5181 

Mm. 

Jf. 

F. 

Mean.. 



P. 

J. 

0.1 

9.0303 

+0.4000 

*B.lf.5^Biiziie7  .. 

+0.0032 
+0.0030 

F. 

Mean.. 

J. 

0.1 

10.6402 

+aoo3i 

*14-lbot  mark  of 

+L6128 
+L6132 

P. 

water  eaage, 
Carxoa&i. 

•U.  &  P.  &  If . 

Meao.. 

J. 

9.1478 
7.7655 

7.8698 

0.0 

9.1478 

+L6130 
+0.1206 

J. 

"Canollton.** 
•CitTaii.marked 

rrx     M.     B., 

Joae,  1874]. 
T.&M.1.... 

— L  2617 

J. 

LOS 

&38 
8.90 

3.06 
5.02 

0.65 
1L48 

1L74 
5i66 

6L74 

B 

E 

W 

W 

Mean.. 

B 

W 

Mean.. 

B 

W 

W 

Mean.. 

+L2 
+  1.1 
—3.6 
+L1 

-0l8 

+a7 

0.0 

0.0 

—0.1 

0.8 

—1.6586 
—1.6585 
—1.6538 
—1.6585 

J. 

J. 



P. 

P. 

0.5 

7.4840 

—1.6574 

T.BLM.S 

+0. 1150 
+0.1135 

J. 

P. 

0.0 

0.9 

6.9408 

—0.1 

6.9402 

+0.1142 

V.&P.&1C.1..., 

—0.5437 
—0.5437 
-0.5436 

J. 
P. 

P. 

7.7033 
6.4774 

—a  5437 

•City  ■tone  at  In. 
tenectionWaah- 
inmoo  and  Car> 
rollion  aienuea. 

T.BL1L8    

+0.2703 

J. 

B 

W 

Mean.. 

±1:1 

L2 

-0.4647 
-0.4011 

J. 

P. 

7.9870 
7.6305 

7.6753 

-0.4620 

•CUr  stone,  "Half. 

way  Honso.'* 
*fllS.foot  mark  of 

+  1.6006 

J. 

-0.3475 

P. 

canxe  at  Weat 
ln.CN.0 
*&lf.'*Heifflitof 

—0.1 
0.0 

+1.9 
—2.0 

-0.2 

+a2 

0.0 

+0.0350 
+0.0358 

p. 

Metaiiie&idga." 

Mean.. 
B 

w 

Mean.. 

B 

W 

Mean.. 

P. 

L3 

6L5052 

+0.0358 

T.BLM.4 

+0.0250 
+0.0298 

+0.0278 

J. 

P. 

0.1 

7.8089 

T.BLM.S 

+0.7989 
+0.7985 

B. 

P. 

+0.7087 
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Keaulta  of  precise  leveling — Contiuaed. 
CARROLLTON,  LA..  TO  BILOXI,  MISS.— Continued. 


Bench. 

5 

1 

h 

V. 

r. 

R. 

i 

1 

|i 

O 

•TJ.S.P.B.M.2... 

•City  stone  in  city 
park. 

Km. 
6.76 

&14 

&30 

9.27 

8.63 

11.86 

12.57 

18.88 

14.86 

16.20 

1&55 

19.29 

2a  26 

20.90 

E 

W 

Mean.. 

E 

W 

Mean.. 

E 

W 

Mean.. 

E 

W 

Mean.. 

E 

W 

Mean.. 

E 

W 

Mean.. 

E 

W 

Mean.. 

E 

W 

Mean.. 

E 

W 

Mean.. 

E 

W 

Mean.. 

E 

W 

Mean.. 

E 

W 

Mean.. 

E 

W 

Mean.. 

B 

W 

Mean.. 

21. 
+  1.8556 
+  1.8552 

+  1.8554 

—1.  3546 

Mm. 

—0.2 
+0.2 

+^.8 

2rm. 
ai 

0.5 

Mm. 
2.0 

9.1593 
7.8055 

Mm. 
0.0 

M. 
9.1503 



—1.3530  —0.8 

- ... 

F 

+0.7 
—0.8 

—0.0 

0.5 

2.1 

7.6747 

-0.1 

7.6746 

—1.3538 

U.aP.B.M.8.... 

-f  0.3701 
+0. 3710 

0.6 


7.7889 

T.B.M.7 

+0.3708 
+0.  IIJI 

R. 

+0.1133  :-4-0.9 

B*. 

0.9 

7.5813 

+0. 1142 

T.B.M.8 

—0. 20JH) 

4-1.4 

K. 

—0.2063 

-1.3 

+  1.6 
-1.6 

+0.7 

B» 

LI 

7.7933 

—0. 2076 

T,RM.ftx--r 

+  0.2124 
+0.2150 

0.4 

7.0683 

T.B.M.10 

+0. 2140 
—0. 7277 

JB^ 

—0.7264   —0.6 

B" 

-i-1.9 

1.2 

7.4953 

• 

T.B.K.12 

—0.7270 
+0. 41251 

R. 

+0.4288  —1.8 

+0. 4270 

+0.0004   —1.2 
+0.0009   +L3 

y 

T.B.K.18 

0.8 

7.5035 

?- 

0.6 

7.6911 

+0.0082 

T.B.M.14 

+0.1H84 

—0.8 

Tt 

+0.1867  4-0.9 

F. 

0.3 

7.1658 

+  0.1876 

T.B.M.16 

—0.  5-'57 
—0.5249 

+0.4 
—0.4 

+0.1 

F, 

1 

0.1 

7. 1126 

T.RM.16 

—0.  5253 

"i-yoi^T 

F. 

—0.0530  :— 0.2 

+0.9 

0.6 

7.6648 

—0. 0532 

T.B.M.17 

+0.5513 

R. 
F. 

+0.  5530 

-0.8 
+  0.4 

0.2 

7.3072 

T.B.M.18 

+0.  5522 
—0.  35S0 

—0.3573  —0.3 

—0. 3576 
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Befults  of  precise  leveling^Cojitmned, 
CARKOLLTOy,  LA.,  TO  BILOXI,  MISS.--C<mtinned. 


Bench. 

1 

1 

s 

V. 

r. 

R. 

j 

1 

1 
f 

j 
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E. 
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1 

pi 

1. 

0 
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Km, 
125.42 

1-26.61 
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129.77 

130.81 
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133.22 
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13&17 

136l61 

137.43 

13&04 

130.00 
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W 

Mean.. 

E 

W 
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E 

W 
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E 

W 

Mean.. 

E 
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E 

W 
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E 

W 

Mean.. 

E 

W 

Mean.. 

E 

W 

Mean.. 

E  
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Mean.. 

E 
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E 
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Mean.. 

E 

W 

Mean.. 

E 

W 

Mean.. 

If. 

+0.5081 
-f0.69«7 

Mm. 

+0.3 
-0.3 

+0.8 

+0.6 
-0.7 

—0.1 
+0.1 

+  2.6 
-2.4 

—1.4 

+L4 

+  L0 
-1.0 

+0.8 
-0.9 

+1.6 
—1.6 

+0.5 
-0.6 

+0.4 

-a4 

+0.0 

+0.4 
-0.3 

+0.2 
-0.2 

0.2 

Mm, 

M. 

14.1797 

Mm. 

M. 

J. 

p 

0.6 

13.6037 

+0.5084 

XB.M.88 

"^."4868" 
—0.4851 

J. 

• 

2> 

0.4 

14.8107 

--0.4860 

T.BLM.89a]id89a. 

+0.6-J24 
+0. 6237 

J. 

F 

0.1 

7.6 

14.2320 

+a2 

14.2322 

+0.6230 

•U.aP.B.M.17.. 

—0. 0846 
—0.0848 

—0.0847 

J. 
F 

1.6 

14.6101 

T.B.M.90a]id90a. 

-1-0.2900 
+0.2058 

J. 

F 

0.9 

15.2277 

+0.2034 

T.BLM.91 

+0.6100 
+0. 6102 

J 

F 

0.7 

13.6027 

+  0.6176 

T.&lL92ai>d92& 

—1. 6360 
—1.6340 

J. 

jf 

0.6 

14.3605 

—1.5350 

T.&M.93Aiid93a. 

+0. 6C70 
+0.6G87 

fT. 

F. 

1.0 

13.6089 

+0.6678 

T.SL1L94 

—0.7531 
-0.7501 

J". 

F. 

0.4 

11.6269 

-0. 7516 

T.B.lL05aad95a. 

—1. 0825 
-1, 0814 

J. 

F. 

0.8 

7.9 

13.1004 

+0.2 

iai006 

-1. 0820 

•xr.ap.Rii.i8.. 

+1.4731 
+1. 4730 

J. 
F 

0.6 

10  1289 

T.B.li.M 

+-1.4735 

—1.4071 
—1.4080 

J 

F 

0.2 

7.0 

&5125 

0.0 

a  5126 

-L4080 

F.&P.&1C20... 

—1.6168 
-1.6161 

B. 
F. 

0.1 

7.9 

&1680 

ao 

a  1680 

-1. 6164 

*u.ap.B.M:i9.. 

-0.3447 
-0.3443 

B. 

-0.8445 
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"Pm^h- 


11 


V. 


I 


Tr.ap.B.H.21. 


8-foot  mark  of  tide- 
gauge  at  Bilozi. 


Km. 
140.02 


140.06 


S.. 

w. 

E.. 

W. 


jr. 

-1.8027 
-1. 8010 
-1.7903 
-L8022 


Mm. 
+1.4 
—0.8 
.0 
+0.0 


Mm, 

0.5 


Mm. 
&0 


M. 
6. 7112 


Mm. 
—0.1 


jr. 

6.7111 


Hean. 


-1.8013 


E.. 


+0.2886 
+0.2894 


+0.4 
—0.4 


0.8 


8.0 


6.9502 


6.9501 


J. 
F. 
B. 
F, 


F. 
F. 


Hean. 


+0.2890 


GBAFTON,  nX.,  TO  CAIBO.  ILL. 


TT  A  P  B  H.  1 

134.6098 
133.6286 

+0.8 

134.5101 

T.B.H.4  ..-.., -T- 

0.05 
0.48 

0.65 

N 

8 

Hean.. 

8 

K 

8 

N 

N 

8 

N 

8 

Hean.. 

8 

N 

Hean.. 

-0.8814 
-0. 8811 

--0.1 

0.1 

F. 

F. 

1.3 

133.7634 

-0.8812 

T  B.H.S...T 

+0.1305 
-0.1418 
+0. 1335 
+0. 1885 
+0. 1471 
+0.  J  249 
- -0.1407 
+0.1264 

F. 

F. 

F. 

(Biver    crossing, 
Illinois  BlTer.) 

F. 

-4.0 

tit 

+4.8 

-1.8 
+1.2 

P. 

p. 

p. 

P. 

0.8 

1.5 

136.3642 

+0.3 

136.8645 

+0.1348 

TT.aP.BH.2.... 

+2.6021 
+2.5096 

F. 
F. 

185.3311 
189.3118 

+2.6008 

*H.H.  mark,  July 

9.1880. 
U.aP.BH.8.... 

2.68 

8.58 
4.28 

8 

N 

N 

Hean.. 

8 

N 

Hean.. 

8 

N 

8 

Hean. 

+2.9416 
+2.9512 
+2.9484 

-f5.5 
-4.1 
-L3 

0.0 
0.0 

+3.4 
-2.0 
"L8 

L9 

2.4 

+0.3 

139.3116 

P. 
P. 

...... 

p. 

0.0 

1345454 

+2.9471 

T  BH.3 

-4.7659 
—4.7659 

p. 

p. 

1.1 

2.7 

142.0716 

+0.3 

142.0719 

-4.7659 

Tr.&P.BH.4.... 

+7.6'228 
--7.5282 
-f7.6275 

P. 
p. 

p. 

137.6846 
189.4296 

+7. 6262 

*219.foot  m^rk  of 

_gaageatOrafton. 
Haokensie,B.H.. 

4.48 
5.25 

8 

N 

Hean.. 

N 

8 

N 

8 

Haan.. 

-2.6422 
—2.6417 

-H).2 
—0.8 

+9.1 
lo.5 
+8.2 

0.2 



p. 

P. 

4.2 

138.8892 

—2.6420 

T.BH.5 

—5.5997 
-5.5901 
—5.6988 
—5.5781 

P. 

P. 

P. 

F. 

—5.5904 
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Bench. 

1 

1 

V. 

r. 

B. 

1 

1 

1 

1 

1 

17.8.P.BwM-5.... 

JTm. 
ia68 

13.87 

14.88 

1S.8» 

16.83* 
1&02 
10.13 

U.78 
2L13 
22.29 

8 

If 

8 

N 

Mean.. 

I:- 

Mean.. 

8   

N 

N 

Mean.. 

S 

K 

Mean.. 

8 

N 

Mean.. 

N 

8 
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Mean.. 

8 

N 

Mevi.. 

N 

8 

Mean.. 

8 

N 

8 

Mean.. 

8 

K 

Mean.. 

8 

N 
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Mean.. 

8 

N 

Moan.. 

N 

8 

Mean.. 

M. 

4-7.6875 
+7.SM4 

Mm. 
+3.5 
-3.4 

-3.3 
+3.2 

+a7 

-0.7 

+4.0 
-5.8 
+L8 

+0.8 
-0.8 

-1.2 

+1.2 

-4.8 
+6.7 
-0.8 

-2.0 
+1.0 

-1.6 

+L6 

-1.0 
-0.1 
+1.0 

-0.7 
+0.6 

+2.0 
+2.2 

-1,2 

+1.3 

tSil 
-4).6 

Mm. 
2.3 

Mm. 
6.6 

M. 
14L4802 

Mm. 

+0.3 

M. 

14L4305 

P. 
p. 

2.2 

13L  8112 

+7.5010 

T.B.lf.14 

-0.6157 

-0.6190 

- 

P. 

P. 

0.5 

13L0408 

X  Bt.  Iff.  15  . .  T 

+0.1370 
+0.1393 

P. 

P. 

2.0 

18L10e& 

+0.1386 

T  B.lff.10 

-0.8463 
—0.8355 
-0.8431 

P. 

P. 

P. 

a6 

6.8 

13&0886 

+0.8 

136.0839 

-a  8418 

TT.&P.Bwlfltt.... 

+8.0243 
+3.0250 

P. 
P. 

0.8 

133.8868 

+3.0251 

T  Bb  Iff.  M  . . . 

~LI456 
'  L 1480 

P. 

P. 

2.1 

18L8860 

-1.1468 

T  Bb  M.20           

-2.4954 
-2.6050 
—2.4994 

P. 

P. 

P. 

L8 

18L66M 

-2.6002 

T  B.M  21 

+0.2852 
+0.2813 

P. 

P. 

LI 

130.0204 

+0.2832 

T.B.M.23 

-1.  «478 
- 1. 6510 

P. 

P. 

0.4 

186.5000 

—1.6494 

T  B.M.29   -   

+6.4806 
+5  4797 

+5.4786 

P. 

P. 

P. 

0.4 

6lO 

14a  7178 

+0.8 

143.7181 

+5.4796 

•IT  a  P  H.  Iff .  7    . 

+8.2(85 
+8.2172 

P. 

23.77 

24.03 
27.76 

P. 

L7 

130.7770 

+a2178 

T.B.M.27 

-4.7250 
-4. 7169 
—4. 7243 

P. 

P. 

P. 

0.8 

180.1365 

-4.7221 

T.RM.28 

—0.6.182 
-a  6407 

P. 

P. 

0.4 

7.1 

186w0466 

+0.8 

136.9468 

-0.6304 

F.aP.KlLS.... 

+6.8074 
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P. 
P. 

.......... 

+4.8080 
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Jfm. 
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T  B  M.81 
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85.05 
38.40 
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42.00 

8 

N 

Mean.. 
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N 
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P. 

P. 
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P. 
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P. 

P. 

P. 
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T.B.M.84 

—5.  2816 

P. 
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P. 

P. 

m9*>. 

1.4 

182.6890 

-r5.2827 

T.  B.M.85 
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P. 

—0.1235  '—2.1 

P. 

-0.1256 

+0.7 
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J.a7 
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136.8949 

T.B.M.88   

+2.7052 
+2.7066 

F. 

P. 
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136.0454 

+0.3 

136.0467 
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P. 
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P. 
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-0. 1429 

P. 

P. 
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132.2309 
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•U.8.P.B.M.11.. 
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?: 

1.1 
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0  2674 

p. 
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0  2721   -Ll  R 

f! 

p. 

' 
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T.RM46 

-0.  27U0 

—2. 3.-^50 
-2. 3  JJ8 
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^Ll 

p. 

p. 

0.6 

130. 0046 

-2.3539 

T.B.M.47  (river 
crosBtng,    Mia- 
Biaaippi  River). 

-0. 0445 
-n.  0102 
—0.  0126 
—0. 0449 

p. 

p. 

-1.0 
+0.9 

p. 

p. 

-0.0296 
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Retultt  of  precise  leveling — Continued. 
GRAFTON,  ILL.,  TO  CAIRO,  ILL.— Continued. 
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R. 
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T.B.M.53 
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If. 
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-0.7 
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+0.6 
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M. 
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P. 

F. 
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+  1.8586 

T.B.M.58 
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F. 
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S 
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S 
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S 

S 
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S 

S 
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S 

N 
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8 
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8 

N 
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N 

8 
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8 

N 
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8 

N 
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P. 

0.4 
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+0.3 

145.6011 

U.aP.B.M.12... 

+8.0644 

+6. 7337 
+5. 7320 

P. 
F. 

0.6 

139.9981 

+  5.7332 

T.B.1C.61 

-5. 6017 

— LO 

P. 

-5. 6637 

+1.0 

-0.6 
+0.7 
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-1.4 

F 

0.4 

142.9995 

-5.6027 

T.B.M.63 

+3. 0020 

+  3.0007 
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F. 

LO 

137.8255 

+  3.0014 

T.BwM.«5 

-5. 1755 
-5. 17iJ6 

p. 

F 

1.8 

135.4727 

-5. 1740 

T.B.M.«7 

—2. 3581 

P. 

—2.3508   —2-0 

8. 

-2.3404 

-3.4 

-1.5 

+1.4 

F. 

LO 

139.3909 

-2.3528 

T.B.M.fl9 
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+3.  0168 

F. 

P 

0>6 

136.9597 
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T.B.1L70 
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F. 

—2.4330   +1.8 
—2. 4307   —0  l» 

p. 

s 

+0.2 
J.1  a 

0.5 

8.7 

137.6444 

+0.8 

137. 6447 

-2.4312 

XJ.aP.B.M.13... 

+0. 6815 
+  0.C834 

F. 

+0.6661   — 1  i 

s! 

+0.  6847 

4-0.  fi 

0.4 

137. 8318 

T.B.M.71 

+0. 1808 

p. 

+0.1880   — 0  fi 

g 

-ui.o 

0.7 

141.4384 

+0. 1874 

T.B.M.75 

+3.0056 

8. 

+3.6U76  ,—1.0 

F. 

—0.6 

0.4 

140. 7012 

+3.6060 

T.B.M.76 

-0.  7:jco 

F. 

—0.7370  1+0.7 

8. 

—2.0 

L3 

135.1622 

-0.  7372 

T.KM.77 

—5.  r^no 

F. 

—5.5400   4-1- fl 

8. 
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Benoh. 


I 


V. 


•U.S.P.B.M.M. 


Km. 


*B.  IL  on  high- 
serrice  chimney, 
Saint  Loais  wa- 
ter-works. 

•Bb  M.  on  low- 
serricechimney, 
Saint  Lonit  wa- 
ter-works. 

*B.  M.  on  cotton- 
wood  tree,  Saint 
Lbnia  water- 
works. 

*89-foot  mark  of 
water-ganse  at 
Saint  Louvi  wa- 
ter-works. 

T.B.M.81 


T.B.K.88. 


T.KK.85. 


T.B.M.87. 


•U.aP.KM.16. 


City  Directrix, 
Saint  LooiB,  Ma 


*80-foot  mark  of 
water-gauge  at 
Saint  Louis,  Ma 

T.B.M.89 


T.KM.02.. 


08.52 


07.84 


60.82 


70.61 


7L37 


73.17 


M. 

-1-0. 8570 
-f  0.8581 


Mm. 
+0.6 
--0.6 


Mean. 


+0.9576 


-1.2800 
—1.2802 


-L2801 


+0.4872 
+0. 4820 


.1 
+0.1 


-2.6 
+2.6 


+0.4846 


—2.2877 
-2.2890 


-0.7 

+a6 


Mean. 
N 


-2.2884 


+0.7 
.7 


Mean. 


1.2616 


+8.0188 
+8.0166 


Mean. 


+8.0174 


+4.8850 
+4.8805 


-0.9 

+a8 


+2.2 
-2.8 


Mean. 


+4.8828 


+8.0560 
48.0615 
+8.0605 


Mean. 


N 

Mean. 


+8.0303 

-laOSM 
-18.9376 


-18.9884 


+0.9003 
+0. 9108 
+0. 9109 


Mean. 


Mean. 


+0.9103 

+0.0917 
+0.0897 


+8.3 

2.2 

-L2 


+1.0 
0.9 


+1.0 
-0.6 
-0.6 


-1.0 
+1.0 


+0.0907 


Mm, 
0.4 


+0.8740 
+  0.8766 


Mean. 


+0.8758 


+1. 0174 
+1.0192 


+0.9 
-0.8 


+0.9 
1.0 


+1.0183 


Mm. 
&8 


M. 
136.  U08 


Mm. 

+0.-8 


jr. 

186L1201 


0.1 


134.8897 


L7 


13&8243 


0.4 


188.0360 


0.5 


12&7744 


0.6 


138.1796 


L6 


143.0624 


LI 


16L1217 


ao 


182.1883 


0.8 


Oil 


183.0036 


+a3 


0.7 


Oil 


182.2740 


+0  3 


182.2742 


0.6 


13L1331 


138.1496 


0.6 


134.1681 


P. 
P. 


P. 
P. 


P. 
P. 


P. 
P. 


P. 
P. 


P. 
& 


P. 
P. 


P. 
P. 
P. 


P. 
P. 


a 
p. 

p. 


p. 


p. 

a 


p. 
a 
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DESCRIFTION  OF  PERMANBNT  BBITCH-MARKS  BBTWBBN  CABROLLTON,  LA.,  AND  BILOXI 

mse. 

U.  8.  C.  S.  B.  M.  No.  1  is  a  small  cross  (+)  cat  on  iron  sill  of  walled-np  door,  near 
uorthwest  corner  of  seTeutli  district  Babcook  engine-house,  CarroUton,  La.  Eleva- 
tion, 9«.6272. 

Hampson  Brnch  (Williams).— The  old  Hampson  Bench  is  a  spike  in  N.  W.  comei 
of  N.  0.  and  C.  R.  R.  machine-shop  at  CarroUton,  La.  It  is  between  the  19th  and 
20th  coaraes  of  bricks  below  the  window-sill,  and  about  six  inches  (6")  below  the  sur- 
&ee  of  the  ground.    Elevation,  &».8292. 

Hampson  Bench  {Re-established  hy  Major  Howell)  is  a  spike  in  the  N.  W.  comei  of 
K.  0.  and  C.  R.  R.- machine-shop  at  CarroUton,  La.  It  is  between  the  21st  and  22d 
eoorses  of  brick  below  the  window-sill.    Elevation,  8°>.655L. 

B.  M.  3  (Riple!/,  1875)  is  the  t-op  of  a  broken  spike  driven  into  the  north  face  of  the 
ear-boose  of  the  N.  O.  and  C.  R.  R.  It  is  two  feet  (2')  west  of  west  side  of  door,  on  a 
level  with  the  course  of  bricks  upon  which  the  door-sill  rests.    Elevation,  9™.7752. 

B.  M.  4  {Ripley f  1875)  is  the  top  of  a  ship-spike  driven  in  the  north  side  of  the 
machbe-shop  of  the  N.  O.  and  C.  R.  R.,  0.2  ft.  from  N.  W.  comer.  The  spike  is 
driven  between  the  bricks,  37  courses  from  top  of  window  casing.    Elevation,  9>".5181. 

B.  M.  5  {Bwmey,  1875),  is  mark  jy  A  -^  cut  on  the  west  end  of  iron  sill  of  the 

north  door  of  the  N.  O.  and  C.  R.  R.  depot.    Elevation  9».0303. 

U.  8.  P.  B.  M.  '*Carrollton"  is  the  center  of  small  hole  in  center  of  copper  bolt, 
leaded  horizontally  in  north  face  of  masonry  of  northwest  comer  pillar  of  old  court- 
house, at  CarroUton,  La.    The  bolt  is  in  the  middle,  about  0.03  ft.  from  water  table 

US 
of  pillar  and  about  2.5  ft.  above  the  ground.    The  letters       Q       are  out  near  the 

P  B  M 
bolt  Elevation,  9».147a 

Cnr  B.  M.  X  X  Stone  is  top  of  granite  marking  stone  set  in  ground,  in  line  of  trees, 
on  the  west  side  of  CarroUton  ave.,  about  half-way  between  3d  st.  and  Zimple  st., 


CarroUton,  La.,    The  stone  is  marked  thus:  J_  The  mark  +  denotes  the 


point  where  the  rod  was  held.    Elevation,  7°*.7655. 

City  Stone  {comer  Washington  and  CarroUton  avenues).  This  stone  is  set  at  south- 
east comer  of  crossing  of  Washington  and  CarroUton  ayenues^  near  New  Orleans,  La. 
Elevation,  7».76:». 

U.  S.  P.  B.  M.  1  is  a  copper  bolt  leaded  vertically  in  the  top  of  the  northwest  por- 
tion of  draw-pier  of  bridge,  called  the  ''White  Bridge,"  crossing  the  new  canal,  on 
the  CarroUton  road,  near  New  Orleans,  La.    Elevation,  &^,  9402. 

City  Stone  "Halfway  House"  is  a  granite  marking-stone  set  in  ground  on  west  side 
of  navigable  canal  (New  Basin),  near  Metairie  Ridge  Bridge,  between  the  Halfway 
Hoose  and  the  jgate  to  Metairie  Cemetery.  It  is  said  to  be  the  Une-stone  of  the  Or- 
leans and  Metairie  Parishes  of  New  Orleans,  La.  The  stone  is  marked  on  top  with  a 
erosB.    Elevation,  7".  9870. 

Bench-mark  ''  Height  of  Metairie  Ridge  "  is  a  granite  marking-stone  set  in  ground 
13  ft.  southeast  from  southeast  abutment  of  Lake  Bridge,  on  east  side  of  canal  (New 
Basin).    The  bridge  crosses  the  canal  (New  Basin)  opposite  Toney's  House,  West  End, 


near  New  Orleans,  La.    The  top  of  the  stone  is  8".z  13'',  and  is  marked 


BENCHMARK 

HEIGHT  OP 

METAIRIE 

RIDGE. 


Elevation,  7»>.  6753. 

Bench-mark  (near  Lake  House,  West  End,  La.).  This  bench-mark  is  the  top  of  a 
stone,  set  in  ground  between  the  Lake  House  and  Toney's  House.  It  is  on  line  with 
front  fence  of  Toney's  House,  160  ft.  from  center  of  canal  and  about  30  ft.  from  road, 
erosBing  the  canal  on  the  Lake  Bridge,  at  West  End,  near  New  Orleans,  La.  Eleva- 
tion, 7«».  1244. 

U.  S.  P.  B.  M.  2  is  the  center  of  a  copper  bolt  leaded  horizontally  in  the  northwest 
face  of  the  south  one  of  two  brick  abutments,  at  northwest  end  of  draw-bridge  across 

U  8 
the  Bayou  St.  John,  on  the  Esplanade  Road,  New  Orleans,  La.    The  letters      0     are 

PBM 
ent  near  the  bolt.    Elevation  9".1593. 

U.  S.  P.  B.  M.  3  is  center  of  copper  bolt  leaded  horizontaUy  in  the  east  face  of  mid- 
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die  brick  gate-post  of  Gentillv  gate  on  east  side  of  Fair  Gronnds,  New  Orleans,  La. 
The  bolt  is  leaded  in  the  middle  brick  of  the  fifth  (5th)  coarse  above  the  sarisMb  of  the 
groniid.    The  letters  U0S  are  cat  near  the  bolt.    Elevation,  7'>.6746. 

U.  S.  P.  B.  M.  4  is  the  center  of  a  copper  bolt  leaded  horizontally  in  wall  of  Fort 
Macomb,  Chef  Menteor,  La.,  on  right-hand  side  (as  yon  go  in)  of  entrance.    There  is 

U  8 
amoataronndthewall.  The  letters  18(D82  are  cat  about  the  bolt.  EleTation.  8^.5427. 

PBM 

U.  S.  P.  B.  M.  5  is  a  copper  bolt  leaded  vertically  near  center  of  old  draw-bridge 
pier,  Just  north  of  iron  truss  bridge  over  the  Rigolets,  near  Rigolets  Station,  on  t£e 
N.  O.  and  M.  R.  R..  La.    Elevation,  6».95a9. 

U.  S.  P.  B.  M.  6  IS  a  Qopper  bolt  leaded  in  top  of  markine-stone  set  to  within  0.S5 
ft.  of  ite  top,  in  high  point  of  ground  just  east  of  East  Pearl  River,  in  Miss.  It  is  200 
meters  east  of  the  eastern  pier  of  iron  truss  bridge  over  the  East  Fearl  River,  on  the 
N.  O.  and  M.  R.  R.,  and  27.2  meters  south  of  the  center  of  main  railroad  track,  by 
fence  in  front  of  land  of  Mrs.  Sarah  Selph.    Elevation,  9".5649. 

U.  S.  P.  B.  M.  7  is  center  of  cross-cut  in  top  of  marking-stone,  marked  U.  S.,  set  in 
ground  Jnst  north  of  north  fence  of  house  lot  of  Pat.  Ferril,  near  Claiborne  Station, 
on  N.  O.  and  M.  R.  R.,  Miss.  It  is  18  meters  south  of  center  of  main  track,  12  meters 
east  of  east  end  of  station-house,  and  36  meters  west  of  west  end  of  wood-shed  of 
N.  O.  and  M.  R.  R. ;  the  distances,  ^2  meters  and  36  meters,  being  measured  parallel 
to  railroad  track.    Elevation,  7".6028. 

U.  S.  P.  B.  M.  8  is  top  of  marking-stone,  marked  If.  S.,  set  in  frronnd  in  northwest 
comer  of  small  yard,  in  front  of  large  yard,  on  which  the  section-house  at  Toulm6 
Station,  N.  O.  and  M.  R.  R.,  Miss.,  is  situated.  Stone  is  about  10  meters  south  of 
center  of  main  track.    Elevation,  9*^.2944. 

U.  S.  P.  B.  M.  9  is  top  of  marking-stone,  marked  U.  S.,  set  within  the  southeast 
comer  of  fence  surrounding  the  land  of  Henderson  Winfiela,  near  Waveland  Station, 
N.  O.  and  M.  R.  R.,  Miss.  The  comer  is  at  the  intersection  of  Waveland  road  and 
lane,  between  the  lands  of  Bfr.  Shaw  and  Mr.  Winfield.  Stone  is  about  32  meters  ficom 
southwest  comer  of  station-house.    Elevation,  11™.0606. 

U.  S.  P.  B.  M.  10  is  center  of  copper  bolt  leaded  horizontallv  in  face  of  southern 
brick  wall  of  vestibule  of  Catholic  church  at  Bay  Saint  Louis  (Shieldsboro'),  Miss.  It 
is  about  half  way  between  side  entrance  of  vestibule  and  main  fW>nt  wall,  and  about 
1  meter  above  the  ground.    Elevation,  13™.5133. 

U.  S.  P.  B.  M.  11  is  a  copper  bolt  leaded  in  top  of  marking-stone,  marked  U.  S., 
set  in  ground,  by  fence,  and  near  northeast  comer  of  fence  of  southwest  plot  of  land, 
at  intersection  of  N.  O.  and  M.  R.  R.  track  and  Front  street.  Bay  Saint  Louis,  Miss. 
It  is  about  12  meters  south  of  center  of  track,  and  514  meters  west  of  west  end  of 
bridge  over  Bay  St.  Louis.    Elevation,  12™.8623. 

U.  S.  P.  B.  M.  12  is  copper  bolt  leaded  in  top  of  marking-stone,  marked  U.  S.,set 
in  ground  within  northwest  corner  of  fence  surrounding  plot  of  ground  on  which 
the  tool-house  of  N.  O.  and  M  R.  R.  section-house  No.  9  is  situated,  at  Henderson's 
Point,  Miss.  Stone  is  about  32  meters  west  of  west  side  of  house,  and  8  meters  sooth 
of  center  of  track.    Elevation,  9<°.339i. 

U.  S.  P.  B.  M.  13  is  copper  bolt  leaded  in  top  of  marking-stone,  marked  IT.  S.,  set  in 
nound  between  pamp-house  and  water-tank  at  Pass  Christian  Station,  N.  O.  and  M. 
K.  R. ,  Miss.  It  is  a  little  inside  of  north  line  of  pamp-house  and  tank,  and  about  3  meters 
from  west  side  of  pump-house.  Pamp-house  is  about  9  meters  south  of  track.  Ele- 
vation, 9«.7359. 

U.  S.  P.  B.  M.  14  is  top  of  copper  bolt  leaded  in  top  of  marking-stone  set  in  ground 
directly  opposite  the  New  Orleans  62-mile  post  and  8  meters  north  of  center  of  track 
of  N.  O.  and  M.  R.  R.   Elevation,  15«.7654. 

U.  S.  P.  B.  M.  15  is  top  of  marking- stone  set  in  ground  24  meters  north  of  center  of  trade, 
about  873  meters  east  of  New  Orleans  65-mile  i>o8t,  and  about  639  meters  west  of  New 
Orleans  66-mile  post,  on  the  N.  O.  and  M.  R.  R.  Three  pine  trees,  each  marked  with 
five  narrow  blazes,  are  near  the  stone.     Elevation,  14™.  0706. 

U.  S.  P.  B.  M.  16  is  center  of  copper  bolt,  leaded  horizontally  in  center  of  fifth  (5th) 
brick  of  the  fifteenth  (15th)  course  above  water-table,  in  tine  west  wall  of  jail  at 
Mississippi  City,  Miss.    The  bricks  are  counted  from  northwest  comer  of  building.  It 

U  S 
is  marked    Q        Elevation,  12°'.742a 
B  M 

U.  S.  P.  B.  M.  17  is  copper  bolt  leaded  in  top  of  marking-stone  set  in  ground  near 
west  end  of  depot  platform,  and  U  meters  south  of  center  of  track  at  £^uvoir  Sta- 
tion, N.  O.  &  M.  R.  R.,  Miss.    Elevation,  14"'.2322. 

U.  S.  P.  B.  M.  18  is  center  of  copper  bolt  leaded  horizontally  in  center  of  second  (2Dd) 
brick  of  the  fourteenth  (14th)  course  above  sidewalk,  in  east  wall,  near  southeast 
comer  of  brick  building  on  southwest  coraor  of  Back  Bay  road  (or  Mule  street)  and 
Jackson  street,  Biloxi,  Miss.    Elevation,  13°*.100G. 
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U.  8.  P.  B.  M.  19  is  copper  bolt  leaded  in  top  of  marking-stone  marked  U.  S.,  set 
in  groQDd  30  meters  south  of  center  of  track  and  255  meters  west  from  west  end  of 
Bilozi  Bay  bridge,  on  the  N.  O.  &  M.  R.  R.  Pine  trees  near  the  stone  are  marked 
with  five  narrow  blazes.    Elevation,  8™.  1680. 

U.  8.  P.  B.  M.  20 18  copper  bolt  leaded  in  top  of  marking-stone  marked  IT.  S.,  set  in 

EtMuid  4  meters  north  of  center  of  track  and  114  meters  west  from  west  end  of  Biloxi 
ij  bridge,  on  the  N.  O.  &  M.  R.  R.    Elevation,  8^.5125. 

u.  S.  P.  B.  M.  21  is  top  of  copper  bolt  leaded  in  northern  portibn  of  concrete  draw- 
bridge pier  of  Biloxi  Bay  bridge,  on  the  N.  O.  &  M.  R.  R.  The  bolt  is  set  about  half 
way  between  cog-wheel  and  extreme  north  point  of  iron  casing  of  concrete.  Letters 
U.  6.  cat  near  the  bolt.    Elevation,  6».7111. 

nttCBIPnOIl  OF  FBBMAIOBNT  BENCH-MARKS  BBTWBSN  ORAFTOK,  ILL.,  AND  CAIRO,  ILL. 

U.  8.  P.  B.  M.  1  is  copper  bolt  in  top  of  stone  in  ground  in  woods  on  Calhoun 
Point,  at  mouth  of  Illinois  River.  It  is  60  meters  m>m  edge  of  woods  on  Illinois 
River,  and  150  meters  from  edge  of  woods  on  Mississippi  River.    Elevation,  134"b.5101. 

U.  8.  P.  B.  M.  2  is  top  of  copper  bolt  in  t<op  of  stone  in  ground  in  woods  at  mouth  of 
Illinois  River  on  left  bank,  157  meters  back  from  river,  4  meters  east  of  fence,  15 
meters  south  of  road.  2,100  meters  above  Catholic  Church  in  Grafton,  lU.,  and  within 
triangle  formed  by  three  pecan  trees.    Elevation,  130°^.  3645. 

U.  S.  P.  B.  M.  3  is  copper  bolt  in  top  surface  of  doorstep  of  Catholic  Church, 
Grafton,  111.  It  is  22  centimeters  from  front  of  step,  and  13  centimeters  from  north 
jamb.    Elevation,  139».3116. 

U.  &  P.  B.  M.  4  is  copper  bolt  in  east  end  of  doorstep  of  eastern  door  in  Allen's 
brick  building,  adjoining  Qrafton  Flouring  Mills,  Grafton,  111.  It  is  104  millimeten 
from  front  surface  of  step.    Elevation,  142"b.0719. 

U.  8.  P.  B.  M.  5  is  copper  bolt  leaded  in  the  natural  rock  on  side  of  bluff  above 
high- water  mark.  It  is  450  meters  below  flour  mill  at  Jersey  Landing.  111.,  and  about 
4  miles  below  Grafton,  111.  The  letters  U.  S.  P.  B.  M.  are  cut  in  the  rock  near  tiie  cop- 
per bolt.    Elevation,  141'°.4305. 

U.  8.  P.  B.  M.  6  is  copper  bolt  leaded  vertically  in  the  natural  flat  rock ;  top  of  rock 
flush  with  surface  of  sround.  It  is  5,6Q0  meters  below  flour  mill  at  Jersey  Landing, 
111.  It  lies  near  high-water  mark  and  about  9  meters  west  of  the  mouth  of  smful 
ravine  which  comes  out  of  valley  facing  the  **  Eagle's  Nest."    Elevation,  135^.0339. 

U.  8.  P.  B.  M.  7  is  copper  bolt  in  natural  rock  on  hillside,  in  woods  19  meters  above 
high- water  mark,  and  3,150  meters  below  mouth  of  Piasa  Creek.  The  letters  U.  S.  P. 
B.  M.  are  cut  near  bolt.    Elevation,  143°>.7161. 

U.  S.  P.  B.  M.  8  is  copper  bolt  leaded  vertically  in  east  end  of  water-table,  on  the 
MMith  side  of  the  Alton  water  works  building  in  sixth  window  from  comer,  Alton, 
m    The  letters  U.  S.  cut  near  the  bolt.    Elevation,  136^.9468. 

U.  8.  P.  B.  M.  9  is  copper  bolt  leaded  vertically  in  south  end  of  doorstep,  in  north 
west  corner  of  German  Catholic  Church  in  Alton,  111.    Elevation,  154™.4612. 
>    U.  8.  P.  B.  M.  10  is  top  of  copper  bolt  in  stone  post  in  ground  in  woods  on  land  of 
~.  — .  Grineering,  about  three  hundred  meters  east  of  ms  house,  and  5  miles  below 
Alton,  m.    It  is  about  500  meters  from  river  bank.    Elevation,  136^.0457. 

U.  S.  P.  B.  M.  11  is  top  of  copper  bolt  in  stone  in  ground  in  woods  450  meters  back 
^m  triangulation  station  Gillen,  2  meters  north  of  honey-locust  tree,  about  10  meters 
north  cf  road,  and  about  11  miles  below  Alton,  111.  There  is  a  road  leading  back 
i^m  river  past  this  bench-mark.    Elevation,  132^.2312. 

U.  8.  P.  B.  M.  12  is  top  of  copper  bolt  in  stone  in  ground  in  corner  of  grove  20  meters 
vest  of  Columbia  road,  12.8  miles  above  steel  railroad  bridee  at  St.  Louis,  Mo.  It  is 
on  land  of  — .  — .  Chambers,  about  opposite  lower  end  of  Wilson's  Island  No.  5.  Ele- 
▼stion,14&».6611. 

U.  8.  P.  B.  M.  13  is  top  of  copx>er  bolt  in  top  of  stone  in  ground  in  small  grove  on  east 
Bide  of  Baden  and  Saint  Louis  street-car  track,  6.4  miles  above  the  railroad  bridge  at 
Saint  Louis,  Mo.  It  is  110  meters  south  of  northern  terminus  Baden  street-car  track, 
sod  37  meters  east  of  same.    Elevation,  137^.6447. 

U.S.P.B.  M.  14  is  small  hole  in  center  of  copper  bolt  leaded  horizontally  in  third 
eoone  of  stones  on  north  side  of  western  engine-room  of  Saint  Louis  water  works, 
Bsint  Louis,  Mo.  It  is  147  centimeters  west  of  west  coping  to  main  entrance  to  build- 
hiff.    The  letters  U.  S.  P.  B.  M.  are  cut  near  the  bolt.    Elevation,  136B.1201. 

u.  S.  P.  B.  M.  15  is  small  hole  in  copper  bolt  leaded  horizontally  in  the  west  pier  of 
sroh  No.  4,  on  east  side  of  pier  of  Saint  Louis  steel  bridge,  at  Saint  Louis,  Mo.  It  is  6.14 
meters  aonth  of  north  end  of  pier  and  14  centimeters  above  top  course  of  granite. 
The  letters  U.  S.  are  cut  in  the  granite  below  the  bench-mark.     Elevation,  133°>.0938. 

U.S.P.B.M.16  is  top  of  copper  bolt  leaded  vertically  in  east  end  of  doorstep  of 
■eeond  door  from  northeast  comer  of  brick  saloon  adjoining  ''  Saint  Louis  Park^'  at 
Jnnetion  of  Jefferson  avenue  and  Carondelet  road,  Saint  Louis,  Mo.     Bench-mark 
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is  S9.5  oentimeters  from  front  face  and  10  oentimeters  west  of  bnttress  a4)oining  door-  ' 
step.    Elevation,  159».3461. 

U.  8.  P.  B.  M.  17  is  top  of  copper  bolt  leaded  Terticallv  in  north  end  of  north  door- 
step of  E.  Mueller's  store,  north  of  northeast  comer  or  Main  and  Franklin  streets, 
Carondelet,  Mo.    Elevation,  138"'.6820. 

U.  8.  P.  B.  M.  18  is  center  of  copper  bolt  leaded  horizontally  in  water-table  in  north- 
east corner  of  guard-honse,  at  Jenerson  Barracks,  Mo.    Elevation,  156°^.8992. 

U.  8.  P.  B.  M.  19  is  center  of  copper  bolt  leaded  horizontally  in  east  face  of  stone 
in  fourth  coarse  from  top  in  east  end  of  cnlvert  at  Cliff  Cave,  Mo.,  on  Iron  Mountain 
Railroad.    Elevation,  12&^.  1949. 

U.  8.  P.  B.  M.  20  Is  top  of  copper  bolt  leaded  vertically  in  npper  surface  of  third 
stone  £rom  top,  in  south-west  retaining  wall  of  arched  culvert,  over  White  House 
Creek,  on  Iron  Mountain  Railroad.    Elevation,  131™.09(i7. 

U.  8.  P.  B.  M.  21  is  top  of  copper  bolt  leaded  vertically  in  top  stone  directly  over 
keystone  of  arch  on  north  side  of  arched  culvert,  650  meters  below  Jefferson  Station, 
Mo.,  on  Iron  Mountain  Railroad.  The  letters  U.  8.  P.  B.  M.  are  cut  near  the  bolt. 
Elevation.  130".0469. 

U.  8.  P.  B.  M.  22  is  top  of  copper  bolt  leaded  vertically  in  southern  abntment  to 
southern  approach  to  railroad  bridge  on  Iron  Mountain  Railroad  at  Kimmswiek, 
Mo.    Elevation,  130n.6901. 

U.  8.  P.  B.  M.  23  is  center  of  copper  bolt  leaded  horizontally  in  east  fskce  of  stone  in 
northeast  corner  of  southern  pier  of  railroad  bridge,  400  meters  below  station-house 
at  Sulphur  Spriuffs,  Mo.    Elevation,  129>".3103. 

U.  8.  P.  B.  M.  Si  is  center  of  copper  bolt  leaded  horizontally  in  natural  rock  in 
overhanging  bluff  1,000  meters  below  station-house  at  Illinois  Station,  Mo.  This  is 
the  first  bluff  that  is  seen  from  water's  edge,  standing  oppo8i4;e  point  where  Iron 
Mountain  Railroad  leaves  Mississippi  River.    Elevation,  131'^.7525. 

U.  8.  P.  B.  M.  25  is  top  of  copper  bolt  leaded  vertically  in  Cornice  Rock,  about  2 
meters  from  river  edge  of  rock,  and  about  KK)  meters  south  of  foot  of  Cornice  Island, 
and  1,000  meters  south  of  mouth  of  Platin  Rock  Creek,  Jefferson  Co.,  Mo.  Elevation, 
123».6392. 

U.  8.  P.  B.  M.  26  is  top  of  copper  bolt  leaded  vertioallv  in  top  of  Robber's  Rock,  on 
north  side,  and  1,736  meters  above  Rush  Tower,  Mo.  Robber's  Rock  is  large  sandstone 
on  beach,  and  is  plainly  visible  for  three-fourths  of  a  mile  up  or  down  the  river. '  Ele- 
vation, 124«.6678. 

U.  8.  P.  B.  M.  27  is  center  of  copper  bolt  leaded  horizontally  in  limestone  wall  (natural 
rock),  at  Rush  Tower,  Mo.,  and  11  meters  from  x>ost-offlce  building.  Elevation, 
126«.6790. 

U.  8.  P.  B.  M.  28  is  top  of  copper  bolt  leaded  vertically  in  large  limestone  bowlder 
on  beach,  1,000  meters  above  Brickey's  Mill,  Cliff  P.  O.,  Ste.  Genevieve  Co.,  Mo.  This 
beach  is  a  little  lower  than  extreme  high-water  mark.    Elevation,  121™.5467. 

U.  8.  P.  B.  M.  29  is  center  of  copper  bolt  leaded  horizontally  in  limestone  wall 
(natural  rock)  at  end  of  bluff  about  4  meters  north  of  a  red  oak  tree,  about  30  meters 

north  of Maple's  farm-house  and  three  miles  below  Cliff  P.  O.,  Ste.  Genevieve  Co.. 

Mo.    This  bench-mark  in  about  one  foot  above  surface  of  ground  at  base  of  bluff  ana 
is  about  8  meters  above  high  water-mark.    Elevation,  131™.0374. 

U.  8.  P.  B.  M.  30  is  center  of  copper  bolt  leaded  horizontally  in  natural  rock  1,680 
meters  above  White  Sand  Depot  Lauding,  Ste.  Genevieve  Co.,  Mo.  It  is  about  250 
meters  north  of  southern  end  of  bluff.  The  letters  U.  8.  P.  B.  M.  are  cut  near  the  bolt. 
Elevation,  124«.6871. 

U.  8.  P.  B.  M.  31  is  center  of  copper  bolt  leaded  horizontally  in  natural  rock  wall 
14  meters  north  of  a  sprinc  at  Limestone  Point,  Ste.  Genevieve  Co.,  Mo.,  and  is  about 
2i  miles  above  Ste.  Genevieve,  Mo.  The  letters  U.  8.  P.  B.  M.  are  cut  around  the  bolt 
Elevation,  128°>.9043. 

U.  8.  P.  B.  M.  32  is  top  of  copper  bolt  leaded  vertically  in  west  end  of  doorstep  on 
south  side  of  Rozier's  warehouse,  southwest  comer  Main  and  Washington  streets,  Ste. 
(>enevieve.  Mo.    Elevation,  125™.  1543. 

U.  S.  P.  B.  M.  33  is  center  of  copper  bolt  leaded  horizontally  in  south  side  at  south- 
east corner  of  public  school  building  in  Ste.  Genevieve,  Mo.,  four  inches  from  comer 
in  fifth  course  of  stones  below  the  bricks.  The  letters  U.  8.  P.  B.  M.  are  cut  near 
the  bolt.    Elevation,  128>°.3151. 

U.  8.  P.  B.  M.  34  is  center  of  copper  bolt  leaded  horizontally  in  east  face  of  large  o(Mr* 
ner-stone  of  engine-house  of  Quarrytown  Grindstone  Works,  at  Quarrytown,  Mo., 
three  miles  below  Ste.  Genevieve,  Mo.  The  letters  U.  8.  P.  B.  M.  are  cut  near  the 
bolt.    Elevation,  123°'.2542. 

U.  8.  P.  B.  M.  35  is  center  of  copper  bolt  leaded  horizontallv  in  west  end  of  water* 
table  in  southwest  comer  of  storehouse  belonging  to  E.  8.  Lanbaugh,  on  northeast 
comer  of  Second  and  Walnut  streets,  Ste.  Mary's,  Mo.  The  bolt  is  countersunk  about 
5  millimeters  in  the  stone.  The  letters  U.  8.  P.  B.  M.  are  cut  near  the  bolt.  Eleva- 
tion. 124«.6617. 
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U.  8.  P.  B.  M.  36  is  center  of  copper  bolt  leaded  horizontally  in  southwest  comer  of 
Miutin  Boondstoue's  ice-house  on  east  side  of  Walnut  street,  Ste.  Mary's,  Mo.  The 
letters  U.  8.  P.  B.  M.  are  cut  near  the  bolt.  The  bolt  is  in  fifth  course  of  stones  from 
bottonL    Elevation,  126«.7787. 

U.  8.  P.  B.  M.  37  is  top  of  copper  bolt  leaded  vertically  in  stone  post  set  in  ground 
in  woods  about  4  miles  below  Ste.  Mary's,  Ste.  Genevieve  Co.,  Mo.  It  is  990  meters 
back  from  river  and  24  meters  west  of  lane  running  south  friom  river  road.  Lane 
tonu)  off  from  river  road  iu  vicinity  of  John  Lawrence's  house.  This  bench-mark  is 
8.  4XP  W.  from  farm-house,  7  meters  N.  75^  W.  from  ash  tree,  and  ^  meters  N.  52°  £. 
from  box-elder  tree.    Elevation,  118°».1124. 

U.  8.  P.  B.  M.  38  is  horizontal  copper  bolt  in  water-table  of  drug  store  northeast 
comer  of  Schuchert's  Block,  Chester,  III.    Elevation,  122°'.0907. 

U.  8.  P.  B.  M.  39  is  horizontal  copper  bolt  in  front  face  of  Cole  Brothers'  stone  ele- 
vator, 1.32  meters  east  of  the  southwest  corner  and  the  same  distance  above  the 
ground,  1,240  meters  below  Chester,  111.    Elevation,  122™.2673. 

U.  8.  P.  B.  M.  40  is  top  of  copper  bolt  in  stone  monument  set  in  southeast  comer 
of  woods  576  meters  back  from  a  long  lane  just  west  of  lar^e  wheatfield  from  turn  of 
rood,  40  meters  north  of  farm-house  of  Marcus  Peto.  It  is  2  meters  south  of  elm 
tree  4  feet  in  diameter,  12  meters  west  from  hack  berry  tree  18  inches  in  diameter,  and 
200  meters  northwest  of  house  not  occupied.    Elevatiou,  118™. 0519. 

U.  8.  P.  B.  M.  41  is  top  of  copper  bolt  in  stone  in  ground  50  meters  south  of  end  of 
lane,  1  meter  from  fence,  1,420  meters  back  from  river  at  Bois  Brul^  P.  O.,  Perry  Co., 
Mo.    Elevation,  116».5760. 

U.  8.  P.  B.  M.  42  is  center  of  copper  bolt  set  horizontally  in  vertical  face  of  natural 
rock  at  upper  extremity  of  bluff  (543  metres  below  Grand  Eddy  post-office,  Perry  Co., 
Mo.  It  is  about  3i  meters  below  upper  end  of  U.  8.  wat^r-eauge,  and  14  meters  below 
extreme  upper  point  of  the  bluff  rocks.  The  letters  U.  S.  P.  B.  M.  are  cut  in  the  rock 
near  the  bolt.    Elevation,  119°».4255. 

U.  8.  P.  B.  M.  43  is  center  of  copper  bolt  leaded  horizontally  in  a  large  rock  in  the 
woods  about  4  miles  below  Grand  Eddy,  Perry  Co.,  Mo.  It  is  740  meters  below  a  house, 
175  meters  back  from  the  river,  and  30  meters  back  from  edge  of  timber,  and  at  the 
upper  end  of  a  stretch  of  prairie  land  which  extends  down  to  76  landing.  Elevation, 
118-.7714. 

U.  8.  P.  B.  M.  44  is  top  of  copper  bolt  leaded  vertically  in  a  large  bowlder,  10  feet  by 
10  feet  by  6  feet,  6  meters  from  edge  of  bank,  17  meters  above  second  gate  above  farm- 
houses of  Napoleon  Gill,  100  meters  above  bam  on  Cape  Cinque  Hommes,  Perry  Co., 
Mo.,  and  3f  miles  above  Wittenberg,  Mo.    Elevation,  118°*.5512. 

tJ.8.P.  B.  M.  45  is  center  of  copper  bolt  leaded  horizontally  in  stone  foundation- wall 
of  Wittenberg  Flouring- Mill,  at  Wittenberg,  Mo.,  on  side  facing  the  river  between 
the  ground-floor  door  and  down-river  corner  of  mill.    Elevation,  116"^.5964. 

U.  8.  P.  B.  M.  46  is  center  of  copper  bolt  loaded  horizontally  in  east  face  of  rock,  2 
meters  east  of  road,  400  meters  below  Wittenberg,  Mo.  It  is  situated  between  the 
houses  of  Dennjr  and  Tucker,  23  meters  from  the  former  and  31  meters  above  the  lat* 
tar's  house.  It  is  11  meters  below  Denny's  shop  and  29  meters  above  Tucker's  bam. 
Elevation,  116"».4716. 

U.  8.  P.  B.  M.  47  is  top  of  copper  bolt  leaded  vertically  in  the  point  of  rocks  95 
meters  below  "Tower  Rock,"  Perry  Co.,  Mo.,  and  opposite  the  upper  end  of  Grand 
Tower,  III.  It  is  15  meters  east  of  an  iron  bolt  leaded  vertically  in  the  rock  and 
marked  **  U.  8.  53."  The  letters  U.  S.  P.  B.  M.  are  cut  near  the  copper  bolt.  Eleva- 
tion, lll™.  0031. 

U.  8.  P.  B.  M.  48  is  center  of  copper  bolt  leaded  horizontally  in  face  of  rock  at  Birming- 
ham Point,  Perry  Co.,  Mo.  It  is  813  meters  above  the  mouth  of  Apple  Creek,  and  2§f 
meters  above  a  scrubby,  gnarled  sycamore  tree  growing  in  the  rocks.  The  rocks  here 
are  conglomerate  in  horizontal  strata,  and  from  the  river  present  the  appearance  of  a 
stairway.  The  letters  U.  S.  P.  B.  M.  are  cut  near  the  bolt  in  the  rock.  It  is  about 
30  meters  above  a  living  spring,  which  comes  up  out  of  the  gravel  jast  below  the 
strata  of  rock.    Elevation,  1 10^.0317. 

U.  8.  P.  B.  M.  49  is  top  of  copper  bolt  leaded  vertically  in  the  bluff  rock  3,655  meters 
helow  month  of  Apple  Creek,  Cape  Girardeau  Co.,  Mo.  In  front  of  this  bench-mark 
sre  three  verv  large  rocks  standing  out  from  the  bluff'  and  partly  detached  therefrom. 
Elevation,  ll0>n.2011. 

U.  8.  P.  B.  M.  50  is  center  of  copper  bolt  leaded  horizontally  in  natural  rock  in  river 
bluff  712  meters  below  rock  called  '*The  Devil's  Tea  Table,"  in  Cape  Girardeau  Co., 
Mo.    Elevation,  110«.2257. 

CJ.  8.  P.  B.  M.  51  is  center  of  copper  bolt  leaded  in  the  stoeply-inclincd  face  of  the 
last  reliable  ledge  of  rocks  of  the  chain  extending  south  from  Moccasin  Springs,  Mo., 
and  at  the  point  where  the  bluffs  begin  to  recede  from  the  river  2,500  metere  above 
Bainbridge  Creek.    The  letters  U.  S.  are  cat  in  the  rock.    Elevation.  109^.1341. 

U.  S.  P.  B.  M.  52  is  a  horizontal  copper  bolt  set  in  vertical  face  of  ledge  of  rocks  35 
centimeters  thick.    The  bolt  is  1.2  meters  above  the  ground,  is  775  meters  below  Henry 


Digitized  by 


Google 


2540   SEPOBT  OF  THE  CHIEF  OF  ENGINEEBS,  U.  a  ABMT. 

fihineman's  house  and  565  meters  above  the  foot  of  the  blnifs.  These  bliiffii  are  4  miles 
above  north  end  of  Cape  Rook,  Cape  Girardean  Co..  Mo.,  f  mile  from  river,  and  on 
land  of  Elisha  Sheppard's  heirs.    Elevation,  110^.5744. 

U.  8.  P.  B.  M.  53  18  center  of  horizontal  copper  bolt,  set  in  vertical  £sce  of  led|^ 
Just  below  a  ravine  at  the  lower  end  of  Cape  Bock.  Its  elevation  is  abont  hi|^ 
water.    Elevation,  108».7640. 

U.  S.  P.  B.  M.  54  is  a  horizontal  copper  bolt  in  the  onter  vertical  face  of  stone 
step,  which  extends  nnder  bnttress  at  tne  northeast  comer,  second  entrance  from  the 
north,  to  Marble  City  Hotel,  on  Water  street,  Cape  Girardean,  Mo.  Elevation, 
111-.7495. 

U.  8.  P.  B.  M.  55  is  horizontal  copper  bolt  in  vertical  face  of  good  homogeneons 
hard  rock,  Just  below  and  near  the  southeast  comer  of  St.  Vincent's  College,  abont 
45  met-ers  west  of  river,  in  south  part  of  Cape  Girardean,  Mo.    Elevation,  114™.7790. 

U.  8.  P.  B.  M.  56  is  horizontal  brass  key,  in  vertical  fsEMse  of  solid  rock  of  fairly 
hard  homogeneous  sandstone,  or  granite,  very  white  when  cut.  Ledge  forms  bank  of 
river,  and  is  at  lower  end  of  Cape  Girardeaa,  in  front  of  Rt.  Vincent  College.  It  is 
about  35  meters  east  of  railroad  track.    Elevation,  107B.1947. 

U.  8.  P.  B.  M.  57  is  center  of  horizontal  copper  bolt,  set  in  smooth  vertical  face, 
in  ledge  of  blue,  or  gray,  limestone,  at  its  upper,  or  western,  extremity,  on  the  land  of 
the  Taylor  estate.  It  is  0.8  meter  above  the  ground,  1  meter  below  top  of  vertical 
part,  ftnd  10  meters  below  where  the  led^e  disappears  nnder  the  ground.  It  Is 
8.  70^  E.,  75  meters  f^om  mouth  of  Le  Croix  Creek,  and  1,574  met-ers  above  low^ 
U.  8.  water-gauge  at  Gray's  Point,  Mo.,  being  Just  in  view  of  the  lower  part  of  Cape 
Girardeau,  Mo.  The  letters  U.  8.  P.  B.  M.  are  cut  in  the  face  of  the  rock.  Eleva- 
tion, 110«.9056. 

U.  8.  P.  B.  M.  58  is  center  mark  on  horizontal  copper  bolt  leaded  in  the  vertical 
face,  lookinff  toward  the  river,  of  the  center  one  of  three  large  rocks,  the  lowest  and 
largest  of  which  forms  the  bank  of  the  river,  and  is  known  as  "  Counterfeit  Bock,'' 
or  *'  Standing  Bock  of  the  Grand  Chain."  It  is  10  meters  from  the  top  of  the  river 
bank,  80  meters  above  the  line  between  Matthew  Boe  and  H.  8.  Wray,  600  meters 
above  Wray's  Landing  on  the  land  of  said  Matthew  Boe,  situated  about  three  miles 
above  Commerce,  Mo.  It  is  about  0.8  meters  above  the  g^nnd.  The  letters  U.  8.  P. 
B.  M.  are  cut  in  the  rock.    Elevation,  110°^.6773. 

U.  8.  P.  B.  M.  59  is  the  center  of  a  horizontal  copper  bolt  leaded  in  the  steeply 
inclined  face,  looking  toward  the  river,  of  a  large  silicions  rock  mostly  covered  with 
earth,  being  one  of  a  group  of  many  in  a  ravine  1,190  meters  above  U.  8.  P.  B.  M.  60, 
in  Commerce.  It  is  0.6  meters  above  the  ground,  and  about  60  meters  back  from  the 
river,  the  {(round  rising  in  this  distance  15  meters.  It  is  in  a  shallow,  rocky  ravine, 
at  upper  side  of  the  first  strip  of  cultivated  land,  near  the  river,  south  of  the  blnffiB, 
on  land  of  Mrs.  C.  HaUher.  The  letters  U.  8.  P.  B.  M.  are  cut  in  the  rock.  Eleva- 
tion, 118«.7540. 

U.  8.  P.  B.  M.  60  is  point  in  center  of  horizontal  copper  bolt  leaded  in  vertical  face  of 
ledge,  looking  towanl  the  river  0.55  metres  above  the  ground  and  3.37  metres  above 
the  nigh  water  of  1858.  The  top  surface  of  this  rock  or  ledge,  which  extends  across 
the  street,  forms  the  road  bed.  It  is  Just  in  front  of  a  point  about  30  meters  above 
Wm.  Anderson's  large  brick  house  on  elevated  site  at  the  north  or  upper  end  of  Com- 
merce, Mo.  There  are  a  large  number  of  large  pieces  of  rock  lying  on  the  bank  here 
that  have  from  time  to  time  rolled  down  from  the  same  general  ledge,  but  the  one 
selected  is  so  large  and  extends  back  in  the  bank  so  far  uiat  it  is  reliable.  Eleva- 
tion, 110«°.G032. 

U.  8.  P.  B.  M.  61  is  center  of  horizontal  copper  bolt  set  in  front  or  east  face  of  founda- 
tion of  Wm.  Anderson's  large  brick  dwelling-house  at  the  upper  end  of  Commerce,  Mo. 
It  is  2  meters  north  of  cent'Cr  of  front  entrance  and  36  centimeters  above  the  gronnd. 
Elevation,  116«.6307. 

U.  8.  P.  B.  M.  62  is  mark  in  center  of  horizontal  copper  bolt  set  in  the  vertical  face 
of  the  northwest  abutment  of  stone  culvert  under  road  over  Muddy  Creek,  1  meter 
above  the  ground,  75  meters  from  the  top  of  the  river  bank  and  l,9i50  meters  above 
8anta  T6  Store,  which  latter  is  opposite  Commerce,  Mo.,  in  the  State  of  Illinois.  This 
foundation  or  masonry  rests  on  the  natural  rock.  The  letters  tJ.  8.  P.  B.  M.  are  cut 
iu  the  rock  near  the  bolt.    Elevation,  104™.6078. 

U.  8.  P.  B.  M.  63  is  185  meters  right  up  the  same  creek  (Muddy  Creek)  in  the  left 
hand  ravine  going  up  from  the  culvert  in  which  is  U.  8.  P.  B.  M.  62.  It  is  center  of 
copper  bolt  set  in  vertical  face  of  a  very  large  rock  on  part  of  the  ledge  just  on  the 
right  of  the  creek  going  up,  1.5  meters  above  the  ground,  1.5  meters  below  the  top 
of  the  rock,  and  2  meters  from  the  projecting  end.    Elevation,  106n>.7967. 

U.  8.  P.  B.  M.  64  is  top  of  copper  bolt  iu  top  of  stone  in  ^ound  1,5^  meters  back 
fix>m  river,  1  meter  north  offence  on  north  side  of  road  leading  east  fh>m  Goose  Island 
P.  0.,  or  Atherton's  Landing,  about  19  miles  above  Cairo,  111.    Elevation,  107".5416. 

U.  8.  P.  B  M.  65  is  top  of  copper  bolt  in  top  of  stone  in  ground  in  woods  abont 
1,500  meters  back  from  river,  and  6i  miles  above  Cairo  Post-OfBce,  Alexander  Co., 
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minois.  It  18  26  meters  iiom  graded  road  (otherwiBe  known  m  letee),  and  93  metera 
from  s  school-hooae  for  negroea^  and  2i  milea  below  Spiea*  Mills.  Elevation,  103».4605. 
U.  S.  P.  B.  M.  66  la  top  of  copper  bolt  in  atone  poat  in  open  wooda.  It  ia  61  metera 
east  of  a  point  on  the  I,  C.  R.  R.,  which  point  on  the  railroad  ia  391  metera  north  oj 
the  <*three-uiile  poat"  from  Cairo.  111.    EleyatioD,  101>».4777. 

DESGBIFnON  OF  PSBHANBNT  BENCH-MARKS  BBTWEBN  KBOXTJK,  IOWA,  A2n>  OBAVTON, 

ILL. 


U.  8.  P.  B.  M.  1  ia  top  of  copper  bolt  leaded  vertically  into  coping  of  i 
Dwer  lock  of  Dea  Moinea  Rapida  Canal,  Eeoknk,  Iowa.    Bench  ia  in  re4 


.  ^  '  ahore  aide  of 
lower  lock  of  Dea  Moinea  Rapida  Canal,  Eeoknk,  Iowa.  Bench' ia  In  reoeaa  between 
•tone  stepa  and  atone  pier  of  lower  hydranlic  tower,  on  aonth  aide  of  pier.  Elevation, 
156".  5370. 

TJ.  8.  P.  B.  M.  2  ia  copper  bolt  leaded  horizontally  in  aonth  face  of  Iowa  ahore  pier 
of  R.R.  bridffe,  Keoknk,  Iowa,  8  inchea  above  bench  of  pier,  in  the  tenth  stone  from 
wast  end.    EievatioD,  15G^,  7516. 

U.  8.  P.  B.  M.  3  is  copper  bolt  leaded  horizontally  in  aouthweat  corner  of  three-atory 
stone  bailding,  owned  by  Mr.  Patterson,  facing  on  Water  street,  second  door  from  cor- 
ner of  Johnaon  atreet,  Eeoknk,  la.,  8  inchea  above  weat  door-aill,  on  inner  side  of  outer 
wall,  50  feet  from  comer  of  Water  and  Johnson  streets.    Elevation,  161™.  3896. 

U.8.P.B.M.  4  ia  small  conical  hole  in  rock  at  interaection  of  crosa-cat  in  npper 
rarface  of  top  atone  of  buttress  of  Des  Moines  River  bridge.    Elevation,  158°*.  4243. 

U.  8.  P.  B.  M.  5  is  copper  bolt  leaded  horizontally  into  north  wall  of  brick  building, 
Ij  feet  from  northeast  comer,  and  three  feet  from  ground.  Building  is  in  upper  end 
of  Alexandria,  Mo.,  facing  river,  and  60  feet  from  bank.  The  north  wall  faces  slough 
emptying  into  river,  and  50  meters  from  it.  Building  owned  by  Chas.  Booker ;  post- 
offiee  located  in  building.    Elevation,  158°*.  0067. 

U.  8.  P.  B.  M.  6  is  copper  bolt  leaded  horizontally  in  upper  comer  of  stone  masonry 
on  front  side  of  northeast  comer  of  Baptiat  Church  at  Gregory'a  Landing,  Mo. 
Church  ia  150  metera  north  from  junction  of  railroad  and  wagon  road.  Elevation, 
154".  7600. 

U.  8.  P.  B.  M.  7  ia  copjper  bolt  leaded  vertically  in  marking-stone  set  at  root  of  oak 
tree,  24  meters  weat  ofrailroad.  Stone  ia  1. 7  metera  weat  of  tree  in  northeaat  comer 
of  field,  10  metera  aonth  of  email  ravine,  650  metera  below  bridge  No.  14.  Tree  ia  12 
inchea  in  diameter.    Elevation,  157'".2349. 

U.  8.  P.  B.  M.  8  ia  copper  bolt  leaded  horizontally  in  north  wall  of  Down'a  Hotel. 
Canton,  Mo.  Bolt  ia  in  fifth  atone  from  ground,  fourth  atone  from  comer  of  wall  made 
by  office  door  entrance,  and  in  aecond  atone  from  first  window  west  of  ofQce  entrance. 
Hotel  is  on  southwest  comer  of  Lewis  and  Fifth  streets.    Elevation,  156°^.  7856. 

U.  8.  P.  B.  M.  9  ia  copper  bolt  leaded  horizontally  in  east  side  of  back  foundation  of 
German  Methodist  Episcopal  Church,  corner  of  Sixth  and  Washington  streets,  Can- 
ton, Mo.  Bolt  is  in  third  stone  from  ground  and  in  second  from  north  comer,  and 
directly  nnder  window  facing  east.    Elevation,  156i°.5849. 

U.  8.  P.  B.  M.  10  is  copper  bolt  leaded  vertically  in  top  surface  of  southeast  comer  of 
soQth  abutment  of  railroad  bridge  No.  35  over  Wyaconda  Creek.  Bolt  is  2  feet  from 
aonth  face,  4  feet  from  east  face  of  abutment,  and  about  1  mile  above  La  Orange,  Mo. 
Elevation,  153B.6120. 

U.8.P.  B.M.  11  is  copper  bolt  leaded  horizontally  in  northeast  corner  stone  of 
Qnisenberry  &,  Schneider's  tobacco  works,  situated  on  southwest  comer  of  Wash- 
ington street  and  K  and  St.  L.  R.  R.  at  Lagrange,  Mo.  Bolt  is  in  east  face,  15  inches 
from  comer  of  atone  and  2  feet  from  ground.    Elevation,  153°^.5792. 

U.  8.  P.  B.  M.  12  ia  center  of  copper  bolt  leaded  horizontally  in  third  course  of  masonry 
from  bottom  and  ninth  from  top  of  west  abutment  of  Quincy  R.  R.  bridge.  West 
Qnincy,  Mo.    Bolt  is  in  north  face  2  inches  from  east  comer.    Elevation,  151">.7187. 

XT.  8.  P.  B.  M.  13  is  copper  bolt  leaded  vertically  in  top  surface  of  top  stone  of  north- 
east comer  of  north  pier  forming  south  face  of  north  abutment  of  covered  railroad 
bridge  over  the.Fabius  River.  Bolt  is  near  the  center  of  stone  5  feet  below  and  8  feet 
east  of  rail.    Elevation,  151«>.9146. 

U.  8.  P.  B.  M.  14  is  top  of  copper  bolt  leaded  vertically  in  top  surface  of  stone,  form* 
ing  weat  end  of  north  pier  to  railroad  bridge  over  North  River.  Bolt  is  8  Inches  from 
north  edge  of  stone,  2  feet  from  west  edge,  and  14  inches  frokn  base  of  strut.  Eleva- 
tion. 150-.8065. 

U.  8.  P.  B.  M.  15  is  copper  bolt  leaded  vertically  in  stone  post  set  in  northeast  comer  of 
cultivated  field,  5  meters  from  wagon  road,  15  metera  weat  of  railroad,  20  meters  from 
north  one  of  two  elm  trees  standing  alone  in  wagon  road,  fence  forming  line  between 
woods  and  cultivated  ground,  466  motets  north  of  Hilton  Station.    Elevation,  149^.7508. 

U.  8.  P.  B.  M.  16  is  copper  bolt  leaded  horizontally  in  face  of  natural  rock  at  east 
entrance  of  tunnel  at  Miaaouri  end  of  railroad  bridge  at  Hannibal,  Mo.    Bolt  is  in 
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rock  iacine  east  and  on  south  side  of  tnnnel,  7  feet  soath  of  entrance  and  about  4  fbet 
above  roaa  level.    Elevation,  155">.2651. 

U.  S.  P.  B.  M.  17  is  copper  bolt  leaded  vertically  in  top  surface  of  east  stone  of  north 
abutment  of  small  railroad  bridge  1  mile  below  Hannibal,  Mo.,  and  50  meters 
northeast  of  house  of  Mr.  Johnson.    Elevation,  147™.8009. 

U.  S.  P.  B.  M.  18  is  copper  bolt  leaded  vertically  in  top  of  top  course  of  masonry  at 
river  side  of  north  end  of  principal  abutment  of  railroad  bridge  across  Lick  Creek, 
800  meters  below  depot  at  Saverton,  Mo.    Elevation,  147™.3d01. 

U.  S.  P.  B.  M.  19  is  marking-stone  planted  in  comer  of  yard  of  Catharine  Hayes,  6 
miles  south  of  Saverton,  li  miles  above  Ashbum.  Stone  is  8  meters  southwest  of 
southwest  comer  of  house,  and  25  meters  from  river  bank,  a  little  below  dam  at  Gil- 
bert's Island.    Elevation,  151».7497.  ' 

U.  S.  P.  B.  M.  20  is  copper  bolt  set  vertically  in  top  of  marking-stone  set  on  line 
of  rail  fence  8  meters  east  of  large  maple  tree  on  east  bank  of  small  creek  bed,  3  meters 
north  of  bridge  over  creek.  Stone  is  7  meters  south  of  wagon  road,  17  meters  west 
of  railroad,  23  meters  south  of  south  comer  of  house  of  Mr.  Warner,  and  i  mile  north 
of  Ashbum,  Mo.    Elevation,  150^.5762. 

U.  S.  P.  B.  M.  21  is  markiug-stone  planted  in  east  edsre  of  cultivated  field  about  77 
meters  from  south  bank  of  Salt  River,  at  place  where  Keokuk  and  Saint  Louis  Railroad 
crosses  the  river.  Stone  is  set  about  15  meters  to  the  west  of  track,  nearly  opponte 
the  south  end  of  the  trestle  on  south  end  of  bridge.    Elevation,  145™.2055. 

U.  S.  P.  B.  M.  22  is  copper  bolt  leaded  vertically  in  marking-stone  in  southwest 
fence  corner  of  fence  running  east  and  west  and  one  south.  South  fence  stops  at 
corner,  and  begins  again  10  meters  farther  east,  on  east  and  west  fence.  Stone  is  20 
meters  west  of  railroad  and  50  meters  above  month  of  Salt  River.  Elevation,  148™.9803. 

U.  S.  P.  B.  M.  23  is  copper  bolt  leaded  horizontally  in  first  layer  of  stone  below 
brick  in  northeast  fiice  of  brick  saloon  on  the  northwest  comer  of  Water  and  Main 
streets,  Louisiana,  Mo.  Bolt  is  in  second  stone  north  of  door  in  same  wall  of  building. 
Elevation,  148«.9719. 

U.  S.  P.  B.  M.  24  is  copper  bolt  set  vertically  in  top  surface  of  top  stone  fonning 
the  northeast  comer  of  the  west  abutment  of  railroad  bridge  over  Mississippi  River 
at  Louisiana,  Mo.  Top  of  bolt  is  oven  with  the  surface  of  the  stone.  Elevation, 
148».6907. 

U.  S.  P.  B.  M.  25  is  center  of  hole  in  copper  bolt  in  side  of  natural  rock  7  meters 
south  of  railroad,  9  ireters  north  of  oak  tree,  14  inches  in  diameter,  on  bank  above, 
500  meters  below  railroad  bridge  across  gully,  and  6,000  meters  below  railroad  bridge 
across  Mississippi  River  at  Louisiana^  Mo.  Five  notches  cut  in  tree.  Elevation, 
147'".2828. 

U.  S.  P.  B.  M.  26  is  copper  bolt  leaded  vertically  in  top  of  marking-stone  set  at 
intersection  of  two  fences  on  south  side  of  lane  and  west  of  railroad.  Lane  is  5  meters 
wide.  The  north  fence  stops  before  it  reaches  as  far  east  as  the  south  fence.  A  small 
creek  is  3  meters  north  of  the  north  fence.  A  row  of  apple  trees  is  just  inside  the 
north  fence.  Stone  is  5^  meters  west  of  railroad  and  15  meters  west  of  river ;  about 
60  meters  east  of  old  log-house  of  Peter  Yaeger,  and  about  3  miles  above  Clarksville, 
Mo.    Elevation,  146»».6472. 

U.  S.  P.  B.  M.  27  is  center  of  horizontal  copper  bolt  leaded  in  the  natural  lock  in 
side  of  small  bluff  bank  3^^  meters  east  of  railroad  track,  below  wagon  road,  12  meters 
from  river  bank,  440  meters  above  vinegar  works  at  Clarksville,  Mo.,  and  120  meters 
below  month  of  Calumet  Creek.  It  is  between  railroad  and  house  of  Philip  Bedair. 
Elevation,  148«.0183. 

U.  S.  P.  B.  M.  28  is  copper  bolt  leaded  horizontally  in  the  southeast  comer  stone 
of  Carroll  House,  Clarksville,  Mo.  Stone  is  at  the  head  of  stairs  leading  to  basement. 
Bolt  is  set  in  south  face  of  stone  about  10  inches  above  the  sidewalk.  Elevation, 
146«.5610. 

U.  S.  P.  B.  M.  29  is  top  of  copper  bolt  leaded  vertically  in  top  surface  of  marking- 
stone  set  in  the  ground  5  meters  east  of  the  Sny  Levee,  opposite  Clarksville,  Mo., 
about  50  meters  east  of  ferry  landing  in  Calhoun  County,  Illinois.  Stone  is  220  meters 
along  the  levee  below  where  levee  crosses  chute.    Elevation,  142'^.8844. 

U.  S.  P.  B.  M.  30  is  copper  bolt  leaded  vertically  in  top  surface  of  marking-stone  set 
in  the  ground  on  east  side  of  Sny  Levee  at  intersection  of  plantation  road,  on  south  of 
road,  which  crosses  levee  and  continues  to  the  river.  Levee  is  50  meters  east  of  river. 
A  large  elm  stump  6  feet  in  diameter  and  10  feet  tall  stands  in  the  road  20  meters 
west  of  levee.  Stone  is  opposite  Island  No.  463,  about  one-third  ita  length  above  the 
lower  end,  and  about  3^  miles  below  U.  S.  P.  B.  M.  29,  opposite  Clarksville.  Elevation, 
142».8681. 

U.  S.  P.  B.  M.  31  is  copper  bolt  leaded  vertically  in  top  of  marking-stone  set  on  east 
side  of  levee  at  its  base,  4  meters  east  of  the  middle  of  levee,  in  fence  comer  in- 
closing field  with  woods  on  north  side  and  levee  on  west  side.  It  is  about  100  meters 
east  of  river  and  175  meters  northwest  of  house  occupied  by  Mr.  Gain  and  owned  by 
Messrs.  Rock  and  Baker.    Elevation,  142"'.0102. 
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U.  8.  P.  B.  M.  32 10  conical  bole  Id  top  sarface  of  rock  prolecting  from  Bide  of  wagon 
roid,  ftboat  half  way  up  steep  hill  on  north  bank  of  small  stream,  10  meters  north 
of  middle  of  stone  culvert.  Rock  is  at  root  of  two  poplar  trees  growing  about  1 
foot  apart.  Bench  is  at  intersection  of  cross,  6  inches  from  west  edge  and  10  inches 
from  south  edge  of  rock,  and  about  50  meters  east  of  east  shore  of  Hamburg  Bay. 
Elevation,  14tt™.0000. 

U.  S.  P.  B.  M.  33  is  top  of  copper  bolt  leaded  vertically  in  top  surface  of  natural 
rock  projecting  from  east  side  of  wagon  road  about  240  meters  south  of  house  of  Mr. 
Blacksmith,  and  about  4  miles  north  of  Hamburg,  111.  The  bolt  is  18  inches  from 
corner,  and  10  inches  from  the  two  sides  of  the  stone,  only  one  comer  of  which  pro- 
jects.   Elevation,  163«.03T2. 

U.  S.  P.  B.  M.  34  is  copper  bolt  leaded  horizontally  in  the  north  face  of  natural  rock 
forming  south  side  of  the  first  creek  south  of  Hamburg,  Calhoun  County,  Illinois. 
Bench  is  about  120  meters  east  on  road  from  where  the  road  makes  a  sharp  bend  from 
south  to  east.  There  are  a  mill  and  two  houses  at  the  turn  of  the  road.  Bench  is 
abont  5  meters  north  of  fence  around  orchard.  Bolt  is  about  1  foot  below  the  top 
surface  of  rock,  and  about  4^  feet  above  creek  bottom,  which  is  of  stone.  Rock  is  in 
layers,  the  bolt  being  in  top  layer.    Elevation,  141°^.6910. 

U.  8.  P.  B.  M.  35  is  point  li  inches  from  south  comer  and  ^  inch  from  east  side  of 
shore  line  triangnlation  stone  set  by  Assistant  Engineer  John  Eisenmann.  Stone  is  38 
meters  east  of  river  bank,  about  250  meters  below  Island  No.  482,  and  3^  meters  north 
west  of  large  elm  tree  marked  with  two  triangles  opposite  midway  between  two 
bouses  on  Westport  Island.    Elevation,  139°^.9151. 

U.  8.  P.  B.  M.  36  is  top  of  copper  bolt  leaded  in  the  top  of  marking-stone  set  about 
8  meters  from  the  river  bank,  on  the  Illinois  shore,  a  short  distance  south  of  a  point 
opposite  the  head  of  Islands  Nos.  487, 486,  and  485,  and  about  1,190  meters  above  ware- 
houses at  Red's  Landing,  Calhoun  County,  Illinois.  It  is  ^  meter  south  of  lower  fence 
of  two  on  land  of  one  £-a  Lawson,  about  opposite  the  head  of  the  aforesaid  islands, 
and  about  50  meters  north  of  the  boundary  liue  between  the  land  of  the  above-named 
Iia  Lawson  and  the  land  of  one  John  M.  Lewis.    Elevation,  139™.6604. 

U.  S.  P.  B.  M.  37  is  cross  about  in  the  middle  of  triangnlation  stone  set  by  Assistant 
Engineer  John  Eisenmann  at  the  root  of  a  large  poplar  tree  abont  10  meters  firom 
small  house  and  5  meters  from  fence  surrounding  house.  The  house  is  opposite  the 
foot  of  Sterling  Island.    Elevation,  139°'.5688. 

U.  8.  P.  B.  M.  38  is  top  of  marking-stone  set  bv  Assistant  Engineer  John  Eisen- 
mann 1|  meters  west  of  foot  of  sycamore  tree  blazed  and  marked  with  a  triangle. 
Stone  is  50  meters  east  of  river  bank  and  27  meters  east  of  road  running  to  Hoffvflle. 
It  is  about  800  meters  south  from  Church's  Landing,  and  about  400  meters  north  from 
warehouses  at  Hogville  Landing,  Calhoun  County,  Illinois.    Elevation,  138°^.7069. 

U.  8.  P.  B.  M.  S  is  top  of  copper  bolt  leaded  vertically  in  top  of  marking-stone  set 
in  the  ground  i  meter  inside  the  fence  on  the  west  side  of  the  field  of  J.  H.  Eildemann, 
abont  100  meters  north  from  upper  landing  warehouse  at  Turner's  Lauding,  Calhoun 
County,  Illinois.    Elevation  139™.5747. 

U.  8.  P.  B.  M.  40  is  top  of  triangnlation  shore  line  marking-stone  set  by  Assistant 
Engineer  John  Eisenmann  abont  90  meters  back  from  Illinois  bank  of  Mississippi 
Eiver,  about  600  meters  south  of  foot  of  Island  No.  197,  and  about  2,900  meters  sou& 
irom  tbe  lower  Turner's  Landing  warehouse.    Elevation,  138^.6351. 

U.  8.  P.  B.  M.  41  is  center  of  copper  bolt  leaded  horizontally  in  solid  sand  rock 
above  and  back  of  the  road,  74  meters  east  and  below  top  of  a  hill  at  point  of  bluff  at 
West  Point,  Calhoun  County,  Illinois,  facing  the  north.  It  is  about  1  meter  above 
level  of  road,  and  is  about  150  meters  around  the  point  from  the  warehouse  at  West 
Point    Elevation,  141°'.9651. 

U.8.P.B.M.42  is  center  of  copper  bolt  leaded  horizontally -in  the  north  face  of 
large  bowlder  rock,  imbedded  pamy  in  the  ground  about  40  meters  around  east  from 
northwest  comer  of  the  blun  rocks  below  Hastings'  Landing,  Calhoun  Co.,  III., 
about  225  meters  below  warehouse  on  the  land  of  G.  B.  Brown.  It  is  third  large 
bowlder  at  foot  of  hill  on  the  north  side  of  comer  west  from  the  top  of  bank  of  small 
branch  that  empties  in  the  river  below  the  warehouse,  and  is  about  8  meters  east 
from  fence  that  leads  abont  southwest  from  the  east  side  of  warehouse  at  landing. 
Elevation.  141^.0863. 

U.  8.  P.  B.  M.  43  is  center  of  copper  bolt  leaded  horizontally  in  the  west  face  of 
blnff  rock  about  2^  meters  underneath  where  the  upper  surface  of  rocks  commence  to 
be  exposed  at  the  foot  of  the  hill,  about  20  meters  around  north  on  west  side  of  hill 
from  southwest  projecting  comer  of  the  bluffs  on  the  north  side  of  the  valley,  second 
one  north  of  Martin's  Landing,  Calhoun  Co.,  III.,  and  first  one  south  of  valley  where 
John  Zarley  lives.    Elevation,  138n».9003. 

U.  S.  P.  B.  M.  44  is  center  of  horizontal  copper  bolt  set  in  solid  blnff  rock  facing 
northwest  abont  900  meters  south  of  Martin's  Landing,  and  about  1,300  meters  north 
of  Miller's  Landing,  Calhoun  Co.,  III.  It  is  about  500  meters  below  a  dwelling-boijis^^ 
The  bolt  is  i;i  the  upper  stratum  of  exposed  rock.    Elevation^  138°>^7755, 
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U.  S.  P.  B.  M.  45  is  centei'  of  horizontal  copper  bolt  leaded  in  solid  blnff  rook  at 
Thomas'  Landing,  Calhoun  Co.,  111.  The  bolt  is  between  the  east  end  of  the  coke 
furnace  and  the  river,  and  about  40  meters  above  the  trestle-work  of  the  ooal  mine. 
Elevation,  137^.0149. 

U.  8.  P.  B.  H  46  is  center  of  copper  bolt  leaded  horisontally  in  the  west  end  of  solid 
rock  at  the  southern  edge  of  cultivated  field,  20  meters  firom  water's  edge  at  high 
water,  335  meters  west  of  Frank  Herohmeyer's  dwelling-house,  and  one  mile  below 
Dixon's  Landing,  Calhoun  Co.,  111.    Elevation,  144™.6715. 

U.  8.  P.  B.  M.  47  is  center  of  copper  bolt  leaded  horizontally  in  solid  bluff  rook  about 
12  meters  above  water  edge,  at  high  water,  350  meters  north  of  Point  Landing,  25 
meters  north  of  small  stooe  ice- house  belonging  to  Joseph  Kavar,  about  5  meters  be- 
low top  of  bluff  rock,  and  about  250  meters  northeast  of  Joseph  Navar's  dwelling- 
house,  in  Calhoun  Co.,  111.    Elevation,  137™.8355. 

DB8GBIPIION  OF  PBBMAinBNT  BBNGH-MARKS  BBTWEBN  KBOKUK,  IOWA,  AND  FULTOH, 

ILL. 

U.  S.  P.  B.  M.  1  is  top  of  copper  bolt  leaded  vertically  in  coping  of  west  wall  of 
•luice-way  at  south  end  of  middle  canal  lock,  2  miles  above  Keokuk,  Iowa.  Eleva- 
tion, 158«.9537. 

U.  8.  P.  B.  H.  2  is  top  of  brass  bolt  leaded  vertically  in  top  of  copingof  west  wall 
near  southwest  tower  of  guard-lock  at  Nashville,  Iowa.  Marked  U.  8.  r.  B.  M.  Ele- 
vation, 160».8893. 

U.  8.  P.  B.  M.  3  is  at  Montrose,  Iowa.  It  is  center  of  hole  in  copper  bolt  leaded  hori- 
zontally in  upper  foundation  stone  of  brick  store  building  on  south  comer  of  Main 
and  Cedar  streets.    It  is  on  the  east  side,  3  feet  from  north  corner.    Marked  U.  8.  P. 

B.  M.    Elevation.  167».7492. 

IT.  8.  P.  B.  M.  4  is  top  of  copper  bolt  leaded  vertically  in  top  of  west  end  of  south 
abutment  of  C,  B.  &  Q.  B.  R.  bridge  over  Painter  Creek,  1  mile  south  of  Yiele  8ta1aon, 
Iowa.    Marked  U.  8.  P.  B.  M.    Elevation,  171".6681. 

U.  8.  P.  B.  M.  5  is  top  of  copper  bolt  leaded  verticallv  in  northeast  comer  stone  of 
middle  pier  of  C,  B.  &  Q.  R.  K.  bridge  over  Little  Devil's  Creek,  one-half  mile  south  of 
Yiele  8tation,  Iowa.    Marked  U.  8.P.  B.  M.    Elevation,  169B.8603. 

U.  8.  P.  B.  M.  6  is  top  of  copper  bolt  leaded  vertically  in  top  of  stone  abutment  of 

C,  B.  &  Q.  R.  R.  bridge  over  Devil's  Creek,  one-half  mile  north  of  Yiele  8tation,  Iowa. 
Marked  U.  8.  P.  B.  M.    Elevation,  171».3714. 

U.  8.  P.  B.  M.  7  is  at  Fort  Madison.  Iowa.  It  is  top  of  copper  bolt  leaded  vertically 
in  water-table  of  the  Central  Hotel  on  Front  8treet,  near  the  depot.  It  is  near  the 
center  of  the  building  on  the  south  side.    Marked  U.  8.  P.  B.  M.    Elevation,  16&B.9910. 

U.  8.  P.  B.  M.  8  is  at  Fort  Madison,  Iowa.  It  is  center  of  hole  In  copper  bolt  set 
horizontally  in  middle  of  west  side  of  brick  chimney  of  wooden- waro  factory  on  north- 
east comer  of  Front  and  Broadway  stroets.  Bolt  is  3  feet  above  base  oi  chimney. 
Buildiug  owned  by  W.  H.  Crotzinger.    Marked  U.  8.  P.  B.  M.    Elevation,  170n.5628. 

U.  8.  P.  B.  M.  9  is  on  brick  house  of  James  Gibbs,  4  miles  above  Fort  Maidison,  Iowa« 
It  is  center  of  hole  in  copper  bolt  leaded  horizontally  in  top  foundation  stone  on 
south  side,  3  feet  from  southeast  corner.  House  stands  about  150  meters  west  of  C, 
B.  Sd  Q.  R.  R.  track.    Marked  U.  8.  P.  B.  M.    Elevation,  172».4908. 

U.  8.  P.  B.  M.  10  is  on  east  abutment  of  C,  B.  &  Q.  R.  R.  bridge  over  8kunk  River,  9 
miles  north  of  Fort  Madison,  Iowa.  It  is  top  of  copper  bolt  leaded  vertically  in  north 
end  of  abutment.    Marked  U.  8.  P.  B.  M.    Elevation,  17.'l<".1240. 

U.  8.  P.  B.  M.  11  is  on  stone  building  known  as  Patterson's  grocery,  ^  miles  south  of 
Burlington,  Iowa,  on  south  side  of  C.,  B.  &  Q.  R.  R.  It  is  center  of  hole  in  copper 
bolt  set  horizontally  on  north  side,  near  northcA^t  comer,  2^  feet  from  the  g^und. 
Marked  U.  8.  P.  B.  M.    Elevation.  170«.7091. 

U.  8.  P.  B.  M.  12  is  2i  miles  soutn  of  west  end  of  Burlington  R.  R.  bridge,  in  natural 
rock,  OD  line  of  C,  B.  Sc  Q.  R.  R.  It  is  700  meters  south  of  trestle  near  saw-mill,  is  4 
meter  from  centro  of  track  and  i  met^r  above  track.  It  is  center  of  hole  in  copper 
bolt  leaded  horizontally  in  base  of  limestone  bluff  near  end  of  cut.  Marked  U.  8.  P. 
B.M.    Elevation,  168».  1657. 

U.  8.  P.  B.  M.  13  is  on  north  end  of  west  abutment  of  the  C,  B.  &;  Q.  R.  R.  bridge  over 
Mississippi  River  at  Burlington,  Iowa.  It  is  top  of  copper  bolt  leaded  vertically  in 
abutment.    Marked  U.  8.  P.  B.  M.    Elevation,  171^.3968. 

U.  8.  P.  B.  M.  14  is  on  north  end  of  east  abutment  of  same  bridge.  It  is  top  of  copper 
bolt  leaded  vertically  in  abutment.  Marked  U.  8.  P.  B.  M.  Mackenzie  B.  M.  49  is  on 
same  abutment,  and  is  6  millimeters  above  U.  8.  P.  B.  M.  14.    Elevation,  171".4352. 

U.  8.  P.  B.  M.  15  is  on  east  abutment  of  C,  B.  &  Q.  R.  R.  bridge  over  Prairie  Slough, 
about  2  miles  above  the  east  end  of  bridge  across  the  Mississippi  River  at  Burlington. 
It  is  top  of  copper  bolt  leaded  vertically  in  north  end  of  abutment.  Marked  U.  S.  P. 
B.M.    Elevation,  167".6764. 

U.  8.  P.  B.  M.  16  is  on  north  end  of  west  abutment  of  trestle  No.  59,  about  4^  miles 
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OArth  of  the  east  end  of  the  Burlington  bridge,  on  the  line  of  the  C,  B.  &  Q.  R.  R. 
It  is  top  of  copper  bolt  leaded  vertically  in  abutment.  Marked  U.  S.  P.  B.  M.  Eleva- 
tion, 168-.1635. 

U.  S.  P.  B.  M.  17  is  on  Robt.  Moir's  brick  store  buildine  at  Oqoawka,  lU.  It  is  center 
of  hole  in  eopper  bolt  leaded  horizontally  in  stone  piUar  at  southwest  corner,  about 
9  ket  above  the  water-table.  The  buildinc  stands  on  the  northwest  comer  of 
Behnjier  and  Second  streets,  and  is  also  used  for  the  Journal  office.  Marked  U.  S. 
P.  a  M.    Mackenzie  B.  M.  48  is  on  step  of  same  building.    Elevation,  169».5262. 

U.  S.  P.  B.  M.  18  is  on  brick  building  on  the  southeast  comer  of  Third  and  Schuyler 
stieets,  at  Oqnawka,  111.  It  is  center  of  hole  in  copper  bolt  set  horizont^ly  on 
west  side  of  northwest  comer,  3^  feet  above  the  ground.  Marked  U.  S.  P.  B.  M.  £le- 
valioD,  173».ia67. 

U.  8.  P.  B.  M.  19  is  on  brick  building  on  the  northwest  comer  of  Main  and  Second 
streets,  Keithsburg,  111.  It  is  top  of  copper  bolt  leaded  vertically  in  stoue  step  on 
the  sooth  side  of  l£e  building,  and  marked  U.  S.  P.  B.  M.  The  building  is  owned  by 
Mr.  Parsons,  and  used  for  a  furniture  store.    Elevation,  170°>.6252. 

U.  8.  P.  B.  M.  20  is  on  step  of  Mr.  Rife's  brick  dwelling  on  the  northwest  comer 
of  Main  and  Filth  streets,  Keithsburg,  Ul.  It  is  top  of  copper  bolt  leaded  vertically 
in  the  southwest  comer  of  upper  stone  step  on  south  side  of  house,  and  is  not  nuirked. 
Elevation,  173».6488. 

U.  8.  P.  B.  M.  21  is  on  foundation  of  water-tank  2  miles  east  of  New  Boston,  111., 
Id  lioe  of  C,  B.  &  Q.  R.  R.  It  is  center  of  hole  in  eopper  bolt  set  horizontally  on 
west  side  of  tank,  under  a  strut,  below  top  of  foundation.  It  is  150  meters  east  of 
covered  railroad  bridge  over  Edwards'  River.  Marked  U.  S.  P.  B.  M.  Elevation, 
175-.2622. 

U.  8.  P.  B.  M.  22  is  ou  foundation  of  Keokuk  Northern  Line  Packet  Company's 
warehouse  at  New  Boston,  UL  It  is  center  of  hole  in  copper  bolt  set  horizontally 
Id  north  wall  near  the  northeast  comer  in  top  of  stone  foundation,  0.7  meter  from 
ground.    Marked  U.  8.  P.  B.  M.    Elevation,  172».2639. 

U.  8.  P.  B.  M.  23  is  on  Union  Hotel,  New  Boston,  111.  It  is  center  of  hole  in  copper 
bolt  set  horizontaUv  in  north  wall,  0.4  meter  from  the  northeast  comer  and  1.1  meters 
ftom  ground.    Marked  U.  S.  P.  B.  M.    Elevation,  180».0117, 

U.  £  P.  B.  M.  24  is  on  top  of  southeast  comer  of  stone  foundation  of  tall  chimney  of 
old  saw-mill  at  Port  Louisa,  Iowa.  Mill  now  torn  down .  This  is  the  same  bench-mark 
as  Mackenzie  B.  M.  45.    Elevation,  172>».3074. 

U.  8.  P.  B.  M.  25  is  top  of  stone  set  in  ground  22  meters  south  of  gate  leading  to  Esq. 
Walton's  house,  7|  miles  south  of  Muscatine,  Iowa.  Stono  is  a  height  of  high  water  of 
1^1,  is  8  meters  north  of  wagon  road,  and  15  meters  from  edge  of  river  bank.  A 
block  is  set  over  the  stone,  three  marking-stakes  set  3  feet  off,  and  three  small  black 
locust  trees  blazed  near  by.  Stone  is  said  to  have  been  set  by  Major  Allen  several 
yean  ago.  Top  of  stone  is  about  1  foot  below  the  surface  of  the  ground.  Elevation, 
17»».0010. 

U.  8.  P.  B.  M.  26  is  on  brick  foundation  of  Mr.  E.  Beatty's  dwelling  on  right  bank  of 
river,  about  7  miles  below  Muscatine,  Iowa.  It  is  center  of  hole  in  copper  bolt  set  hori- 
Bontally  in  east  side  of  northeast  corner  of  foundation.  Marked  U!  S.  P.  B.  M.  Eleva- 
tion, 173»iJ544. 

U.  8.  P.  B.  M.  27  is  on  brick  chimney  of  Hershey 's  lower  saw-mill ,  Muscatine,  Iowa.  It 
is  center  of  hole  in  copper  bolt  set  horizontally  on  the  middle  of  the  east  face  of  chim- 
nef ,  about  3  feet  above  ground.    Marked  U.  S.  P.  B.  M.    Elevation,  173».8371. 

IJ.  8.  P.  B.  M.  28  is  on  water- works  chimney,  at  Muscatine,  Iowa.  It  is  center  of  hole 
in  eopper  bolt  set  horizontally  in  north  face  of  chimney,  about  1.1  meters  from  the 
ground.    Marked  U.  S.  P.  B.  M.    Elevation,  174".2968. 

U.  8.  P.  B.  M.  29  is  on  north  abutment  of  wagon  bridge,  50  meters  north  of  station  at 
Muscatine,  Iowa.  It  is  top  of  copper  bolt  set  vertically  in  northeast  corner  of  abut- 
ment.   Marked  U.  S.  P.  B.  M.    Elevation,  174»  4349. 

U.  8.  P.  B.  M.  30  is  on  abutment  of  C. ,  R.  I.  &  P.  R.  R.  bridge,  3  miles  north  of  Musca- 
tine, Iowa.  It  is  top  of  copper  bolt  set  vertically  in  top  of  stone  ooping  of  south  end 
of  west  abutment.    Marked  U.  6.  P.  B.  M.    Elevation  ,174°'. 7935. 

U.  &  P.  B.  M.  31  is  on  abutment  of  C,  R.  I.  &  P.  R.  R.  bridge  over  Sweetland  Creek, 
sboot  5  miles  north  of  Muscatine,  Iowa.  It  is  top  of  copper  bolt  leaded  vertically  in 
west  end  of  north  abutment.    Marked  U.  S.  P.  B.  M.    Elevation,  174»  5547. 

U.  8.  P.  B.  M.  32  is  in  natural  rock  on  line  of  C,  R.  I.  and  P.  R.  R.,  about  6  miles  above 
Muscatine,  Iowa.  It  is  center  of  hole  in  copper  bolt  set  horizontally  in  face  of  rock, 
where  it  has  been  blasted  off  for  railroad  becl.  It  is  4  feet  above  the  track,  20  ff«t 
north  of  center  of  track,  and  740  meters  west  of  bridge  77.  Marked  U.  S.  P.  B.  M. 
Elevation,  177».1881. 

U.S.P.  B.M.33  is  on  foundation  of  pottery  owned  by  John  Feasted,  at  Fairport, 
Iowa.  It  is  center  of  hole  in  copi>er  bolt  set  horizontally  in  west  side,  near  south- 
west comer  of  stone  foundation.  This  pottery  is  about  350  meters  above  railroad 
statioD  and  near  the  river  bank.    Marked  U.  S.  P.  B.  M.    Elevation,  175».3891. 
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U.  8.  P.  B.  M.  34  is  on  middle  pier  of  bridge  orer  Pine  Creeky  aboat  2  miles  north  of 
Montpelier,  Iowa,  on  the  line  of  the  O. ,  R.  1.  and  P.  R.  R.  It  is  top  of  braes  bolt  leaded 
Tertically  in  north  end  of  pier.  Bridge  is  No.  60.  Marked  U.  8.  P.  B.  M.  EievatioiL 
17b».0998. 

IT.  8.  P.  B.  M.  35  is  on  south  pier  of  C,  R.  I.  and  P.  R.  R.  bridge  No.  512, 1  kilometer 
south  of  Montpelier,  Iowa.  It  is  top  of  brass  bolt  set  vertically  in  west  end  of  pier. 
Marked  U.  8.  P.  B.  M.    Elevation,  178«.2111. 

U.  8.  P.  B.  M.  35  a  is  on  west  abutment  of  C,  R.  I.  and  P.  R.  R.  bridge  No.  45,  about  i 
mile  east  of  the  depot  at  Montpelier,  Iowa.  It  is  top  of  brass  bolt  leaded  vertically 
in  south  end  of  abutment.    Marked  U.  8.  P.  B.  M.    Elevation,  175^.9233. 

U.  8.  P.  B.  M.  36  is  on  Wm.  Karge's  brick  store  and  post-offloe  building  at  Buffalo, 
Iowa.  It  is  center  of  hole  in  brass  bolt  leaded  horizontally  in  the  east  side,  near 
southeast  comer,  3  feet  above  the  foundation.  The  bailding  is  on  the  northwest  corner 
of  Hecker  and  Second  streets.    It  is  unmarked.    Elevation,  178'».4006. 

U.  8.  P.  B.  M.  37  is  on  foundation  of  brick  house  of  Eliza  M.  Dodge,  i  mile  east  of 
Buffalo,  Iowa.  It  is  center  of  hole  in  brass  bolt  set  horizontally  in  upper  foundation 
stone  on  west  side,  near  southwest  corner,  about  1  meter  from  ground.  House  standa 
about  100  meters  north  of  line  of  C,  R.  L  and  P.  R.  R.  Marked  U.  &  P.  B.  M.  Eleym- 
tion,  179^.4669. 

U.  8.  P.  B.  M.  38  is  on  foundation  of  vinegar  works  at  lower  end  of  West  Daven* 
pM)rt,  Iowa,  near  the  river  bank.  It  is  center  of  brass  bolt  set  horizontally  in  west 
side,  near  the  southwest  comer,  about  0.4  meters  from  ground.  Marked  U.  8.  P.  B.  M. 
Elevation,  179».0291. 

U.  8.P.  B.M.39  is  on  north  abutment  of  Rock  Island  and  Davenport  Railroad 
bridee  over  the  main  channel  of  the  Mississippi  River.  It  is  top  of  copper  bolt  leaded 
vertically  in  coping  of  east  or  upper  side  of  abutment,  on  a  plane  with  the  sidewalk. 
It  is  4.1  meters  from  river  face  of  abutment,  and  0.1  meter  inside  of  railing.  Marked 
U.  8.  P.  B.  M.    Elevation,  180».8749. 

U.  8.  P.  B.  M.  40  is  on  base  of  stone  tower  of  U.  S.  arsenal  stone  building,  A,  1865, 
at  lower  end  of  Arsenal  Island.  It  is  center  of  hole  in  copper  bolt  leaded  horizontally 
in  east  side  of  northeast  comer,  about  4  feet  from  the  ground.  Marked  U.  8.  P.  B.  M. 
Elevation,  182».1139. 

U.  8.  P.  B.  M.  41  is  on  foundation  of  the  Atlantic  Brewery,  near  C.  R.  I.  and  P.  R. 
R.  depot  at  Rock  Island,  111.  It  is  center  of  hole  in  copper  bolt  set  horizontally  in 
upper  foundation  stone  on  the  north  side  at  the  northeast  comer.  Marked  U.  8.  P.  B. 
M.    Elevation,  183"».3053.  • 

U.  8.  P.  B.  M.  42  is  on  south  abutment  of  wagon-bridge  crossing  from  Moline,  111., 
to  head  of  Rock  Island.  It  is  top  of  copper  bolt  set  vertically  on  east  end  of  abutment. 
Marked  U.  8.  P.  B.  M.    Elevation,  179>».5708. 

U.  8.  P.  B.  M.  43  is  on  brick  basement  of  H.  Smith's  dwelling-house  at  Watertown, 
HI.  It  is  center  of  hole  in  copper  bolt  leaded  horizontally  in  the  west  side  near  the 
northwest  comer.  The  house  stands  50  meters  southeast  of  the  C,  M.  and  St.  P.  R. 
R.  depot.    It  is  marked  U.  8.  P.  B.  M.    Elevation,  181".4283. 

U.  8.  P.  B.  M.  44  is  on  brick  sohool-honso  at  Hampton,  Iowa.  It  is  center  of  bole 
in  copper  bolt  set  horizontally  0.5  meters  from  ground  on  east  side  near  southeast 
comer  of  large  new  public-school  building.  It  is  marked  U.  8.  P.  B.  M.  Elevation. 
182».99e8. 

U.  8.  P.  B.  M.  45  is  on  stone  foundation  of  Baker  and  Hayward's  brick  store  build- 
ing on  levee  at  Hampton,  111.  It  is  center  of  hole  in  copper  bolt  leaded  horizontally 
in  north  side  of  northwest  comer  of  building,  and  is  at  the  H.  W.  mark  of  1880. 
Marked  U.  8.  P.  B.  M.    Elevation,  179"».9437. 

U.  8.  P.  B.  M.  46  is  on  stone  foundation  of  H.  M.  Gilchrist's  brick  store  building  at 
Rapids  City,  111.  It  is  center  of  hole  in  copper  bolt  leaded  horizontally  in  west  side 
of  northwest  comer,  4  feet  above  ground.  The  building  is  on  the  river  bank.  Marked 
U.  8.  p.  B.  M.    Elevation,  181».8416. 

U.  8.  P.  B.  M.  47  is  on  abutment  of  bridge  of  C  ,  M.  and  St.  P.  R.  R.  over  Barber's 
Creek,  f  mile  south  of  Port  Byron,  HI.  It  is  top  of  copper  bolt  leaded  vertically  in 
west  end  of  north  abutment.    Marked  U.  8.  P.  B.  M.    Elevation,  18'^.9513. 

U.  8.  P.  B.  M.  48  is  on  foundation  of  Mr.  N.  Dorrance's  brick  store  building  at  Port 
Byron,  HI.  It  is  center  of  hole  in  copper  bolt  leaded  horizontal  ly  iu  west  side  of  south- 
west comer  of  stone  foundation,  and  marked  U.  8.  P.  B.  M.  Tne  building  stands  be- 
tween Main  street  and  the  R.  R.  track,  and  about  75  feet  from  the  river  bank.  Ele- 
vation, 183».4013. 

U.  8.  P.  B.  M.  49  is  on  irou  doorstep  of  new  brick  store  building  of  A.  H.  Wandt  at 
Port  Byron,  111.  It  is  top  of  north  bolt-head  of  front  row  of  bolte  on  south  dooretep 
on  east  side  of  building  on  east  side  of  Main  street.  Bolt-head  marked  with  a  oroea 
cut  throngh  its  center  by  a  cold-obisel.  Marked  U.  S.  P.  B.  M.  on  bricks  below.  El- 
evation, 185«  2033. 

U.  8.  P.  B.  M.  50  is  on  stone  warehouse  of  Northern  Line  Packet  Co.,  at  Coxdova,  IU. 
It  is  center  of  hole  in  copper  bolt  set  horizontally  in  south  side,  near  southwest  eor- 
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Mr,  and  marked  U.  S.  P.  B.  M.  The  warehonse  stands  at  water's  edge,  aod  the  bench 
is  2  meters  below  high-water  mark.  Mackenzie  B.  M.  39  is  on  same  building.  £1- 
STstion,  181«0544. 

U.  8.  P.  B.  M.  51  Is  on  stone  foundation  of  Wm.  G.  Marshall's  brick  elevator,  near  C,  M. 
and  8t  P.  R.  B.  depot  at  Cordova,  IlL  It  is  center  of  hole  in  copper  bolt  set  horizontally 
in  north  fMe,  near  northwest  corner,  in  third  comer  stone  m>m  top  of  foundation. 
Marked  U.  8.  P.  B.  M.    Elevation,  IST"".  5145. 

U.  8.  P.  B.  M.  52  is  on  foundation  of  brick  store  building  of  HarpNor  &  Son  at 
Albany,  III.  It  is  center  of  hole  in  copper  bolt  set  horizontally  in  west  side  at  south- 
west comer  of  building,  and  marked  U.  8.  P.  B.  M.  The  buildings  is  some  90  meters  from 
river,  and  fionts  on  the  main  business  street  of  the  town.  It  is  almost  directly  back 
of  their  old  brick  storehouse,  now  caving  into  the  river,  on  which  is  Mackenzie 
B.M.37.    Elevation,  187».6990. 

U.  8.  P.  B.  M.  53  is  on  base  of  a  large  shoulder  of  natural  rock  projecting  from  the 
bloff  1|^  miles  north  of  Albany,  111.  It  is  center  of  hole  in  copper  bolt  leaded  hori« 
iootally  into  the  base  of  cliff  1  foot  above  pound  and  about  3.5  meters  above  a 
wagon-road,  and  marked  U.  8.  P.  B.  M.  It  is  15  meters  east  of  wagon-road  and  90 
meterB  east  of  C,  M.  and  St.  P.  R.  R'.    Elevation,  188°'.6009. 

U.  8.  P.  B.  M.  54  is  on  abutment  of  C,  M.  and  St.  P.  R.  R.  bridge,  2^  miles  north  ef 
AlbMiy,  111.  It  is  top  of  copper  bolt  set  vertically  in  west  side  of  sooth  abutment. 
Marked  U.  S.  P.  B.  M.    Elevation,  182».2995. 

U.  8.  P.  B.  M.  55  is  on  south  abutment  of  bridge  over  Cat  Tail  Creek  of  C,  M.  and 
Bt.  P.  B.  B.  It  is  top  of  copper  bolt  set  vertically  in  top  of  east  end  of  abutment. 
This  bridge  is  just  south  of  tne  line  of  the  C,  B.  and  Q.  R.  K.,  and  about  2  miles  south 
of  Fulton,  111.    Elevation,  183".2978. 

U.  8.  P.  B.  M.  56  is  on  east  end  of  north  abutment  of  C,  M.  and  St.  P.  B.  R.  bridge 
over  Cat  Tail  Creek,  2  miles  south  of  Fulton,  Ul.,  and  about  200  meters  south  of 
C,  B.  and  Q.  R.  R.  crossing.  It  is  top  of  copper  bolt  set  vertically  in  top  of  abut- 
ment.   Elevation,  183».6809. 
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UFORT  or   AflSISTAirr   BNGIMXBR   L.    L.  WHEBLSR,  UPON   OUHUIATITB    BBBOB8    IN 

PBJSCISB  LBVELINQ. 

Saint  Loins,  October  6, 1883. 

Sib:  I  have  the  honor  to  submit  the  following  report  upon  the  results  of  invest!- 
gatioDs  of  the  subject  of  cumulative  errors  in  leveling. 

This  investigation  was  commenced  some  time  since,  and  an  incomplete  report  made 
npon  the  reentts  obtained,  with  the  intention  of  completing  the  report  when  addi- 
tional data,  which  was  being  reduced,  should  be  available.  In  the  meantime,  con- 
oderable  additional  field-work  has  been  done,  under  instructions  from  yourself  to 
ooDdaet  the  operations  in  such  a  manner  as  to  throw  additional  light  upon  the  snb- 
jeet  The  notes  of  this  work  have  been  reduced,  and  the  results  show  either  that 
this  discussion  has  had  a  practical  value  in  avoiding  operations  which  introduced 
nmmative  errors  in  the  work,  or  that  the  observers  liad  attained  a  proficiency  not 
inviooaly  shown. 

The  preliminary  report  has  been  read  by  those  interested  in  the  subject,  some  cor- 
rections have  been  noted,  and  some  sharp  criticisms  made.  I  have,  therefore,  in  writ- 
ing this  report,  had  the  advantage  of  these  facts  and  the  additional  data  at  hand,  and 
have  endeavored  to  show  more  clearly  that  the  results  of  leveling  operations  may 
heaffoeted  by  such  large  cumulative  errors  as  to  make  them  nnreliable,  and  that  these 
emmilative  errors  may  be  avoided  by  proper  care  in  the  field-work. 

The  Het  that  errors  appear  in  the  results  of  leveling  which  are  nearly  consCkuit  in 
■ign  and  amount,  has  nrequently  been  noticed,  and  various  theories  have  been  ad- 
vanced to  suit  the  various  examples.  In  this  discussion  I  have  endeavored  to  ascer- 
tain some  general  law  to  apply  to  all  the  data  at  hand.  I  have  first  analyzed  the 
data  and  arranged  it  in  such  a  manner  as  to  bring  together  results  obtained  under 
conditions  to  allow  of  their  beinff  classed  together.  I  have  then  plotted  the  results 
to  ifaow  more  clearly  the  basis  of  my  assumption  of  the  general  law  from  a  study  of 
the  corves  thus  formed.  I  have  then  applied  the  law  to  the  examples  obtained  firom 
tlie  resolts  of  leveling  along  the  Mississippi  River,  and  by  the  method  of  least 
•qnares  obtained  values  of  tne  unknown  quantities  which  evidently  are  near  the 
troth.  I  have  even  pointed  out  how,  sometimes,  from  the  results  of  the  levels  them- 
•elves  a  correction  to  the  final  result  is  shown  to  be  necessary,  and  the  probable  value 
of  that  correction. 

The  only  absolute  control  that  can  be  obtained  npon  the  results  of  levelings  is  to 
have  the  levels  return  to  the  starting  point,  or  to  level  in  a  polygon.  We  may,  how- 
ever,  conaidBr  any  line  leveled  by  the  same  observer  in  opposite  directions  to  be  a 
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polygon,  and  tlie  error  of  olostDg  upon  the  scarting  point  is  the  som  of  all  the  i 
committed  in  leveling  the  polygon. 

Should  it  happen  that  an  observer  had  closed  bnt  a  single  polygon,  we  wonld  be  in 
donbt  whether  the  error  of  closure  \7a8  due  to  accidental  errors  or  to  some  genecal 
law,  unless  we  had  additional  evidence  in  the  catie.    If,  howeyer^  an  observer  had 

preponderiuiee 

^  the  distzibfiP 

y  must  beze- 

membered  that  the  results  are  also  affected  by  accidental  errors,  to  which  all  obser- 
vations are  subject,  which  in  any  particular  case  may  be  so  laige  as  to  apparentij 
exempt  the  observation  from  the  eeneral  law.  In  a  series  of  observations,  however, 
the  accidental  errors  will  be  nearly  counterbalancing,  while  the  existence  of  a  gen- 
eral law  will  become  more  evident  as  the  series  is  extended.  It  frequently  happens, 
too^  in  a  number  of  consecutive  observations  of  any  kind,  that  the  arrangement  of  the 
aceidental  errors  will  be  such  as  apparently  to  point  to  some  law  of  distribution,  bat 
which  is  disproven  on  the  series  of  observations  being  further  extended.  In  this  dis- 
cussion only  extended  series  of  observations  have  been  used  to  base  conclusions  upon, 
less  extended  series  having  been  given  only  to  make  some  portions  of  the  disenssiaa 
complete. 

In  order  to  more  clearly  show  the  presence  of  cumulative  errors  in  the  STMnples 
here  clven,  the  sums  of  the  errors  have  been  taken  at  each  point  in  the  line  and  ploited 
as  oroinates,  with  the  distance  from  the  starting  point  as  abscissas. 

By  this  arrangement,  however,  when  a  number  o£  consecutive  accidental  enoB 
have  the  same  sign,  the  result  has  been  to  move  the  curve  to  one  side  of  the  maaa 
line  and  allow  it  to  remain  there  until  the  effect  has  been  counterbalanced  by  »ooi- 
dental  errors  of  the  opposite  sign.  This  fact  will  explain  the  sinusoidal  form  wMeh 
some  of  the  curves  taxe.  This  must  be  true  to  a  greater  or  less  extent  in  any  secies 
of  observations  where  the  errors  are  continually  summed,  as  has  been  the  case  heie. 

What  has  been  said  in  regard  to  a  single  observer  leveling  lines  in  opposite  diieo- 
tionsj  showing  the  presence  of  cumulative  errors,  is  also  true  of  different  observeass 
leveling  the  same  hues ;  bnt,  in  the  latter  case,  only  the  relative  errors  would  be 
shown,  unless  each  closed  the  polvgons.  An  example  is  given  on  page  425  of  *'  NweU^- 
meni  de  PrMHon  ds  la  Svissef"  of  two  observers  having  leveled  the  entire  perimeter 
of  a  polygon  of  275  kilometers  in  opposite  directions.    The  polygon  has  4  sides,  and  is 


divided  bv  bench-marks  of  the  first  order  into  40  sections.  The  discrepancies  between 
the  two  observers'  results  on  these  sections  are  30  positive,  8  negative,  and  2  eqnal  to 
zero,  and  the  total  discrepancy  between  the  two  observers  at  the  end  is  +2/n^^,6. 
If  there  were  no  additional  evidence,  the  means  of  the  results  obtained  by  the  two 
observers  would  be  accepted  as  the  most  probable  values,  but  in  this  case  we  have 
additional  evidence.  The  first  observer  closed  the  polygon  with  219ib»^.2  too  great  «n 
elevation,  and  the  second  with  an  elevation  also  too  groat  by  28°^.6.  The  mean,  of 
the  results  of  the  two  observers  failed  to  close  the  polygon  by  95™>^.3 ;  or  the  seeond 
observer's  result  was  nearer  the  truth  than  the  mean  of  both.  It  is  evident,  then, 
that  the  discrepancv  between  the  two  observers  is  mainly  caused  by  errors  of  the 
first  observer,  and  that  whatever  system  of  adjustment  may  be  applied  to  this  poly- 
gon, the  first  observer's  results  must  receive  larger  corrections  than  those  of  the  see- 
ond. It  is  evident  also  that  the  causes  of  the  first  observer's  errors  were  in  operation 
during  the  leveling  of  nearly  the  whole  polygon. 

On  Plate  I,  is  given  a  plot  of  the  discrepancies  between  the  north  and  south  lines 
leveled  by  Assistant  J.  A.  Paige  between  Columbus  and  Memphis,  and  between  Friar's 
Point  and  Prentiss. 

The  lines,  the  results  of  which  are  there  plotted,  are  not  consecutive,  but  are  aoat- 
tered  along  throughout  the  entire  distance,  which  is  about  404  kilometers.  They  are 
taken,  however,  in  the  order  in  which  they  occur.    The  abscissas  are  twice  the  i 


of  the  lengths  of  the  liues,  or  the  sums  of  the  perimeters  of  the  polygons,  and  the  ordi 
nates  Are  the  sums  of  the  differences  between  noi*th  and  south  leveiings.  The  dotted 
line  is  a  mean  line  put  in  by  inspection,  and  the  broken  line  is  the  mean  line  deter- 
mined by  the  least  square  reduction.  The  two  lines  represent  different  equations. 
The  points  plotted  in  on  dash-aod-dot  line  are  the  actual  residuals  of  the  obeerration 
equations,  and  may  be  said  to  represent  the  accidental  errors  of  observation. 

Oh  Plate  II,  is  given  a  plot  of  the  discrepancies  between  north  and  south  lines  lev- 
eled by  L.  L.  Wheeler,  between  Austin  and  Friar's  Point,  Miss.  The  explanation  given 
above  applies  to  this  section,  except  that  in  this  example  the  lines  are  consecutive. 

On  Plate  III,  is  ffiveu  a  plot  of  discrepancies  between  north  and  south  Ihaes  leveled  by 
Assistant  O.  W.  Ferguson  in  part  of  the  line  from  Grafton  to  Cairo,  HI.  The  lines 
are  not  consecutive,  but  are  taken  in  the  order  in  which  they  occur.  There  were  moie 
lines  leveled,  but  the  results  do  not  show  any  accumulation  of  error,  and  ate  not  here 
eiven.  No  attempt  has  been  made  to  put  in  a  mean  line,  as  it  is  evident  that  a  straight 
ane  would  not  answer  the  purpose. 

It  is  probable  that  the  change  in  rate  of  accumulation  of  error  is  dne  either  to 
changes  in  methods  of  observing  or  to  changes  in  ciroumstanees  under  which  the 
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work  was  done;  and,  aa  these  changes  conld  not  now  be  aoonrately  determinedi  no 
discussion  of  this  example  has  been  attempted.  It  may  be  noticed,  however,  Uiat 
the  OTora  inerease  faster  than  the  distances,  while  the  previoasly  accepted  theory  has 
been  that  they  should  increase  with  the  square  root  of  the  distances.  That  is,  tbe<»y 
would  make  the  curre  concave  toward  the  axis  of  abscissas,  while  in  reality  it  is 


On  Plate  IV,  is  given  a  plot  of  discrepancies  between  results  of  levels  by  J.  A.  Paige 
and  B.  D.  Frost,  over  lines  in  the  same  direction  between  Columbus  and  Memphis  and 
Friar's  Point  and  Prenttss.  The  lines  are  not  consecutive,  but  are  in  the  order  in 
which  they  occur. 

On  Plate  Y,  is  given  a  plot  of  discrepancies  between  results  of  levels  by  J.  B.  John- 
ton  and  O.  W.  Ferguson  over  lines  in  opposite  directions  of  a  portion  of  the  line  from 
Keokuk  to  Grafton.  The  lines  given  are  consecutive.  The  remaining  portion  of  the 
line  shows  no  accumulation  of  errors,  and  is  not  here  given.  The  point  at  which  the 
divergence  between  the  two  observers  commences  is  110^^.46  from  the  starting  point, 
and  the  divergence  continued  for  110  kilometers. 

Hitherto  allattempts  to  arrive  at  a  value  of  the  precision  of  levels  have  been  based 
on  the  assumption  that  the  errors  increase  with  the  square  root  of  the  distance 
leveled.  This  assumption  would  be  true  if  accidental  errors  were  the  only  ones  made, 
and  if  the  number  of  observations  were  strictly  proportional  to  the  distance  leveled. 
Limitations  of  discrepancies  between  results  In  instructions  for  precise  leveling  have 
been  based  on  the  same  principle,  and  are  open  to  the  same  objection.  It  has  fre- 
qnentl^jr  been  noticed  that  while  the  results  of  each  of  a  number  of  lines  leveled  were 
well  within  limits  which  were  prescribed  to  be  in  proportion  to  the  square  root  of  the 
distance,  yet  when  the  sum  or  several  lines  was  coasidered,  the  total  discrepancy 
would  exceed  the  limit  prescribed.  In  other  words,  the  errors  were  not  proportional 
to  the  square  root  of  the  distances  and  did  not  follow  the  law  of  distribution  of  acci- 
dental errors.    Plus  and  minus  errors  were  not  equally  prevalent. 

This  fact  is  conclusively  shown  by  results  given  on  the  plots  referred  to.  Nnmer- 
oos  examples  of  this' unequal  distribution  of  errors  maybe  found  in  published  reports 
of  the  U.  8.  liake  Survey,  and  in  the  results  of  levels  in  Switzerland,  Germany,  and 
British  India. 

An  examination  of  the  several  plots  shows  that  the  results  there  given  are  affected 
by  eamnlative  errors,  that  these  errors  varv  in  sign  and  amount  with  different  observ- 
ecs,  and,  with  the  exception  of  that  on  Plate  III,  that  they  are  nearly  if  not  quite  prO' 
pcrtiMtal  to  the  distance  leveled.  Theoretically,  if  the  results  of  levels  were  affected  by 
a  constant  error,  the  effect  of  that  error  would  be  proportional  to  the  number  of 
observations  or  instrument  stations;  but  these  are  so  nearly  proportiona  to  the  dis- 
tance for  any  one  observer,  that  the  distance  has  been  substituted  for  the  number  of 
observations  in  this  discussion.  Since  the  cumulative  errors  vary  with  different  ob- 
servers, they  have  been  called  personal  errors. 

Ftma  a  study  of  all  the  reliable  levels  at  hand,  we  are  led  to  believe  that  the  error 
of  closing  a  polygon  is  made  up  of  two  parts :  First,  a  constant  error  which  is  proper- 
tiouAl  to  the  perimeter,  and  may  be  determined  with  more  or  less  precision  from  all 
the  polygons  leveled;  and,  second,  the  sum  of  the  accidental  errors  to  which  all  ob- 
servations are  subject.  Having  made  this  assumption,  what  follows  are  but  logical 
eonclosions  from  it,  and  the  proof  of  the  assumption  will  lie  in  the  results  obtained 
when  applied  to  practical  examples. 

Now,  let  2  K=eqnal  the  perimeter  of  a  polygon, 
n — 8=the  error  of  closing  the  polygon, 
x=the  personal  error  of  the  observer, 
and  9=the  sum  of  the  accidental  errors  in  the  polygon. 

Then  each  polygon  would  give  an  equation  of  the  form 

(1)  2Ka;-.(«-*)  =  t 

and  inm  all  the  equations  we  would  obtain  the  normal  equation 

(2)  [4  K«]  X—  [2  K  (n— «)]  =  o. 

In  the  same  manner,  if  two  observers  have  leveled  the  same  lines,  we  may  obtain 
their  realative  personal  equation.  If  they  have  leveled  the  lines  in  the  same  direction , 
we  obtain  the  difference  of  their  personal  errors,  and,  if  in  opposite  directions,  the 
snm  of  their  personal  errors. 

If  we  let  af  represent  the  relative  personal  equation  of  the  two  observers,  then  each 
line  leveled  would  give  an  equation  of  the  form 

(3)  Kx'  — (n— «)  =  » 

in  which  E  equals  length  of  line,  and  (n— «)  discrepancy  between  results.    From  all 
the  lines  leveled  we  would  obtain  the  normal  equation 

(4)  [K«]«'-[K(«-^)]=0 

Since  in  equations  (2)  and  (4)  there  is  but  one  unknown  quantity  in  each  case,  the 
coefficients  [4  E?]  and  [K^]  are  the  weights  of  the  unknown  quantities.  From  this  we 
see  that  the  personal  error  of  a  single  observer,  duplicating  his  work  in  opposite  di- 
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reotions,  can  be  determined  with  four  times  the  precisioD  that  the  relative  personal 
equation  of  two  observers  can  be  obtained  from  the  same  lines  leveled  once  by  eaoh 
observer.  In  the  case  of  a  single  observer,  the  sign  of  the  error  is  determined^  and 
the  error  eliminated  from  the  mean  of  resolts  in  both  directions,  while  with  two  ob- 
servers we  are  in  ignorance  as  to  the  sign  and  amount  of  the  error  made  by  each,  and 
hence,  of  the  error  remaining  in  the  mean,  unless  we  have  additional  evidence.  From 
this  we  arrive  at  the  practical  conclusion  that  9aeh  obterver  ahoMid  daplioate  hU  own 
foork  in  opposite  directions. 

Having  obtained  the  value  of  x  (or  x")  from  equations  (2)  or  (4)  and  snbstitated  it 
in  the  several  equations,  the  several  values  of  v  are  obtained. 

Let  To  =  probable  error  of-a  single  observation  upon  the  value  of  ob, 

[vo]  =  sum  of  the  squares  of  the  several  values  of  v, 

m  =  number  of  observations  =:  number  lines  leveled. 

(5)  Then,  ro  =  ±  0.6745  /S 

ymn-1 

Having  found  ro  we  may  compute  the  probable  error  of  the  unknown  qnantitj  bj 
the  formulffi 

(")  *"•  ^~7^  9  P"  being  the  weight  of  x, 

Vp 

The  formuke  obtained  above  relate  to  either  (2)  or  (4),  but  what  follows  relates  to 
(2)  alone.  Since  the  several  values  of  v  represent  the  accidental  errors  of  observa- 
tions, and  as  these  are  proportional  to  the  square  root  of  the  number  of  observations, 
we  have,  letting  n,  its,  ns,  &c.,  represent  the  number  of  observations  (instrument 
stations.) 

«i  Jla  «3  *'  *m 

Since,  however,  in  any  particular  case,  the  values  of  n  will  be  very  nearly  proportional 
to  the  distances,  we  may  write 

t'l  t?i ViVi ^^  ^jj  «_.  Vm  fin 

2Ki-2K8-2K5'  2Ka' 

The  expressions  5~    P^t  ^^'f  represent  the  squares  of  the  errors  of  dosing  of 

olvgons  whose  perimeters  equal  unity,  which  is  here  taken  as  one  kilometer.    To 
nd,  then,  the  probable  error  of  closing  a  polygon  whose  perimeter  equals  one  kilo- 
meter, or  what  is  the  same  thing,  the  probable  error  of  a  single  leveling  per  kilome- 
ter, we  have 

(T)  r=±0.e745^J.[^.] 

r  ms^  be  taken  as  a  measure  of  the  precision  of  an  observer's  work,  but  in  compar- 
ing different  observers'  work  it  should  be  remembered  that  the  relation  of  « to  2K may 
be  quite  different  for  different  observers. 

One  observer  may  make  his  observations  under  such  conditions  as  to  necessitate  in  ' 
the  mean  12  instrument  stations  per  kilometer,  and  the  other  may  only  make  6  in- 
strument stations  in  the  same  distance. 

r  being  the  probable  error  of  a  single  leveling  per  kilometer,  the  probable  error  of 

r 
the  mean  of  two  levelings  would  be  T7=^t  and  the  probable  error  of  thedifforenee 

of  elevation  of  two  bench-marks  at  the  ends  of  a  section  consisting  of  ta  lines  whoee 
aggregate  length  was  [K]  would  be 

(«)'  K=^  Vm  =  ±o.er45^-tg|;||.] 

The  above  formulae  have  been  applied  to  the  results  of  the  levels  along  the  MiBsia- 

pi  River,  which  now  extend  from  Biloxi,  Miss.,  on  the  Gulf  of  Mexico,  to  Fulton, 

distance  of  2,100  kilometers.    The  results  will  be  taken  up  in  sections  as  they 


!if.fa 


*  The  above  formula  for  computing  the  Talnes  of  r  and  R  are  identical  in  form  witb  tboM  i 
"Prftclaion-Nevdlement  der  Elbe,"  but  wore  deduced  by  the  writer  before  he  was  aware  that  the  i 
formulfls  had  previously  boon  obtained.  Their  use  here,  however,  is  restricted  to  examples  where  the 
leveling  has  been  performed  bv  the  tarns  obterver  in  opposite  direetione  and  the  personal  error  elimlnatQl 
from  the  results.  It  is  uot  believed  that  the  formal®  for  computing  probable  errors  are  applicable  to 
the  results  of  levels,  except  that  the  above  conditions  are  ftiltilled.  The  formnliB  for  penmui}  enor 
and  the  method  of  treating  the  resnlta  in  order  to  arrive  at  an  estimate  of  the  precision  of  the  weik  is 
believed  to  be  new. 
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were  leveled,  bat  it  will  not  be  neeessary  to  give  full  explanations  in  every  caae.  Aa 
it  aometimea  hapnena  that  more  than  one  result  is  obtained  in  one  or  both  diiectionsy 
the  uniform  role  naa  been  adopted  of  combining  the  mean  of  the  results  in  one  direo- 
tion  with  the  mean  of  the  results  in  the  other.  The  unit  of  length  Is  one  kilometer, 
and  the  unit  of  vertical  measurement  is  one  millimeter.  The  equations  have  been  so 
anan^ped  that  the  values  of  x  have  the  signs  of  corrections ;  when  positive  the  closing 
elevation  ia  too  low,  and  when  minus  too  high. 

PBBCiaK  LEVELS  VROM  AUSTIN  TO  FRIAB'S  POINT,  MISS. 

This  section  is  43  kilometers  in  length,  and  the  results  of  the  leveling  are  published 
in  the  Report  of  the  Chief  of  Engineers  for  1879,  page  1944.  All  lines  were  leveled 
in  opposite  directions  an  equal  number  of  times  by  the  same  obsereer,  and  the 
eiHiditions  under  which  the  work  was  done,  aside  from  changes  of  weather,  may  be 
laid  to  have  remained  nearly  the  same  throughout.  An  examination  of  the  table  of 
results  shows  19  positive  and  9  negative  discrepancies,  and  one  equal  to  zero.  The 
sam  of  the  positive  discrepancies  exceeds  the  sum  of  the  negative  by  +  36"^.3.  The 
sum  of  the  positive  discrepancies  is  +  47>°'n.6,  and  their  mean  size  +  2™».50,  and  the 
ram  of  the  negative  discrepancies  — 11™™.3  and  their  mean  size  —  1<»'».26.  It  is  evi- 
dent the  discrepancies  are  quite  unequally  distributed,  both  with  regard  to  sign  and 
amount. 

Treating  the  results  of  this  section  by  the  method  previously  explained,  we  obtain 
the  following  values: 

328.22  X  — 164.05  =rO 

«=  +  0n«.60  -t  o»».oe3 

[w]  =  + 138.06 

ro  =  ±l»«.60 

rx  =  ±0»«.083 

r  =  ±0»».88 

R=±4™.04 

To  express  these  results  in  words,  we  would  say  that  this  observer  makes  elevations 
too  low,  as  he  advances  by  +  0««»™.060  ±  0™».083  per  kilometer,  that  the  probable 
error  of  a  single  leveling  was  ±  0™™.88  per  kilometer,  and  that  the  probable  error  of 
the  difEerence  of  elevation  between  Austin  and  Friar's  Point  was  J::^>^.04.  The  nu- 
merical work  of  obtaining  these  results  is  given  on  page  28. 

PEBCISE  LEVELS  FROM  COLUMBUS,  XY.,  TO  MEMPHIS,  TBNN.,  ANP  FROM  FRIAR'S  POINT 

TO  PRENTISS,  MISS. 


These  two  sections  include  about  404  kilometers,  and  were  leveled  by  the  same  ob- 
servers, with  the  same  party  and  outfit,  during  the  same  field  season,  and  are  here 
treated  as  one  section. 

The  manner  of  doing  the  work  was  quite  varied;  sometimes  an  observer  duplicated 
his  work  in  opposite  mrectious.  sometimes  in  the  same  direction,  either  north  or  south, 
SDd,  again,  two  observers  would  level  the  same  lines,  in  the  same  direction,  or  in  op- 
posite directions.  This  section,  then,  furnishes  us  with  examples  of  all  the  combina- 
tions  of  observers  possible,  and  is,  therefore,  a  valuable  one  for  this  discussion.  The 
field  work  was  done  between  November  4, 1879,  and  April  22, 1860.  As  examples  of 
each  combination  are  scattered  along  throughout  the  entire  distance,  the  separate 
Hoes  have  been  numbered  consecutively  from  Columbus  and  Friar's  Point,  the  latter 
numbers  being  distingui^ed  by  accents.  _ 

The  following  exhibits  in  tabular  form  the  results  of  leveling  this  section : 


Obserren. 

1 

Number  of 

Sum  of 
dlBcrepanolea. 

Mean  sise  of 

Valuea  of 
m  and  if. 

+ 

- 

Total. 

+ 

- 

TotaL 

+ 

- 

J.A.PaJim    

km. 

*W.7 

*23.4 

♦18.  i 

t215.8 

•22.0 

t5.3 

14.6 

30 
7 
2 

25 

11 

1 

0 

7 
11 
7 

96 
3 
3 
5 

46 

mm. 

—  20  1 

mm. 
+306.8 

—  10.0 

48.38 
+6.33 
+2.40 
+3.72 
+6.05 
+3.00 
0.0 

—2% 
-4.38 
-5.10 
-6.21 
—3.80 
-a  73 
—4.38 

mm. 
+2.03db0.18 

BkD.  Froflt    

18   4-  87. 3  1—  48. 2 

—0.63  ±0.86 

X.H.SMikee 

9    4.    4.  8   —  3fi.  3  U  31.  5 

— 0.81  db  0.21 

Puice—FriMt 

120 
15 

4 
•  5 

+  92. 0  1—580. 7 
-f  76. 5  '—  IL  4 

-406.8 
+  66.1 
-26.2 
—  21.0 

4-2. 02  ±  a  16 

JPaiiiH-Fnwt 

-f  1.47  ±0.74 

ftS^IsMke. 

t»ntatt-Tn»t 

+    3.0 
0.0 

—  20.2 

—  21.0 

+6.12±1.33 
+4.70±a71 

*  Leveled  in  oppoaite  directlona.       f  Leveled  in  aame  direotions. 
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The  firet  observer  makea  elevations  too  low  as  lie  advances  by  -f  2™™.ll  J-0»«".18  per 
kilometer,  and  makes  elevations  lower  than  the  second  observer  when  leveling  in  the 
same  or  opposite  directions,  and  also  lower  than  the  third  observer  when  leveling  in 
the  same  direction.  We  have  so  many  observations  on  this  point  that  it  cannot  be 
donbted  that  this  observer's  results  were  affected  by  an  error  which  remained  very 
nearly  constant  throughout  the  entire  season,  and  where  tlie  error  has  not  been  elim- 
inated by  his  leveling  m  both  directions,  that  a  correction  to  his  results  is  necessary. 
llio  sign  of  the  correction  is  certain,  ana  we  may  consider  that  a  close  approximation 
to  the  amount  of  the  correction  has  been  obtained  from  the  46  equations  of  condition 
ob'  ained  from  lines  leveled  in  opposite  directions.  This  correction  applied  to  the  part 
between  Columbus  and  Memphis  for  the  lines  leveled  in  one  direction  by  this  observer 
would  amount  to  +220"°^,  and  to  the  part  between  Friar's  Point  and  Prentiss  +107™»», 
or  a  total  correction  at  Prentiss  of  -f  3:i7"™  =  1.07  feet. 

Tfie  constant  error  of  this  observer  must  have  been  independent  of  direction,  for 
he  gets  the  same  results,  as  compared  with  the  second  observer,  whichever  direction 
he  levels.  The  condition  of  the  ground  and  changes  of  weather  evidently  have  noth- 
ing to  do  with  the  error,  for  it  lasts  throughout  the  entire  season,  and  the  second  ob- 
server when  leveling  over  the  same  ground  at  the  same  time  does  not  obtain  similar 
results.* 

The  results  obtained  by  this  observer  the  following  season  between  Grafton,  III., 
and  Cairo,  111.,  contained  no  evidence  of  such  a  constant  error  as  here  shown.  It  is 
evident,  then,  that  a  duplication  in  an  opi>osite  direction  the  second  season,  of  lines 
leveled  in  one  direction  during  the  first,  would  not  have  eliminated  the  constant  error 
from  the  mean. 

From  this  we  have  the  practical  conclusion  that  an  observer  should  duplicate  his 
work  as  soon  as  possible  under,  as  nearly  as  practicable,  the  same  conditions.  The 
error  of  this  observer  cannot  be  attributed  to  a  settling  of  the  rod  supports,  but  could 
be  explained  by  supposing  that  the  rods  or  instrument  raised  a  small  amount  gener- 
ally throughout  the  season. 

The  discrepancies  of  the  second  observer  show  that  his  errors  were  accidental, 
which  fact  is  also  shown  by  the  probable  error  of  determining  his  personal  error. 

The  third  observer  made  elevations  too  high  as  he  advanced,  but  he  did  not  level 
enough  lines  to  compensate  in  any  appreciable  degree  the  effect  of  the  first  observer's 
])er8onal  error. 

The  foorth  observer  did  so  little  work  that  no  conclusion  could  safely  be  drawn 
from  the  results,  but  the  evidence  is  all  in  one  direction. 

The  numerical  work  of  obtaining  the  results  contained  in  the  preceding  table  is 
given  ou  pages  l&O  and  151.  No  attempt  has  been  made  to  compute  the  probable 
error  of  the  resulting  difference  of  elevation  of  this  section,  as  it  is  believed  that  the 
formnlse  for  probable  errors  are  not  applicable  to  a  large  portion  of  the  work. 

PRECI8B  LEVELS  FROM  PRENTISS,  MISS.,  TO  GREENVILLE,  MISS. 

This  section  of  72  kilometers  was  leveled  by  Assistant  J.  B.  Johnson,  and  all  lines 
were  leveled  in  opposite  directions.  After  44.2  kilometers  had  been  leveled  with  the 
rods  supported  on  foot-plates,  stakes  with  nails  in  their  tops  were  driven  and  the  rods 
supported  on  these  for  the  remainder  of  the  distance.  This  section  has  been  cited  as 
furnishing  an  example  of  rods  settling  when  supported  on  foot-plates  and  rising  when 
supported  on  stakes.  It  has,  therefore,  been  divided  into  two  parts,  according  to  the 
character  of  supports,  and  each  part  analyzed  separately,  to  ascertain  if  the  manner 
of  supporting  the  rods  has  introduced  a  constant  error  in  the  results. 

Letting  x,  and  x„  represent  the  constant  error  in  the  two  parts,  respectively,  then 
by  the  formulie  previously  given  we  obtain 


mm, 

«/  = 


mm.         mm>  uuii. 

;,  =  —  0.62  ±  0.12  ,  ro,  =  ±  2.70 
•„  =  -h  0.35  ±  0.17  ,  ro„  =  ±  2.79 


These  results  would  seem  to  indicate  that  the  manner  of  supporting  the  rods  had 
introduced  constant  errors  in  the  results,  but  the  proof  is  not  positive.  An  inspection 
of  the  discrepancies  and  residuals  in  the  first  part  shows — 

mm. 
14  negative  discrepancies,  whose  sum  is — 62.2 

8  positive  discrepancies,  whose  sum  is -f-15.4 

13  neg:ative  residuals,  whose  sum  is ---35.4 

9  positive  residuals,  whose  sum  is -f-27.5 

The  sum  of  the  discrepancies,  without  regard  to  sign,  is  77»™.6,  and  of  the  residuals 
fl2™».9. 

*  It  roigfat  bo  well  to  state  in  this  connection  that  in  all  the  work  done  on  the  MisidaAippi  River,  tba 

Srinciple  of  eliminating  Inatrnmental  errors  by  eqnal  fore  and  back  sights  ba«  been  followed,  and  that 
tiereloro  the  accamnlatiou  of  errors  cannot  be  attributed  to  errors  of  acUnstment  of  inatromeatB. 
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In  the  second  part  there  are — 

5  negative  diBorepancieey  whoeeenmis —13.1 

lOpodtiTo  discrepancies,  whose  som  is +34.1 

7  nef^tive  residuals,  whose  snm  is — 23.9 

7  poaitive  residnals,  whose  snm  is +22.7 

The  snm  of  the  discrepancies,  without  regard  to  sign,  is  47°>™.2,  and  of  the  resid- 
mdSf  46*^.5.  These  figures  show  that  the  jproceas  of  solution  has  merely  changed  the 
aigna  of  a  few  of  the  errors  without  materially  reducing  their  mean  size.  The  dis- 
crepancies themselves  show  that  the  errors  have  little  relation  to  the  distances,  and 
the  large  prohahle  errors  of  observation  point  to  the  conclusion  that  the  difference 
between  x,  and  x.,  is  probably  due  to  an  accidental  distribution  of  errors.  In  fact,  if 
three  discrepancies  of  — 14«».2,  — 10»»»™.4,  and  -f  ll°»n».8,  found  on  lines  2'™.6,  a^m.e^ 
and  3^™.4  long  respectively,  were  omitted  from  the  discussion,  the  values  oix,  and  x„ 
would  become — 0™™.31  and  +  0"»™.07,  respectively,  and  their  difference  would  scarcely 
exceed  what  would  be  expected  from  their  probable  errors. 

The  suspicion  that  these  discrepencies  are  the  result  of  accidental  errors  is  strength- 
ened by  tne  fact  that  this  was  tne  observer's  first  experience  in  this  work,  and  also 
by  the  fact  that  all  his  subsequent  work  shows  occasional  errors  of  approximately 
10™».  For  the  later  errors  the  explanation  has  been  offered  that  they  were  caused  by 
mistakes  of  the  rodmen,  but  as  errors  of  reading  the  rod  of  10°^  or  2(Hn™  frequently 
occur  and  are  detected  in  the  field  or  in  the  reduction,  it  is  quite  likely  that  this  is 
the  way  that  these  errors  were  made  and  escaped  detection. 

Nnmerous  examples  could  be  drawn  from  the  note-books  of  this  office  where  the 
readings  of  the  three  wires  are  inconsistent,  and  show  that  an  error  of  10™"^  has  been 
made  in  reading  either  one  or  two  wires,  with  no  evidence  to  decide  which  is  the 
case.  An  uncertainty  of  1(^™,  therefore,  remains  in  the  mean  of  the  thnee  readings. 
This  explanation  of  the  way  errors  of  that  size  are  made  is  not  confined  to  tbis 
section  or  to  this  observer. 

We  conolade,  then,  that  the  proof  that  changing  the  manner  of  supporting  the  rods 
had  affected  the  results  is  not  sufficient.  That  the  cumulative  error  was  not  the 
effect  of  motion  of  rod  supports,  would  have  been  inferred  from  the  results  of  the 
levels  between  Columbus  and  Memphis,  where  two  observers  with  rods  supported 
ftHke  obtained  so  dissimilar  results  while  leveling  the  same  lines  at  the  same  time. 
In  order  to  explain  the  results  obtained  by  the  first  observer  there  by  a  motion  of  the 
rod  supports,  it  would  be  necessary  to  suppose  that  a  foot  plate  and  rod  weighing  in 
all  27  pounds,  had  risen  nearly  uniformly  throughout  an  entire  season.  As  the  press- 
ore  on  the  foot  plate  would  probably  be  increased  by  the  rodmau  about  20  pounds, 
this  supposition  is  inadmissible. 

We  have,  therefore,  combined  all  the  results  in  this  section,  and  obtained  the  fol- 
lowing values : 

769.52  «+205.87=0,    ir=:— 0»«>.26±0"».ll,     [rr]=744.94 
.    ro=±3»»«».07,    rx=±0"™-ll>  r=J:l™».48,    R=±8»«.68. 

PRECISE  I^VELS  FROM  GRAFTON,  ILL.,  TO  CAIRO,  ILL. 

The  only  results  obtained  in  this  section  of  345  kilometers  bearing  upon  the  subject 
of  this  discussion  were  those  obtained  by  Assistant  O.  W.  Fersuson  m  the  221  kilo- 
meters south  from  Grafton.  These  results  are  shown  on  the  plot  on  Plate  III,  and 
reference  to  them  has  previously  been  made.  This  observer  made  elevations  too  low 
as  he  advanced,  but  the  error  did  not  remain  constant,  and  the  method  here  given 
has  not  been  applied  to  the  results.  As,  during  the  time  that  he  leveled  the  lines 
shown  on  the  plot,  he  also  leveled  many  lines  to  the  south  without  duplicating  them 
in  the  opposite  direction,  it  is  probable  the  difference  of  elevation  obtained  between 
Grafton  and  Cairo  is  affected  by  this  cumulative  error. 

PRECiaB  LEVELS  FROM  KEOKUK,  IOWA,  TO  GRAFTON,  ILL. 

This  section  of  242  kilometers  was  leveled  in  duplicate  by  two  observers,  Assist- 
ant J.  B.  Johnson  always  leveling  toward  the  south  and  Assistant  O.  W.  Ferguson 
always  leveling  toward  the  north.  The  work  progressed  from  north  to  south.  Com- 
mencing at  110  kilometers  at  Keokuk  and  continuing  for  110  kilometers,  the  results 
of  the  second  observer  are  lower  than  those  of  the  first  observer.  Of  the  66  lines 
included  in  this  portion,  48  gave  positive  discrepancies,  whose  sum  is  -f-118™B.l,  and 
16  gave  negative  discrepancies,  whose  snm  is  —  27<b™.0,  and  the  total  discrepancies 
between  the  two  observers  is  -f-91>>».l. 
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As  the  plot  of  the  discrepancies  on  Plate  Y,  shows  that  this  error  was  praetloalijf 
constant  thronghont,  its  value  has  been  found  by  the  fomml». 

X  =  —  0"»».e2  ±  0"»«.ll 
ro=4:l»«.61 
rx  =  ±0«»».ll 

As  it  is  more  probable  that  this  error  was  made  by  one  observer  than  that  the  two 
observers  made  equal  errors  of  opposite  signs,  the  difference  of  elevation  between 
Keokuk  and  Grafton  is  probably  in  error  by  45">™  from  this  cause.  The  sign  of  the 
error  is  not  determined.  The  numerical  work  of  obtaining  these  results  is  given  on 
pagq  157. 

PRBCISB  LEVELS  FROM  CARROLLTOK,  LA.^  TO  BILOXI,  MIBS. 

The  levels  of  this  section  of  140  kilometers  were  run  by  the  same  observers  and  in 
the  same  manner  as  those  between  Keokuk  and  Grafton.  After  about  60  kilometers 
had  been  leveled,  the  results  of  the  two  observers  commenced  to  diverge  until  at  the 
end  of  the  line  their  results  differed  by  about  50°^.  The  same  remarks  are  applicable 
to  this  section  as  the  preceding  one. 

PRECISE  LBYSLS  FROM  CAIRO,  ILL.,  TO  COLUMBUS,  KT.,  AKD  FROM  MEMPHIS,  TENN., 

TO  AUSTIN,  MISS. 

The  leveling  of  these  sections,  with  the  exception  of  about  6  miles,  was  all  done 
in  one  direction,  the  observer  carrying  along  two  lines  by  means  of  two  rods,  used 
independently.  There  is,  therefore,  no  Information  as  to  whether  or  not  there  was 
any  accumulation  of  errors  in  these  sections. 

PRECISE  LEVELS  FROM  GREEN VILLB,   MISS.,   TO  CARROLLTON,  LA. 

The  levels  of  this  section  of  470  kilometers  were  run  by  parties  of  the  United  States 
Coast  and  Geodetic  Survey,  and  the  method  pursued  was  to  level  alternate  sections  in 
opposite  directions,  in  order  "  to  prevent  the  gradual  accumulation  of  error,  supposed 
to  be  due  to  running  constantly  in  one  direction ''  (0.  S.  Report,  1880,  page  137).  It  is 
probable  that  this  method  prevented  any  accumulation  oi  error,  but  it  fails  to  give 
any  evidence  on  the  subject. 

The  following  are  the  values  of  r  and  R,  computed  by  the  method  given  in  "Praci- 
sion-Nivellement  der  Elbe,"  which  method  is  in  use  by  the  United  States  Coast  and 
Geodetic  Survey : 

r  =  4-  0»«90 
R  =  ±ll™.6 

PRECISE  LEVELS  FROM  KEOKUK,  IOW4»  TO  FULTON,  ILL.       . 

The  results  of  all  the  sections  previously  mentioned  were  known  before  this  section 
was  leveled,  although  the  final  reductions  were  not  quite  completed. 

The  conclusions  to  be  drawn  from  them  had  been  pointed  out  in  the  {>reliminary 
report,  and  some  experimental  work  had  been  done  with  reference  to  obtaining  addi- 
tional information  upon  the  subject,  but  the  results  indicated  that  the  work  was  not 
of  a  character  to  make  it  valuable  in  this  discussion. 

When  the  parties  took  the  field  they  received  instructions  that  each  observer  should 
duplicate  his  own  work  in  opposite  directions.  In  order  to  throw  additional  light  on 
the  question  whether  or  not  the  accumulation  of  errors  noticed  in  some  of  the  sections 
was  caused  by  at  motion  of  the  rod  supports,  the  parties  were  provided  with  steel 
pins,  to  be  used  as  they  saw  fit  in  supporting  the  rods. 

A  slight  modification  was  also  made  in  the  form  of  the  spur  in  which  the  rod  ter- 
minates. This  modification  consisted  in  having  the  rod  terminate  in  a  plane  surface, 
which  rested  on  a  conical  surface  on  the  foot-plates  or  pins,  instead  of  terminating  in 
a  spherical  surface,  which  rested  on  a  concave  spherical  surface  of  larger  diameter. 
The  observers  were  the  same  as  those  employed  in  the  sections  Carrollton  to  Bilozi 
and  Keokuk  to  Grafton. 

On  pages  158  and  169  is  given  a  tabulation  of  the  results  obtained  in  this  section.  Aj 
the  observers  leveled  altt^mate'portions  of  the  line,  the  numbering  of  the  bench-marks, 
which  is  consecutive,  will  indicate  the  order  in  which  the  results  occur  in  the  line. 
Sometimes  an  observer  obtained  two  results  at  the  same  time  by  using  both  foot-plates 
and  pins.  In  the  tabulation  such  results  are  indicated  by  an  asterisk  in  the  column 
of  bench-marks.  An  examination  of  the  table  shows  that  the  discrepancies  of  either 
observer  are  well  distributed,  both  with  regard  to  sign  and  amount,  throughout  the 
season's  work,  whether  leveling  on  pins  or  foot-plates ;  and  that  the  work  upon  the 
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fiwI^plAtos  is  slightly  better  than  that  upon  pins.    These  facts  are  shown  by  the  fol- 
lowing table  of  discrepancies: 


aW.F.,0B8KBVZB. 

Fins. 

Footplates. 

PiDS. 

IVwtplalM. 

DiBcrepaiiGles. 

Disorcpsiuaos. 

Na 

Sam. 

No. 

Bom. 

No. 

Sum. 

No. 

Sam. 

PwitlTe 

41 
84 

+83.2 
-68.8 

28 
23 

mm. 
+3&8 
-5L1 

81 
29 

+60.9 
-76.2 

82 
82 

+7L0 

"Sutmtirm .......... 

-S&6 

fhm - 

76 

+18.4 
L96 

46 

-16.8 
L80 

60 

-16.8 
2.28 

64 

+14.5 

VMHlffiM...      , 

1.99 

The  total  discrepancy  in  all  the  first  observer's  work  is  +4.1™  ">  and  in  the  second 
—0.8*^  »,  or  in  the  whole  section  +3.3°™. 

This  remarkable  counterbalancing  of  errors  may  partly  be  accidental,  but  is  prob- 
ably larsely  to  be  attributed  to  increased  care  in  the  work.  There  is  nothing  in  the 
resnlts  &at  shows  that  an  accumulation  of  error  was  prevented  by  changing  from 
one  kind  of  support  to  the  other. 

The  precediug  sections  include  all  the  levels  along  the  Mississippi  River,  except 
those  mm  Fulton  to  connect  with  Lake  Michigan,  at  Chicago,  which  are  not  yet 
finally  reduced.  It  is  believed  that  the  following  conclusions  can  safely  be  drawn 
from  the  results  set  forth  in  the  preceding  pages. 

n.)  The  results  of  leveling  may  be  effected  by  cumulative  errors,  which  vary  with 
dinerent  observers,  and  do  not  always  remain  constant  with  the  same  observer. 

^2.)  The  mean  of  several  results  obtained  by  the  same  or  different  observers  may  re- 
quire a  considerable  correction. 

(3.)  That  these  cumulative  errors  are  nearly  proportional  to  the  distances  leveled, 
and  in  some  cases  are  iudependent  of  the  nature  of  the  ground,  the  direction  in  which 
the  work  is  done,  the  season,  or  the  manner  of  supportmg  the  rods. 

(4.)  That  in  order,  as  far  as  possible,  to  eliminate  the  effect  of  such  errors,  each  ob- 
server should  duplicate  his  own  work  in  opposite  directions,  under  the  same  condi- 
tions. 

(5.)  That  long  lines  of  levels,  even  if  leveled  in  duplicate,  should  be  independently 
cheesed. 

The  above  report  is  submitted  in  hopes  that  it  may  add  information  in  re^^ard  to 
leveling,  and  increase  the  accuracy  of  future  operations.  It  is  hoped  that  it  may 
meet  with  your  approval. 

Very  respectfully,  your  obedient  servant, 

L.  L.  Whsbleb. 

First  Lieut.  Ssoth  B.  Leach, 

Secretary  MiesisHppi  Biver  Commission. 

DeitnmnaUon  of  personal  error  of  Assistant  X.  X.  Wheeler  from  the  retuUs  of  leods  from 
Austin  to  Friar's  Point,  Miss. 


SEx- 

-(«- 
hm. 

•)  =  « 
mm. 

4K««-2 

K  (!•-•) 

V 

mm. 

W 

2K 

<!) 

-.3.1 

+  2.8 

+    9.61 

+    8.68 

-  1.2 

1.44 

0.47 

h) 

..2.4 

+  0.1 

+    5.76 

+    0.24 

+  1.1 

1.21 

0.50 

(3) 

-.1.7 

+  2.9 

+    2.89 

+    4.93 

-  2.1 

4.41 

2.60 

M 

..2.0 

-0.7 

+    4.00 

—    1.40 

+  1.7 

2.80 

1.44 

(5) 

..2.6 

+  4.2 

+    6.76 

+  10.92 

-2.9 

8.41 

3.23 

!1i:::::;: 

..2.1 

--  1.2 

+    4.41 

+    2.52 

—  0.2 

0.04 

0.02 

.-2.1 

—  1.1 

+    4.41 

—    2.31 

+  2.1 

4.41 

2.10 

(8) 

..1.5 

0.0 

+    2.25 

0.00 

+  0.8 

0.64 

0.04 

(9) 

..4.2 

+  3.2 

+  17.64 

+  13.44 

-  1.1 

1.21 

0.30 

(101 

..3.4 

+  0.2 

+  11.56 

+    0.68 

+  1.5 

2.25 

0.66 

(11) 

..2,3 

+  0.8 

+    5.29 

+    1.84 

+  0.4 

0.16 

0.08 

(12) 

..4.0 

+  3.5 

+  16.00 

+  14.00 

—  1.5 

2.25 

0.56 

..1.8 

—  0.3 

+    3.24 

—    0.54 

+  1.2 

1.44 

0.90 

w 

..6.4 

+  0.8 

+  40.96 

+    5.12 

+  2.4 
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2K»  — (n  — «)  =  v 


..2.6 
..4.3 
..1.2 
..3.2 
..6.0 
..2.7 
..4.0 
..1.7 
..4.9 
..4.0 
..1.0 
..6.0 
..4.7 
..2.5 
..0.7 


4K«aj— 2K(n  — «) 


0.8 
4.0 
3.8 
1.5 
3.5 
2.2 
2.7 
0.9 
3.8 
0.2 
0.6 
8.7 
1.7 
2.5 


—  0.2 


+  6.25 
H-  18.49 
--  1.44 
-^  10.24 

—  25.00 

—  7.29 
--  16.00 

—  2.89 

—  24.01 
H-  16.00 

—  1.00 

—  36.00 
"  22.09 

—  6.25 
--    0.49 


—  2.00 
+  17.20 

—  3.36 

—  4.80 
+  17.50 
+    5.94 

—  10.80 
+  1.63 
-{-  18.62 

—  0.80 
-{-  0.60 
-{-  52.20 
-{-  7.99 
-I-    6.25 

—  0.14 


min. 
—  2.0 

1.8 


4.4 
3.1 

1.0 

—  0.8 
+  4.7 

—  0.1 

—  1.4 
+  2.2 

—  0.1 

—  5.7 
+  0.7 

—  1.2 
-{-  0.6 


4.00 

19.36 
9.61 
1.00 
0.64 

22.09 
0.01 
1.96 
4.84 
0.01 

32.49 
0.49 
1.44 
0.36 


2K 

1.60 
0.75 
16.13 

aoo 

0.20 
0.24 
5.52 
O.Ol 
0.40 
IM 
0.01 
5.41 
0.10 
0.58 
0^1 


1.22       +164.05 


[iw]     =s    13a06         49.47 


Normal  eqnatioii : 

328.22X— 164.05=0 


aj=  +  0.50«»±0.0e3 
111=29  M  =  l  jp=328 

.6745  \/[w]       .^...^ 
r,=-7===^  =  ±0.083««« 

B=±0.6745^|x^=±4.04-«  r  =  ±0. 

DeterminatUm  of  personal  error  of  Aseietant  J,  A,  Paige,  from  the  reeults  of  UoeU  from 
Columbus  to  Memphis  and  from  Friar's  Point  to  Preniiss. 

No.  of  line. 

3 

4 

9 

12 

13 

14 

15 

16 

17 

19 

20 

21 

22 

23 

24 

25 

28 

29 

30 

31 

32 

35 

41 

43 

44 

50 

61 


68. 
82. 
83. 


JKx. 

-(«-0 

V 

w 

4B?— 2K(ii-^) 

.0.8 

+    5.4  =  + 

7.0 

49.00 

0.64  + 

4.32 

2.1 

+    1.4  =  + 

5.7 

32.49 

4.41  + 

2.94 

.1.4 

-    4.4  =  - 

1.6 

2.56 

1.96  — 

6.16 

.1.8 

—  10.3  =  — 

6.6 

43.56 

3.24  — 

ia54 

.0.9 

+    0.7  =  + 

2.5 

6.25 

0.81  + 

0.63 

.2,3 

-    4.1  =  + 

0.6 

0.36 

5.29- 

9.43 

.6,3 

-  14.3  =  — 

1.5 

2.25 

39.69- 

90.09 

.1.7 

—  15.0  =  — 

11.6 

134.56 

2.89  — 

25.50 

.0.8 

+    3.2-  + 

4.8 

23.04 

0.64  + 

2.56 

.4.4 

-  21.5  =  - 

12.6 

158.76 

19.36  — 

94.60 

.8.9 

—  12.3  =  + 

5.8 

33.64 

79.21  — 

109.47 

.2.2 

-    4.3  =  + 

0.2 

0.04 

4.84  - 

9.46 

.6.1 

-    5.2  =  + 

7.2 

51.84 

37.21  — 

31.72 

.3.0 

^    6.6  =  - 

0.5 

0.25 

9.00  — 

19.80 

.2.1 

-    8.7  =  — 

4.4 

19.36 

4.41  — 

18.27 

3.5 

—    6.8  =  + 

0.3 

0.09 

12.25  — 

23.80 

1.3 

-    1.9  =  + 

0.7 

0.49 

1.69  — 

2.47 

.2.2 

-  17.8  =  - 

13.3 

176.89 

4.84- 

39.16 

.4.0 

—  24.5  =  — 

16.4 

268.96 

16.00  - 

98.00 

.5.9 

—  14.5  =  - 

2.5 

6.25 

34.81  — 

85.55 

.0.6 

—    1.9  =  — 

0.7 

0.49 

0.36  — 

1.14 

.3.7 

—    3.3  =  + 

4.2 

17.64 

13.69  — 

12.21 

1.4 

—    3.8  =  — 

1.0 

1.00 

1.96  — 

5.32 

2.5 

-    4.3  =  + 

0.8 

0.64 

6.25  — 

10.75 

.4.5 

—    5.6  =  + 

3.5 

12.25 

20.25  — 

25.20 

1.3 

-    0.4  =  + 

2.2 

4.84 

1.69- 

0.52 

5.2 

+    3.1  =  +  13.6 

184.96 

27.04  + 

16.12 

7.9 

—    «.0  =  + 

8.0 

64.00 

62.41  — 

63.20 

1.9 

-    4.7  =  - 

0.8 

0.64 

3.61  — 

8.93 

2.1 

-    3.4  =  + 

0.9 

0.81 

4.41  - 

7.14 

2.3 

-    5.1  =  - 

0.4 

0.16 

6.29- 

11.73 
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ZMonniaaliM  of  penonal  trrcr  of  AniHtmt  J,  A.  Ptdge^  ^--^ontiiiiied. 

Nouofliiie.                             8K«-~(n— «)             o  w  4E^— 2K(ii— «) 

84 1.9    —    2.4  =  +    1.4  1.96  3.61—      4.56 

85 1.3    —    7.5  =  —    4.9  24.01  1.69-      9.76 

86 5.8    —    7.8  =  +    4.0  16.00  33.64—  45.24 

94 1.4    —    9.7  =  —    6.9  47.61  1.96—  13.58 

95 3.9    —  19.0  =  — 11.1  123.21  15.21—  74.10 

96 3.4    —    6.6  =  +    0.3  0.09  11.56—  22.44 

99 2.7    —14.8  =  —    9.3  86.49  7.29—  39.96 

101 2.6    —12.4  =  —    7.1  50.41  6.76—  32.24 

130 0.7    +    0.4  =  +    1.8  3.24  0.49+      0.28 

10* 3.5    —    8.1  =  —    1.0  1.00  12.25—  28.35 

11' 2.3    +    5.9  =  +  10.6  112.36  5.29+  13.57 

18^ 1.7    —    5.9  =  —    2.4  5.76  2.89—  10.03 

23* 3.1    —11.2  =  —    4.9  24.01  9.61—  34.72 

27' 2.0    —    2.1  =  +    1.9  3.61  4.00—      4.20 

Zff 2,0    —    5.7  =  —    1.6  2.56  4.00—  11.40 


1800.39         550.40  —1118.31 
Nomuhl  eqnatlcm: 

650.40  X  —  1118.31  =  0.  «  =  +  2.03™ 

To  compute  prob.  error  of  x: 

P.  E.  of «  =  ae745 ^/-I^=0.6745^/I^i^=  ±  0.18" 
y  pim—fi)  V550.40X45 

«  = +2.03™  ±0.18™ 

Piob.  error  of  a  Bingle  obeerr  ation : 

re  =  ±  0.6745/1?^=  ±  4.27™ 

D$tmmimaHon$  af  ftrmmaX  error  of  Assistant  B.  D,  Frost  from  results  of  levels  from 
Cofumlfus  to  Memphis  and  from  FHar's  Point  to  Prentiss. 

No.  of  line.  2K«— (n— «)=        «  w       4K«     — 2K(ii— «) 

46 2.8» -.  11.7  = —13.2               174.24+    7.84  —32.76 

47 4.8    +  11.0  =  + 8.5                72.25  +  23.04  +52.80 

49 1.9    —    0.2  =  —  1.2                  1.44+    3.61  —0.38 

S2 3.1    —    3.6  =  — 5.2                 27.04+    9.61  —11.16 

66.-... 2.3    +    2.1  =  + 0.9                  0.81+    5.29  +4.83 

87 1.7    +    1.9  =  +  1.0                  1.00+    2.89  +3.23 

63 4.8    +  11.0  ;=  + 8.5                 72.25  +  23.04  +52.80 

87 2.7    +    5.9  =  +  4.5                20.26+    7.29  +15.98 

m 4.3    +    2.0  =  — 0.3                  0.09  +  18.49  +8.60 

113 2.9    —    3.0  =  — 4.5               .20.25+    8.41  —8.70 

U4 2.1     +    5.9  =  + 4.8                23.04+    4.41  +12.,^ 

116 2.2    —    2.5  =  — 3.7                13.69+    4.84  —5.50 

141 2.4    +    0.1  =  —  1.2                   1.44+    5.76  +0.24 

142 - 2.0     +    4.9  =  +  3.8                 14.44+    4.00  +9.80 

144 1.3    +    1.9  =  +  1.2                  1.44+    1.69  +2.47 

145 1.5    +    15  =  +  0.7                  0.49+    2.25  +2.25 

147 2.0    —11.7  =  — 12.8               163.84+    4.00  —23.40 

43' 2.0    —    4.6  =  — 5.7                32.49+    4.00  —9.20 


Normal  equation  : 

140.46x+74.24=0 
Piob.  error  of  a  single  obeervation: 


640.49  +140.46 
x=— 0.63"™ 


+74.24 


ro  =  ±0.6745^^  =  ±4.14™ 


Ptob.  error  o(£  x: 


r.=  ±^=±^^==  ±0.349—  «=-0.63-»±0.349— 
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2558      BBPOBT  OF  THE   CHIEF  OF  ENGINEEK8,  U.  8.  ARMT. 
DetermmaUan  of  penanal  error  of  Mr.  E.  S.  Samkee. 

No.  of  line.                         2Ea?— («-~0=      ^                    oo        4E^  — 2K(ii— •) 

i:V 1.6«  +  6.3  = +5.0                25.00+    2.56  +10.06 

14' 5.0     +1.6  =  — 2.4                   5.76  +  25.00  +    aOO 

15' 4.8     +  3.2  = —0.7                  0.49  +  23.04  +15.35 

16' 4.6     +  6.7  =  +3.0                  9.00  +  21.16  +30.82 

17' 4.3     +  6.0  =  +2.5                  6.25  +  ia49  +  25.80 

ly -^- 4.2     +7.9  =  +4.5                 20.25  +  17.64  +33.18 

28' 4.0     —  1.2  = —4.4                 19.36+16.00  —    4.80 

29' 3.2     —3.6  =  — 6.2                38.44  +  10.24  —11.52 

30' 5.2     +4.6  =  +0.4                  0.16  +  27.04  +23.92 

124.71  +161.17  +130.84 

Normal  equation: 

161.17  a;+130.84=0  xas— 0.819» 

Frob.  enor  of  a  siogle  obaerration: 


n,=±o.e745.yi^=±2.66— 


Frob.  error  of  x: 


••■=:;%=^7m==*=0.210-  x=-0.812»±0.810- 

J>€termination  of  sum  of  persondl  errors  of  Assistants  Paige  and  Drosi,  from  reeuUe  of 
Uoels  betfoeen  Columhus  and  Memphis,  and  Friar's  Point  and  PreaOss. 

No.ofUne.  Ka/    —   (P-F)=  «  w  K«— K(P.— F.) 

41 0.7«'  —  6.2  =  —  5.2           27.04           0.49  —4.34 

43 1.3      —  3.6  =  —  1.7             2.89           1.69  —4.68 

49 0.9      +1.0  =  +  2.3            5.29           0.81  +0.90 

52 1.6      —11.2  =  — 8.9           79.21           2.56  —17.92 

55 1.2      —  5.5  =  —  3.7           13.69           1.44  —6.60 

67 0.8      —  5.6  =  —  4.4           19.36           0.64  —4.48 

64 : 2.2      —9.9  =  — 6.7           44.89           4.84  —21.78 

66 3.9      +  9.6  = +15.3         234.09  15.21  +37.44 

99 1.4      —9.3  =  — 7.2           51.84           1.96  —13.02 

101 1.3      —2.0  =  — 0.1             0.01           1.69  —2.60 

116 2.3      —4.0  =  — 0.6             0.36           5.29  —9.20 

130 0.4      —  3.0  =  —  2.4             5.76           0.16  —  1.20 

147 1.0      — 16.2  = —14.7         216.09           1.00  —16.20 

36' 1.0      +0.8  =  +  2.3             5.29           1.00  +0.80 

61' ."- 2.0           0.0  =  + 2.9             8.41           4.00  0.00 

714.22  42.78  —62.88 

Normal  equation: 

42.78»'— 62.88  =  0  aj'  =  +  1.47™ 

Frob.  error  of  a  single  obaerration : 

ro=  ±  0.6745/^??^  =  ±  4.a5«« 

Probable  error  of  xf : 

r.'=  -%=  =  ±i^  =  ±  0    4»«  «*  =  +  1.47--  ±0.74-« 

l/^Z        1/42.78  ^  =t 
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APPENDIX  T  T — EEPOBT  OF  MISSISSIPPI  BIVEB  COMMISSION.      2559 
DeiermimaHoii  of  digermtt  of  penondl  erron  of  Minrn,  Fro§t  and  StevenM. 


No.ofliiie.  Ey-.(F  — S)  s=   o 

140 0.7      —  0.4  =  -f  2.9 

141 1.2      —  6.9  =  -  0.2 

142 1.0      ^  7.2  =  —  2.7 

143 1.1      —  3.9  =  +  1.4 

144 0.6      —  4.5  =  —  L6 


w 
6.41 
0.04 
7.29 
1.96 
2.56 


KomiAl  equaiioii : 


4.503^  —  21.55  =  0 


20.26 
«'=  +  4.79™ 


ni=  ±0.6745  /^  =  ±  1.51»» 


K«  — K(F— 8) 


0.49 
1.44 
1.00 
1.21 
0.36 

4.50 


—  0.28 

—  7.08 

—  7.20 

—  4.29 

—  2.70 

—21.55 


'■'  "   V^^  ±  1/ 1 


1.51 
50 


=  ±  0.71— 


Ddmrnimation  ofdifferomce  of  personal  errors  ofAseUianta  Paige  and  Frost  from  the  results 
qf  Uvels  from  Columbus  to  Memphis  and  from  Friar's  Point  to  Prentiss, 

No.  of  lioe.  Kacf 

26 2.0X' 

27 2.4 

33 2.0 

34 1.6 

37 2.4 

38 3.0 

39 4.6 

40 3.4 

41 0.7 

42 4.0 

43 1.3 

45 2.3 

48 3.9 

49 0.9 

62 1.6 

63 1.0 

54 , 1.5 

66 1.2 

56 1.3 

57 0.8 

60 1.5 

60 2.0 

61 0.5 

62 2.4 

66 0.5 

66 3.9 

67 1.4 

69 2.3 

70 3.8 

71 1.0 

72 0.2 

73 4.3 

74 0.5 

75 1.6 

97 2.9 

98 2.2 

99 1.4 

100 2.2 

101 1.3 

102 0.9 

103 1.1 

104 1.5 

105 1.3 

106 1.6 

107 1.7 

108 1.6 


p' 

-(P-P)  = 

V 

w 

K«- 

E 

(P-F) 

+    5.9  =  f 
+  16.3  =  + 

1.9 

3.61 

4.00 

+ 

11.80 

11.5 

132.25, 

5.76 

+ 

39.12 

+  a2  =  + 

4.2 

17.64 

4.00 

+ 

16.40 

-    2.0  =  - 

5.2 

27.04 

2.56 

3.20 

-■  12.3  =  + 

7.6 

56.25 

5.76 

-- 

29.52 

+  15.1  =  + 
+    6.6  =  - 

9.0 

81.00 

9.00 

-. 

45.30 

2.7 

7.29 

21.16 

-- 

30.36 

--    3.7  =  - 

3.2 

10.24 

11.56 

.- 

12.58 

—    2.4  =  — 

3.8 

14.44 

0.49 

— 

1.68 

—    9.1  =  — 

17.2 

296.84 

16.00 

— 

36.40 

+    0.7  =  - 

1.9 

3.61 

1.69 

+ 

0.91 

-    5.4  =  - 

10.0 

100.00 

5.29 

12.42 

+    8.1  =  + 

0.2 

0.04 

15.21 

+ 

31.59 

—    1.2  =  - 

3.0 

9.00 

0.81 

1.06 

+    7.6  =  -- 

4.4 

19.36 

2.56 

- 

12.16 

+    2.5  =  - 

0.5 

0.25 

1.00 

- 

2.50 

+  10.3  =  -  - 

7.3 

53.29 

2.25 

- 

15.45 

+    7.6  =  -- 

5.2 

27.04 

1.44 

- 

9.12 

+    4.0  =  + 
+    7.5  =  + 

1.4 

1.96 

1.69 

- 

5.20 

5.9 

34.81 

0.64 

- 

6.00 

-    1.3  =  - 

4.3 

18.49 

2.25 

1.95 

+    4.1  =  + 

0.1 

0.01 

4,00 

+ 

8.20 

+    0.1  =  — 

0.9 

0.81 

0.25 

+ 

0.05 

+    8.4  =  + 

3.6 

12.96 

5.76 

+ 

20.16 

-    3.8  =  - 

4.8 

23.04 

0.25 

1.90 

+  17.6  =  + 

9.7 

94  09 

15.21 

+ 

68.64 

--    9.6=^+ 

6.8 

46.24 

1.96 

+ 

13.44 

-    7.5  =  - 

12.2 

148.84 

5.29 

17.26 

+  12.4  =  + 

4.7 

22.09 

14.44 

+ 

47.12 

--    8.0  =  + 

6.0 

:36.00 

1.00 

+ 

8.00 

+    1.8  =  + 
+    4.6  =  - 

1.4 

1.96 

0.04 

+ 

0.36 

4.1 

16.81 

18.49 

+ 

19.78 

+    5.1  =  + 

4.1 

16.81 

0.25 

+ 

2.55 

+  10.2  =  + 

7.0 

49.00 

2.56 

+ 

16.32 

—    4.9  =  — 

10.8 

116.64 

8.41 

14.21 

. 

h    1.4  =  — 

3.0 

9.00 

4.84 

+ 

3.08 

. 

h    5.5  =  + 

2.7 

7,29 

1.96 

.. 

7.70 

. 

h    3.4  =  - 

1.0 

1.00 

4.84 

•  - 

7.48 

. 

f-  10.4  =  + 

7.8 

60.84 

1.69 

.. 

13.52 

. 

h    5.2  =  + 

3.4 

11.56 

0.81 

-- 

4.68 

. 

h    2.3  =  + 

O.X 

0.01 

1.21 

-- 

2.53 

- 

-    0.4  =  — 

2.6 

6.76 

2.25 

-- 

0.60 

. 

h    6.1  =  + 

3.5 

12.25 

1.69 

-- 

7.93 

. 

h    5.4  =  + 

2.2 

4.84 

2.56 

.. 

8.64 

• 

U  10.7  =  + 

7.3 

53.29 

2.89 

--. 

18.19 

—    2.2  =  — 

5.4 

29.16 

2.56 

3.52 

+    7.0  •-  + 

6.0 

25.00 

1.00 

+ 

.  7.00 
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2560      BEPORT  OF   THE   CHIEF   OF   ENGINEERS,  U.  S.  ARMY. 

DetermUuUum  ofd^erence  ofpenondlerrors  ofAuUtanU  Paige  and  FroBtf  ft, — Continiied. 

No.  of  line.  Kx'-CP 

110 1.0 

117 1.9 

118 0.9 

119 0.5 

120 1.4 

121 2.8 

122 0.9 

123 2.2 

124 1.2 

125 1.3 

126 1.2 

127 1.0 

12d 1.2 

129 2.3 

130 0.4 

131 0.6 

132 0.5 

133 3.2 

134 4.9 

135 4.2 

136 1.2 

137 1.2 

138 3.4 

146 4.0 

147 1.0 

148 0.8 

149 1.3 

160 0.8 

151 1.0 

152 0.9 

153 3.4 

164 0.9 

155 0.9 

166 1.6 

157 2.3 

158 2.0 

159 5.4 

160 1.8 

161 1.0 

162 0.9 

163 1.2 

164 2.2 

165 2.8 

34'  S.lx' 

35'  2.3 

36'  1.0 

37'  3.1 

38^  1.0 

39'  0.6 

40'  1.0 

41'  2.4 

42'  2.1 

44'  0.7 

46'  0.9 

46'  1.9 

47'  2.6 

48'  2.8 

49'  2.1 

60'  1.7 

61'  2.1 

62' 1.8 

63'  0.8 

54'  1.0 

65'  *. 1.5 

66'  2.2 

67'  2.0 


(P-P)  = 

V 

vv 

K«  — 

K(P-P) 

-h    9.0  =  + 

7.0 

49.00 

1.00 

+ 

9.00 

-    4.6  =  - 

8.3 

68.89 

3.61 

8.55 

+    8.6  =  + 

6.8 

46.24 

0.81 

j^ 

7.74 

.-    9.1  =  -. 

8.1 

65.61 

0.25 

.. 

4.55 

-    5.7  =  - 

2.9 

8.41 

1.96 

+ 

7.98 

+    2.7  =  - 

3.0 

900 

7.84 

.. 

7.56 

+    8.3  =  + 

6.6 

42.25 

0.81 

+ 

7.47 

+    5.3  =  -h 

0.9 

0.81 

4.84 

J. 

11.66 

+  10.2  =  + 

7.8 

60.84 

1.44 

J. 

12.24 

-    1.3  =  - 

3.9 

15.21 

1.69 



1.69 

+    4.7  =  + 

2.3 

5.29 

1.44 

+ 

5.64 

--    2.3  =  + 

0.3 

0.09 

1.00 

+ 

2.30 

--    1.5  =  - 

0.9 

0.81 

1.44 

+ 

1.80 

-    4.2  =  - 

8.8 

77.44 

5.29 

9.66 

—    3.4  =  — 

4.2 

17.64 

0.16 



1.36 

+    1.0  =  - 

0.2 

0.04 

0.36 

+ 

0.60 

--    0.7  =  — 

0.3 

0.09 

0.25 

+ 

0.35 

+  12.9  =  + 
-  -  16.2  =  + 

6.4 

40.96 

10.24 

t 

41.28 

6.3 

39.69 

24.01 

79.38 

.-    5.6  =  - 

2.9 

8.41 

17.64 

+ 

23.52 

-  -  10.2  =  + 

7.8 

60.84 

1.44 

+ 

12.24 

—    1.3  =  — 

3.7 

13.69 

1.44 

1.56 

+    6.7  =  - 

1.2 

1.44 

11.56 

+ 

19.38 

+    9.6==  + 

1.5 

2.25 

16.00 

+ 

38.40 

+    4.5  =  + 

2.6 

6.25 

1.00 

+ 

4.50 

-    3.7  =  - 

5.3 

28.09 

0.64 

2.96 

+    0.8  =  — 

1.8 

3.24 

1.69 

+ 

1.04 

+    9.8  =  + 

8.2 

67.24 

0.64 

+ 

7.84 

+    1.5  =  - 

0.5 

0.25 

1.00 

+ 

1.50 

+    2.0  =  + 

0.2 

0.04 

0.81 

1.80 

+    5.7  =  - 

1.2 

1.44 

11.56 

.. 

19.38 

+    6.5  =  + 

4.7 

22.09 

0.81 

" 

5.85 

-    2.7  =  - 

4.5 

20.25 

0.81 

2.43 

+    2.6  =  - 

0.6 

0.36 

2.66 

+ 

4.16 

+    7.8  =  + 

3.2 

10.24 

6.29 

+ 

17.94 

+    3.1  =  - 

0.9 

0.81 

•    4.00 

+ 

6.20 

+    7.1  =  - 

3.8 

14.44 

29.16 

+ 

38.34 

+    6.5  =  + 

2.9 

8.41 

3.24 

+ 

11.70 

-    7.3  =  - 

9.3 

86.49 

1.00 

7.30 

+    7.4  =  + 

5.6 

31.36 

0.81 

+ 

6.66 

+    6.5  =  + 

4.1 

16.81 

1.44 

+ 

7.80 

+  11.2  =  + 

6.8 

46.24 

4.84 

+ 

24.64 

+    9.5  =  + 

3.8 

14.44 

7.84 

+ 

26.60 

+    0.6  =  - 

5.7 

32.49 

9.61 

+ 

1.86 

-     1.7  =  - 

6.4 

40.96 

5.29 

3.91 

+  #6.5  =  + 

4.5 

20.25 

1.00 

+ 

6.50 

+    5.3  =  — 

1.0 

1.00 

9.61 

+ 

16.43 

-    2.0  =  - 

4.0 

16.00 

1.00 

2.00 

—    1.1  =  — 

2.3 

6.29 

0.36 

— 

0.66 

+    4.0  =  + 

2.0 

4.00 

1.00 

+ 

4.00 

+    5.0  =  + 

0.2 

0.04 

5.76 

+ 

12.00 

+    2.7  =  - 

1.5 

2.25 

4.41 

-- 

5.67 

+    5.4  =  + 

4.0 

16.00 

0.49 

+ 

3.78 

-    7.9  =  - 

9.7 

94.09 

0.81 

7.11 

+  10.9  =  + 

7.1 

50.41 

3.61 

+ 

20.71 

+    6.5  =  + 

1.2 

1.44 

6.76 

+ 

16.90 

-    5.5  =  - 

11.2 

125.44 

7.84 

15.40 

+    2.7  =  - 

1.5 

2.25 

4.41 

+ 

5.67 

-    4.1  =  - 

7.5 

56.25 

2.89 

6.97 

+    6.8  =  + 

2.6 

6.76 

4.41 

+ 

14.28 

-    2.4  =  - 

6.0 

36.00 

3.24 

4.32 

-.    3.0  =  + 

1.4 

1.96 

0.64 

+ 

2.40 

--    1.3  =  - 

0.7 

0.49 

1.00 

+ 

1.30 

+    0.7  =  - 

2.3 

5.29 

2.25 

+ 

1.05 

+    5.3  =  -- 

0.9 

0.81 

4.84 

+ 

11.C6 

+    5.6  =  + 

1.6 

2.56 
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APPENDIX   TT — ^REPORT  OP  MISSISSIPPI  BIVEB  COMMISSION.      2661 

Deiermhuitum  ofdijferenoeofpenonal  erom  ofAs9i9ianU  Paige  and  Frosi,  ^c^Con tinned. 

No.ofliDe.  Kt'  — (P  — F)=:  V  w  K«   ~  (P  — F) 

58* 0.8  +7.0  =  +  5.4  29.16  0.64  +  6.60 

59- 1.1  +  2.7  =  +  0.5  0.25  1.21  +  2.97 

60* 1.0  +  3.4  =  +  1.4  1.96  1.00  +  3.40 

61' 2.0  +15.8  =  +11.8  139.24  4.00  +  31.60 

68 3.3  +2.1  =  — 4.6  21.16  10.89  +  6.93 

63 1.0  +  5.5  =  +  3.5  12.25  1.00  +  5.50 

64 1.8  +3.0  =  -0.6  0.36  3.24  +  5.40 

3459.59      +  524.20      +1060.34 

Normal  equation : 

+524.208!' +  1060.34=0  «*=  —  2.02«»« 

Prob.  error  of  a  single  observation : 


r.=  ±0.e745^^^  =  ±3.64- 


Prob.  error  of  x* : 


Determination  of  difference  ofperional  errors  o/Meeere.  Paige  and  Sankee, 

Ncofline.  Rr'  — (P--S)=        v                 w  K«--K(P-8) 

13' 0.8           —  3.0  =  —  7.9  62.41  0.64      —      2.40 

aC 1.8           +15.7  =  + 4.7  22.09  3.24      +    28.26 

21' 1.9           +11.9  =  + 0.3  0.09  3.61      +    22.61 

5Sf 0.8           +  1.6  =  —  3.3  10.89  0.64      +      1.28 

96.48  ai3      +    49.75 

Normal  equation : 

ai3x'  + 49.75  =  0  «'  =  — 6.12»» 

Prob.  error  of  a  single  observation : 

fo=±.6745    /^  =  ±a80-» 
Prob.  error  of  x': 

••-'  =  7==±vli  =  ±l«*-  «' 6.18-±1.3»- 
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DetarmkMtion  ofpersTnal  error  of  AaHstanf  Johnson  from  raulU  of  from  Prenlin  Zfrrif 
•  to  Oreenville. 


No.  of 
line. 

2.17. 
3.... 
4.... 
6.... 
6.... 
7.... 

10.... 

11.... 

12j.,. 
13.... 
14.... 
15.... 
16.... 
17.... 
18.... 
19.... 
20.... 
21.... 


2Kx— («—«)=«' 


5.3a/ 

6.9 

2.9 

2.2 

2.0  ' 

2.4 

1.0 

6.9 

5.2 

1.0 

9.1 

3.7 

5.3 

4.2 

5.2 

6.8 

1.8 

0.5 

3.7 

1.0 

8.2 

3.1 


+  4.1 
4-  6.3 

—  3.8 

—  0.3 

—  0.7 
+  4.1 

—  1.9 
+  5.3 
+14.2 
+  1.0 
+  0.3 

—  3.9 
+10.4 
+  0.3 
+  2.7 
+  3.4 
+  0.4 
+  1.8 
+  2.0 

—  1.5 
+  6.2 

—  3.0 


=  +  0.8 
=  +  2.0 
=  -  5.6 
=  -  1.7 
=  -  1.9 
=  +  2.6 
==  —  2.5 
=  +  1.0 
=  +11.0 
=  +  0.4 
=  —  5.3 
=  —  6.2 
=  +  7.1 
=  -  2.9 
=  —  0.5 
=  —  0.8 
=  —  0.7 
=  +  1.5 
=  —  0.3 

=  r-2.1 

=  +  1.1 
=  —  4.9 


0.64 

4.00 

31.36 

2.89 

3.61 

6.76 

6.25 

1.00 

121.00 

0.16 

28.09 

38.44 

50.41 

8.41 

0.25 

0.64 

0.49 

2.25 

0.09 

4.41 

1.21 

24.01 


4K«  — 2K(ii— »)  V 


28.09 

47.61 

8.41 

4.84 

4.00 

5.76 

1.00 

47.61 

27.04 

1.00 

82.81 

13.69 

28.09 

17.64 

27.04 

46.24 

3.24 

0.25 

13.69 

1.00 

67.24 

9.61 


+  21.73 
+  43.47 
11.02 
0.66 
1.40 
9.84 
1.90 
36.57 
73.84 
1.00 
2.73 
14.43 
+  55.12 
1.26 
14.04 
23.12 
+  0.72 
+  0.90 
7.40 
150 
50.84 
9.30 


+ 
+ 
+ 


+ 


+  2.7 
+  4.5 

—  4.6 

—  0.9 

—  1.2 
+  3.5 

—  2.2 
+  3.5 
+12.8 
+  0.7 

—  2.7 

—  4.9 
+  9.0 

1.4 
1.4 
1.6 
0.1 
1.7 
1.0 
1.8 
+  4.1 

—  3.8 


7.29 


21.16 
0.81 
1.44 

12.25 
4.84 

12.25 

163.84 

0.49 

7.29 

24.01 

81.00 
1.96 
1.96 
2.56 
0.01 
2.89 
1.00 
3.24 

16.81 

14.44 


2K 
1.38 
2.93 
7.30 
.  0.37 

5  0.72 
^  5.10 
U4.84 
i  1.77 
J  31.51 

0  0.60 

1  6.49 
1 15.28 

6  0.47 
&  0.38 
S  0.38 
^  0.00 
?  5.78 

0.27 
3.24 
2.05 
4.66 


M 


336.37 

4^.90  +299.85 

401.79     96.21 

v" 

V",;" 

23.... 

3.70/- 

'  +  4.9  =  +  6.2 

38.44 

13.69  +  iai3 

+  3.9 

15.21        4.11 

24.... 

0.5 

—  1.0  =  —  O.H 

0.64 

0.25  —    0.50 

—  1.1 

1.21        2.42 

25.... 

5.5 

+  0.7  =  +  2.6 

6.76 

30.25  +    3.85 

-0.7 

0.49  „.  0.09 

46.24  S  6.51 

1.69  3  0.21 

26.... 

7.1 

^  5.0  =  -  2.5 

6.25 

50.41  —  35.50 

—  6.8 

27.... 

8.2 

+  3.4  =  +  6.3 

39.69 

67.24  +  27.83 

+  1.3 

28... 

1.6 

—  0.2  =  +  0.4 

0.16 

2.56  —    0.32 

-0.6 

0.36  •  0.22 

29.... 

3.3 

—  4.4  =  —  3.2 

10  24 

10.89  -  14.52 

—  5.3 

28.09  g  8.51 

30.... 

3.5 

+  1.6  =  +  2.8 

7.84 

12.25  +    5.60 

+  0.7 

0.49  Z  0.14 

3.24  1  1.12 

2.25  1  0.56 
1.00  a  0.43 

31.... 

2.9 

—  l.O  =        0.0 

0.00 

8.41  —    2.90 

-1.8 

32.... 

4.0 

+  2.5  =  +  3.9 

15.21 

16.00  +  10.00 

+  1.5 

33.... 

2.3 

-  0.4  =  +  0.4 

0.16 

5.29  -    0.92 

-1.0 

34.... 

C.9 

— ll.H  =  —  9.4 

88.:i6 

47.61  —  81.42 

-13.6 

184.96  g26.80 

35.... 

3.8 

—  5.0  =  —  3.7 

13.69 

14.44  -  19.00 

-  6.0 

36.00  S  9.47 

36.... 

1.7 

—  4.0  =  —  3.4 

11.56 

2.89  -    6.80 

—  4.4 

19.:i6  'i  11.39 

37.... 

1.2 

—  1.3  =  -  0.9 

0.81 

1.44  —    1.56 

—  1.6 

2.56  «  2.13 

239.81 

283.62  -  97.98 

744.94     74.11 

Normal  eqaatlons: 

+  485.90*' +  299.85  =  0 

mo 
a'zrz  —  O.G 

Prob.  error  of  a  single  observation : 

ro'  =  ±  0.6745^^^^^  =  ±  2.70 

Prob.  error  of  unknown  quautity : 

mm  mm 

x'  =  — 0.62  ±0.12 


+  288.62X''  — 97.98  =  0 
«"  =  +  0.35 

ro"=±0.6745^^^  =  ± 
2.79 


2.79 


V'jp.'      =*=  \/2d3.62 

mm  mm 

ar"  =  + 0.35  ±0.17 


=  ±0.17 


Supposing  no  change  in  unknown  quantity,  we  have  the  normal  equation : 

mm 

+  769.52  x  +  20 1 .  87  =  0  x  =  —  0.26 


ro=±  0.6745 


/744.94 
V    36     ■ 


:±3.07  r,  =  ±^^.=  ± 

mm  mm 

«  =  — 0.26  ±0.11 


307 
j;^  =  ±0.ll 
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Jkteradntt^on  of  relative  pereonal  equation  of  Aseiatanta  Johneon  and  Ferguson  from  the 

remite  of  ihatporHan  of  the  line  from  Keokuk,  Iowa,  to  Grafton,  HI,,  lying  hetntem 

iem^^orartf  hencK-marka  €5  and  151.  ^ 

B.M.  Eaf  (J— F)            V  w  K«  K(J— P) 

66 2.4*'—  0.2=  — 0.7  0.49  5.76  —  0.4a 

67 2.8  +  2.2  = +  0.5  0.25  7.84  +  6.16 

68 0.8  +  2.8  =  -f  2.3  5.29  0.64  +  2.24 

70 2.6  +  6.9  =  +  5.3  28.09  6.76  +  17.94 

73 3.3  +  1.9  =  — 0.1  0.01  10.89  +  6.27 

75 4.2  —  2.0=*  — 4.6  21.16  17.64  —  8.40 

78 2.5  +  1.7  =  +0.2  0.04  6.25  +  4.25 

79 1.2  +  1.5  =  +  0.8  0.64  1.44  +  1.80 

23 2.0  +  3.5  =  +2.3  5.29  4.00  +  7.00 

24 1.4  +  1.8  =  +  0.9  0.81  1.96  +  2.52 

82 2.3  —  0.5  =  — 1.9  3.61  5.29  —  1.15 

85 2.6  +  3.2  =  +  1.6  2.56  6.76  +  8.32 

25 1.4  +  1.7  =  +  0.8  0.64  1.96  +  2.38 

87 l.l  —  0.7  =  —  1.4  1.96  1.21  —  0.77 

88^ 1.2  +  4.9  =  +  4.2  17.64  1.44  +  5.88 

89 1.8  +  3.2= +  2.1  4.41  3.24  +  5.76 

91 1.6  +  2.1  =  +  1.1  1.21  2.56  +  3.36 

92 1.3  +  3.6  =  +  28  7.84  1.69  +  4.68 

94 0.9  +  1.4  =  + 0.8  0.64  0.81  +  1.26 

95 1.0  —  0.2  =  — 0.8  0.64  1.00  —  0.20 

97 2.0  —  1.7  =  — 2.9  8.41  4.00  —  3.40 

99 2.4  0.0  =  — 1.5  2.25  5.76  0.00 

101 2.6  +  4.8  =  +  3.2  10.24  6.76  +  12.48 

102 2.0  +  1.7  =  +  0.5  0.25  4.00  +  3.40 

31 _ 1.4  +  0.7  =  — 0.2  0.04  1.96  +  0.98 

104 1.0  +  1.7  =  +  l.l  1.21  1.00  +  1.70 

106 3.4  —  4.2  =  — 6.3  39.69  11.56  —  14.28 

32 0.3  +  2.7  =  + 2.5  6.25  0.09  +  0.81 

108 1.7  +  0.2  =  — 0.8  0.64  2.89  +  0.34 

109 1.3  +  3.8  =  + 3.0  9.00  1.69  +  4.94 

33 1.3  +  0.6  =  — 0.2  0.04  1.69  +  0.78 

111 1.4  +  0.1  =  — 0.8  0.64  1.96  +  0.14 

113 3.0  —  2.5  =  — 4.4  19.36  9.00  —  7.50 

114 1.2  +  3.4  =  +  2.7  7.29  1.44  +  4.08 

115 1.0  +  2.1  =  +  1.5  2.25  1.00  +  2.10 

116 1.1  —  3.6=  — 4.3  18.49  1.21  —  3.96 

35 2.8  +  4.7  =  +  3.0  9.00  7.84  +  13.16 

119 1.0  +  1.3  =  +  0.7  0.49  1.00  +  1.30 

36 1.4  —  2.4  =  — 3.3  10.89  1.96  —  3.36 

123 3.3  +  2.2  =  + 0.2  0.04  10.89  +  7.26 

124 1.0  +  3.6  =  + 3.0  9.00  1.00  +  3.60 

37 0.7  —  1.9  =  — 2.3  5.29  0.49  —  1.33 

125 1.4  +  5.1  =  +  4.2  17.64  1.96  +  7.14 

128 0.7  —  1.0  =  —  1.4  1.96  0.49  —  0.70 

127 2.0  +  1.2=        0.0  0.00  4.00  +  2.40 

128 0.8  +  0.4  =  — 0.1  0.01  0.64  +  0.32 

129 1.4  —  0.3  =  —  1.2  1.44  1.96  —  0.42 

38 1.4  —  0.8  =  —  1.7  2.89  1.96  —  1.12 

130 1.5  +  4.4  =  +  3.5  12.25  2.25  +  6.60 

131 1.0  +  2.6  =  + 2.0  4.00  1.00  +  2.60 

132 2.1  —  0.7  =  — 2.0  4.00  4.41  —  1.47 

40 0.5  +  2.3  =  + 2.0  4.00  0.25  +  1.15 

133 1.4  —  1.8  =  — 2.7  7.29  1.96  —  2.52 

135 3.0  +  2.9  = +  1.0  1.00  9.00  +  8.70 

136 1.0  +  4.0  =  +  3.4  11.56  1.00  +  4.00 

137 0.8  +  0.2  =  — 0.3  0.09  0.64  +  0.16 

138 0.9  +  2.3  =  +  1.7  2.89  0.81  +  2.07 

139 1.6  —  2.4  =  — 3.4  11.56  2.56  —  3.84 

140 0.7  +  2.5  =  +.2.1  4.41  0.49  +  1.75 

141 1.6  +  4.7  =  + 3.7  13.69  2.56  +  7.52 

141i 0.9  +  3.0  =  +  2.4  5.76  0.81  +  2.70 

143 2.1  +  3.3  =  + 2.0  4.00  4.41  +  6.9:« 

145 2.5  +  1.0  =  —  0.6  0.3G  6.25  +  2.50 

146 0.5  +  0.3=        0.0  0.00  0.25  +  0.15 

1^ 2.1  +  0.1=—  1.4  1.96  4.41  —  0.21 

150 2.5  +  1.3  =  —  0.2  0.04  6.25  +  3.25 

151 0.3  +  0.6  = +  0.4  0.16  0.09  +  0.18 

376.94  +  228.74  +  141.90 
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Nonnal  equation : 

288.74«'+ 141.90=0  «'=— 0.62 

.    «..K    1376.94  »a»  1.61  "»» 

a/ =—0.62  ±0.11 


DiBorepanoieB  hetween  north  and  south  tinea  of  levels  between  Keokuk,  Iowa,  and  FuUon,  2Z1., 
hif  Assistants  J,  B.  Johnson  and  O.  W,  Ferguson, 


0.  W.  Fergnson,  observer. 

J.  B.  Johnson,  observer. 

n^-« 

»— • 

No.  of 
benoh-mark. 

Distance. 

Naof 
bench-mark. 

Distance. 

Pine. 

Foot- 
plates. 

Pins. 

Foot, 
plates. 

1* 

1.7 

--  LI 

-  ao 

2* 

1.4 

+  2.7 

+  2.7 

«» 

L6 

+  0.6 
+  0.1 

+  4.3 

U.  8.     1* 

0.6 

-  2.6 

-0.4 

e» 

1.2 

3* 

2.4 

-  U.2  " 

'   -44 

• 

L7 

-  L8 

7 

L7 

-  2.9 

10 

1.6 

+  L9 

8 

L2 

-  0.2 

12 

0.8 

-  0.8 

XT.  8.     9 

0.4 

-  3.5 

13 

1.6 

+  0.6 

11 

3.2 

-  5.0 

17 

0.9 

4-0.1 

14 

L6 

-  2.9 

U.  S.     4 

1.1 

+  0.6 

16 

L4 

+  0.8 

u.  a    6 

0.9 

1l6 

16 

Le 

-8.8 

U,  S.     6 

1.4 

4-2.7 

18 

L5 

+  2.8 

22 

1.7 

-0.9 

19 

L5 

-8.7 

28 

1.6 

4-2.8 

20 

L7 

-  L2 

24 

1.7 

-  L4 

29* 

L6 

-  3.9 

-  ao 

26 

0.8 

4-0.5 

80* 

0.6 

-  0.3 

-  0.8 

27 

1.6 

-3.9 

81* 

0.2 

+  0.7 

-  0.2 

28 

1.4 

-  0.1 

85* 

1.6 

-  3.1 

+  L8 

82 

0.9 

-  8.7 

86* 

L6 

+  6.6 

-2.6 

83 

0.8 

-  L6 

88* 

0.8 

-4.6 

-  L8 

84 

1.4 

4-0.2 
4-4.3 

89* 

0.8 

-  5,8 

-  2.8 

U.  8.  10 

1.6 

42- 

L6 

-  5.8 

-  2.3 

37 

1.2 

-3.6 

43* 

L3 

+  3.2 

+  a6 

4-0.8 

40 

1.3 

-  1.0 

XT.  8.   13* 

LI 

+  2.0 

41 

1.5 

4-3.8 

*3 

LI 

+  8.2 

44 

1.6 

+  3.5 

48 

0.6 

-  0.4 

45 

1.7 

-  LO 

51 

0.9 

+  L1 

46 

1.4 

-  LI 

62 

0.8 

-  L9 

40 

1.3 

+  L2 

63 

0.9 

.+  2.2 
4-6u8 

U.  S.   16 

0.4 

--L2 

64 

L4 

60 

L8 

4-2  1 

56  B 

0.8 

+  L6 

66 

1.2 

-  3.8 

67 

0.5 

--L5 

66 

1.4 

-  2.7 

58* 

LO 

4*4.1 

-  LI 

66  A 

1.9 

4-0.6 

64 

0.7 

+  0.1 

69 

.       1.3 

-  2.8 

65 

1.0 

-L8 

60 

L2 

-  L3 

66 

LI 

-  0.8 

61 

L2 

-  2.1 

69 

L2 

+  L9 

62 

L6 

-  8.0 

70 

L4 

3  0.8 

63 

0.8 

+  2.0 

71 

LI 

+  ao 

--6.4 

67* 

1.7 

+10.0 

+  8.8 
--2.2 

74 

LI 

68 

0.6 

75 

L8 

-  as 

72 

1.8 

-  0.8 

76 

0.8 

+  0.6 
4-0.9 

73 

2.5 

+  a7 

77 

1.8 

78 

1.8 

-L8 

84 

L6 

-  48 

79 

LI 

. 

-LO 

85 

L8 

-  2.6 

80 

0.4 

. 

-0.7 

86 

L8 

+  L2 
4-8.7 

81 

0.5 

. 

-  L3 

87 

LI 

82 

1.5 

. 

-3.3 

88 

LO 

+  2.6 

+  L8 

83 

1.2 

-  0.4 

90 

0.2 

80 

8.4 

+  0.6 
+  0.6 

95* 

L2 

-  3.4 

-48 

U.  S.   22 

0.8 

96 

LO 

-  L2 

92 

0.1 

J 

f-0.1 

97 

0.9 

+  L7 

93* 

1.1 

. 

-L8 

-  6.6 

100 

L8 

+  L1 

94* 

0.9 

- 

-  0.3 

-  0.6 

101 

0.8 

-  L8 

98 

1.9 

- 

-  2.8 

104 

0.2 

+  0.4 

99 

1.2 

_ 

hO.8 

106 

L6 

-  4.6 

102 

0.6 

-  L8 

107 

LO 

-  6.0 

103 

0.1 

+  J.l 

110 

L7 

+  40 
4-LO 

107 

1.0 

-2.2 

113 

L6 

^ 

108 

L6 

-  0.7 

117 

L4 

+  2.2 

109 

LI 

H 

ho.i 

1 

118 

0.9 

-  8.8 
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APPENDIX    T  T — REPORT  OF  MISSISSIPPI  RIVER  COMMISSION.      2565 
IH»crepancie9  hettoeen  north  and  south  lines  of  level,  ^c. — Continued. 


0.  W.  FerguMD,  obaervor. 

J.  B.  Johnson,  observer. 

n— « 

n— « 

No.  of 

DUtanoe 

No.  of 
bench-mark. 

TMafowAA 

Pins. 

Foot. 
pUtes. 

lAsumoe. 

Pins. 

Foot, 
pistes. 

U2 

0.7 

+  8.6 

119 

L3 

+  0.9 

113 

0.7 

-0.2 

124 

0.6 

-  0.4 

114 

0.8 

+  2.9 

125 

LO 

-  2.2 
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143 

L2 

-2.6 
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LI 

-  0.6 

35  A 

0.9 

-  0.8 

135 

1.0 

+  L6 

147 

0.5 

-  L4 

196 

0.5 

+  2.5 

148 

0.7 

-  2.9 

140 

1.4 

+  L6 

151 

0.6 

-  0.7 

141 

1.1 

-  2.4 

162 

L4 

+  L8 

144 

LI 

-  2.6 

156 

LO 

3l6 

145 

a7 

-  0.1 

157 
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146 

LI 

- 
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L4 
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-0.4 
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150 
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-0.2 
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170 

LI 
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-  0.8 
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0.7 

--  LO 
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LO 
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175 

L8 

-1-2.6 

150 

0.6 

-  LI 
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LI 
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160 
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0.7 

-2.0 

176 

2.0 

3  0.1 

191 

L3 

-4.7 

m 
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4 

h2.8 
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L4 
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109 

L3 

+  0.5 
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189 

a9 

-  LO 

200 

L2 

190 

L2 

-4.2 

201 

0.8 

-  L8 

192  A 

2.1 

-  L8 

202 

2.0 

+  3.2 

108 

0.7 

-  L5 

203 

LO 

-0.4 

196 
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-  8.2 
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1.4 

+  3,7 
-l-LO 

107 

1.4 

+  4.5 
--4.2 

+  0.2 

208 

L4 
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L6 
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2.0 

+  L3 

204 

LO 
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LO 
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+  L0 

213 

LO 
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-  LI 
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LO 
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Ditcrepandea  between  north  and  eonth  linee  leveltd  by  AsHstant  Paige  beheeen  Columbue  emd 
Mempkie  and  Friar's  Point  and  Prentise, 


No.  of  line. 

[2K] 

(•-nj 

No.  of  line. 

12  KJ 

(•-*3 

k.m. 

m.m. 

k.m. 

111.  m. 

8 

0.8 

H-    6.4 

48 

60.9 

-174.8 

4 

2.0 

--    6.8 

44 

744 

-180.4 

• 

4.8 

+    2.4 

RO 

76.7 

-180.8 

12 

e.1 

-    7.0 

61 

8a9 

-177.7 

18 

7.0 

-    7.2 

66 

88.8 

-185w7 

14 

0.8 

-  11.3 

66 

90.7 

-190.4 

16 

16.  G 

-  25.6 

82 

92.8 

-193.8 

16 

17.8 

-  40.6 

83 

96.1 

-198.9 

17 

l&l 

-  37.4 

84 

97.0 

-201.8 

19 

22.6 

-  68.0 

85 

98.8 

-208.8 

90 

81.4 

-  71.2 

86 

104.1 

-216.6 

21 

88.6 

-  76.6 

94 

105.6 

-22&8 

22 

80.7 

-  80.7 

^ 

100.4 

-246.8 

28 

42.7 

-  87.8 

112.8 

-26L9 

24 

44.8 

-  06.0 

00 

116.6 

-266.7 

26 

4a8 

-102.8 

101 

ll&l 

-279.1 

28 

40.6 

-104.7 

180 

iia8 

-278.7 

20 

61.8 

-122.6 

10' 

122.3 

-286.8 

80 

65.8 

-147.0 

11' 

124.6 

-280.9 

81 

61.7 

-161.5 

18' 

126.8 

-286.8 

82 

62.8 

-163.4 

23' 

129.4 

-29&0 

86 

66.0 

-166.7 

27' 

181.4 

-300.1 

41 

67.4 

-170.6 

36' 

183.4 

-80&8 

JHecrepwuiee  between  resulte  of  levels  by  Assistants  Paige  and  Frost  from  leveling 
Ck>lwnbus  and  Memphis  and  FriarU  Point  and  Prentiss. 


No.  of 
line. 

m 

[F-P] 

No.  of 
line. 

m 

[F-P] 

26 

2.0 

+    5.0 

120 

10&8 

+278.7 

27 

4.4 

+  22.2 

130 

108.7 

+270.8 

88 

6.4 

+  30.4 

131 

109.8 

+271.8 

84 

8.0 

+  28.4 

132 

109.8 

+272.0 

87 

10.4 

+  40.7 

133 

113.0 

+281.9 

88 

18.4 

+  55.8 

134 

117.9 

+80L1 

88 

18.0 

+  62.4 

136 

122.1 

+806.7 
+816.9 

40 

21.4 

+  66.1 

136 

U'3.8 

41 

22.1 

+  03.7 

137 

124.6 

+816.6 

42 

2ai 

+  54.6 

138 

127.9 

+82L8 

43 

27.4 

+  65.3 

146 

i:'.i.9 

+830.9 

46 

20.7 

+  40.0 

147 

132.9 

+336.4 

48 

33.6 

+  16.0 

148 

133.7 

+33L7 

49 

34.5 

+  50.8 

148 

136.0 

+882.6 

62 

36.1 

+  64.4 

ISO 

13\8 

+842.8 

63 

37.1 

+  66.0 

151 

136.8 

+343.8 

64 

38.6 

+  77.2 

102 

137.7 

+846.8 

66 

30.8 

+  84.8 

153 

141.1 

+351.5 

66 

41.1 

+  88.8 

154 

142.0 

+858.0 

67 

41.0 

+  96.3 

,    156 

H2.9 

■1866.8 

60 

43.4 

+  05.0 

1    156 

144.5 

+867.9 

60 

46.4 

+  99.1 

157 

146.8 

+365.7 

61 

45.0 

+  99.2 

158 

148.8 

+368.8 

62 

48.3 

+107. 6 

150 

1.-4.2  ■ 

+875.9 

66 

48.8 

+103.8 

160 

15&0 

+882.4 

66 

62.7 

+121.4 

161 

157.0 

+375.1 

67 

64.1 

+13L0 

162 

ir^i.  0 

+882.6 

60 

66.4 

+123.6 

163 

159.1 

+389.0 

70 

60.2 

+  136.0 

164 

1(1.3 

4400.2 

71 

61.2 

+  143.0 

165 

164.1 

+400.7 

72 

61.4 

+145.7 

34' 

107.2 

+410.8 

73 

65.7 

+150.3 

85' 

169.6 

+408.6 

74 

66.2 

+155.4 

86' 

170.6 

+416.1 

75 

67.8 

+165.6 

37' 

173.6 

+420.4 

97 

70.7 

+160.7 

38' 

174.6 

+41&4 

08 

72  0 

+162.1 

30' 

175.2 

+417.3 

00 

74.8 

+167.  6 

40' 

170.  2 

+421.8 

100 

76.5 

+171.0 

41' 

178.6 

+426.8 

101 

77.8 

+  181.4 

42' 

180.7 

+429.0 

102 

78.7 

+  186.6 

44' 

181.4 

+484.4 

103 

70.8 

+188.9 

.      45* 

182.8 

+426.6 

104 

81.3 

+180.8 

46' 

184.2 

+437.4 

106 

82.6 

+  195.4 

'      47' 

186.8 

+448.9 

106 

84.2 

+200.8 

48' 

189.6 

+488.4 

107 

8&0 

-t  211.6 

40' 

191.7 

+44L1 

108 

87.6 

+200.8 

60' 

iai.4 

+437.0 

109 

88.6 

+216.8 

1      '" 

195i6 

+448.8 
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I>i9orq^ameie$  MuMm  rtiulta  of  leveU  hjf  AsgisianU  Paige  and  Fro9t,  fe, — Continiiad. 


Kaof 
line. 

m 

llf-P) 

No.  of 
line. 

m 

rr-P| 

110 

80l5 

+22S.3 

1  «. 

107.3 

+44L4 

117 

•L4 

+22a8 

B» 

lO&l 

+444.4 

118 

08.8 

+228.4 

W 

100.1 

+445.7 

110 

02.8 

+238.5 

5y 

200.6 

+446.4 

190 

04.2 

+244.2 

w 

202.8 

+451.7 

121 

07.0 

+24&0 

;      57' 

204.8 

+457.8 

122 

07.0 

+255.2 
+200.5 

68' 

205.6 

+464.8 

128 

loai 

W 

206.7 

+467.0 

124 

101.8 

+270.7 

W 

207.7 

+470.4 

125 

102.6 

+260.4 

61' 

200.7 

+486.2 

126 

103.8 

+274.1 

62' 

213.0 

+48&8 

127 

104.8 

+278.4 

63' 

214.0 

+403.8 

128 

100.0 

+277.0 

64' 

215.8 

+496.8 

DimsrwpameUt  Mwem  north  and  south  lines  of  levels,  run  by  L.  X.  Wheeler,  between  AneUm 

and  Friar's  Point,  Miss, 


KM. 

m 

[«-*] 

RM. 

m 

(•-Wl 

u.ai 

0.0 

ao 

TJ.S. 

21.0 

+16.8 

1.6 

- 

-2.8 

14 

23.1 

-.20.8 

2.7 

. 

-2.0 

15 

23.7 

--17.0 

3.6 

. 

-6.8 

16 

25.3 

-15.5 

4.6 

. 

-  6.1 

17 

27.8 

. 

-10.0 

5.0 

. 

-0.8 

18 

20.1 

. 

■2LS 

6.0 

- 

-10.5 

10 

31.1 

- 

-1&5 

7.0 

. 

-0.4 

20 

31.0 

. 

-10.4 

&7 

- 

-0.4 

21 

34.4 

. 

-28.2 

ia8 

- 

-12.6 

22 

36.4 

- 

-28.0 

10 

12.6 

. 

-12.8 

U.S. 

3&0 

_ 

-23.6 

u 

18.6 

- 

-13.6 

23 

38.0 

_ 

-82.8 

12 

15.6 

. 

-17.1 

1           24 

42.2 

. 

■34.0 

U.S. 

16.6 

. 

-16.8 

U.S. 

43.5 

. 

-86.6 

18 

10l7 

hl7.6 

Precise  levels  from  Keokuk,  Iowa,  to  Grafton,  III, 


aic 

Dlste&oe. 

S.-K.  ![8*-N.]' 

1              1 

B.H. 

Diatanoe. 

S.-N. 

[8.-H.1 

km. 

m.  m.  1  nt.  m. 

■ 

hn. 

m.  m. 

m.  m. 

66 

112.86 

-0.2     -0.2  ' 

116 

176.76 

+2.1 

+62.8 

67 

11&61 

+2.2  j  +  2.0  ! 

116 

1T7.85 

-3.6 

+4a7 

68 

116L88 

+2. 8  '  +  4. «  . 

35 

180.63 

+4.7 

+68.8 

70 

110.02 

+6.0  ,  411.7  , 

110 

181.60 

+L3 

+64  6 

78 

122.29 

+L0     +13.6! 

30 

182.06 

—2.4 

+62.2 

76 

126.51 

—2.0 

+11.6 

123 

186.24 

1-2.2 

+64.4 

78 

120.02 

+1.7 

+ia3 

124 

187.26 

+8.6 

+67.8 

70 

130.26 

+1.5 

+  14.8 

87 

1R7.92 

-1.0 

+65.0 

28 

132.90 

+3.5 

+  18.3 

125 

180.28 

+  6.1 

+61.0 

24 

133.74 

+1.8 

+-J0.1 

126 

18a  80 

-LO 

+60.0 

83 

186l00 

-a5 

+  10.6 

127 

101. 05 

+  1.2 

+61.2 

85 

138.50 

+8.2 

422.8 

128 

192.72 

+0.4 

+61.6 

25 

140.02 

+1.7 

+W.5 

120 

104.10 

-0.3 

+61.3 

87 

141.07 

—0.7 

+23.8 

38 

195.45 

—0.8 

+60.5 

88 

142.20 

+4.0 

+28.7 

130 

106.05 

+  4.4 

+64.0 

80 

144.06 

+3.2 

+31.0 

131 

107.03 

+2.0     +67.6 

01 

145i68 

+2.1 

+34.0 

1      132 

200.00 

-0.7     +66.8 

08 

147.02 

+8.6 

437.7 

I        40 

200.51 

+2.3 

+60.1 

04 

147.06 

+1.4 

+30.1 

,      133 

201.87 

-1.8 

+67.3 

•06 

148.08 

—0.2 

+aao 

1      135 

204.01 

+2.0 

+70.2 

97 

162.75 

—1.7 

+37.2 

'      136 

205.02 

+4  0 

+74.2 

90 

166.15 

0.0 

+37.2 

!       187 

206.74 

+0.2 

+74.4 

101 

157.80 

-4  4.8 

442.0 

'      138 

207.62 

+2.3 

+76.7 

108 

150.76 

+1.7 

+48.7 

130 

200.24 

—2.4 

+74.8 

31 

161.18 

+0.7     +44.4 

'      140 

200.03 

+2.5 

+76.8 

104 

162.38 

+1.7 

446.1 

1      "I 

,      211. 52 

+4.7 

+81.6 

106 

166.62 

—4.2 

441.0 

1      1411 

212.41 

+3.0 

+84.6 

88 

165.86 

+8.7 

+44.6 

143 

,      214. 52 

+3.3 

+87.8 

108 

167.64 

+0.2 

-f44.8 

1      145 

'      217. 02 

+1.0 

+88.8 

100 

168.98 

+3.8 

+4a6 

146 

;      217.53 

1     +0.3 

+88.1 

88 

170.24 

+0.6 

+40.2 

1      148 

210.65 

'    -0.1 

+881 2 

111 

171.62 

+0. 1     +40  3 

l.'iO 

.      222.  W 

.     +t8 

+00.6 

113 

174.56 

-2.5     +46.8 

j      151 

222.48 

.     4  0.6 

+01.1 

114 

1 

176i74 

+3.4     +Ba2 

: 

I 

*B|9fcw«6o  06  and  07  time  is  a  zlTer  eioaoing. 
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Discrepancka  hetween  north  and  aouih  lines  of  leveh  run  by  Assistant  Ferguson 
Gritfton  and  Cairo.    The  lines  heyond  T.  B.  M.  240  are  not  used  beoause  methods 
changed. 


B.M. 

8  (dis- 
tance). 

S.— K. 

2  (sum 
distenoe). 

Sam 
(S.-K.). 

B.^ 

2(diB. 
tanoe). 

8.-N. 

2(8I1]D 

distanoe). 

Sam 
(8.-N.). 

20 

2.8 

-0.6 

2.2 

—  0.6 

191 

2.0 

—  49 

8ai 

-4SlO 

37 

2.9 

—0.7 

6.1 

-7.2 

192 

1.2 

—  1.1 

89.8 

-48.7 

88 

L7 

+0.8 

0.8 

—  0.9 

194 

2.6 

—  0.7 

41.8 

—  60.4 

44 

8.0 

-4.6 

10.4 

—  6.4 

196 

2.6 

—  2.6 

44.8 

-SSL9 

46 

1.7 

+4.8 

12.1 

—  0.0 

190 

2.7 

—  9.2 

47.0 

-02.1 

85 

1.7 

-8.8 

13.8 

—  8.9 

197 

1.8 

—  8.8 

48.8 

—  05l9 

87 

2.8 

—1.9 

10.1 

—  5.8 

208 

2.2 

+  0.8 

6L0 

—  OSuO 

167 

1.1 

—4.7 

17.2 

—10.5 

209 

2.4 

-9.8 

63.4 

—  749 

100 

&0 

+0.1 

20.2 

—10.4 

217 

2.6 

-6.2 

6&9 

-80.1 

108 

8.1 

-8.4 

23.8 

-18.8 

218 

2.5 

-  9.4 

68.4 

—  88.6 

28 

LI 

—0.6 

24.4 

—14  8 

232 

47 

-7.5 

03.1 

-97.0 

40 

2.4 

—7.2 

28.8 

-31.6 

233 

0.8 

—  5.7 

03.9 

—102.7 

40 

1.1 

—2.0 

27.9 

—28.6 

236 

40 

-20.2 

07.9 

—122.9 

81 

2.1 

—7.7 

80.0 

-8L2 

230 

3.1 

—13.2 

70.0 

—186.1 

61 

0.0 

+L2 

80.0 

-80.0 

239 

L8 

-1L4 

71.8 

—147.6 

178 

0.7 

-L6 

3L8 

-8L6 

240 

8.2 

-12.8 

740 

—100.8 

84 

48 

-0.2 

80.1 

—37.7 

APPENDIX   D. 

RSPORTS  OF  CHIEFS  OF  PARTIES,  UPON  FIELD  WORK  OF  TOPOGRAPHT  AND  HTDROO- 

RAPHY,  188a-*83. 

1.—  Report  of  Assistant  Engineer  J.  A.  Ockerson,  Arkansas  Citt  to  Grbbk- 
viLLE  AND  Natchez  to  Bayou  Sara. 

Office  Mississippi  River  Commission, 

Saint  Louis,  Mo.,  September  15,  1H83. 

Sir:  I  have  the  honor  to  submit  the  foUoTvin^^  report  on  the  field  operations  under 
my  direction  during  the  season  of  1882  and  1883. 

In  accoidance  with  your  instructions,  the  party  left  Saint  Lonis  on  September  12, 
1882,  for  Arkansas  City,  arriving  at  the  latter  point  on  September  15.  The  quarter 
boats  Mississippi  and  Louisiana  and  the  tug  Frolic,  which  were  assigned  to  the  party, 
arriv»«d  on  the  17th,  and  work  was  begun  at  once.  The  organization  of  the  party  was 
as  follows:  J.  A.  Ockerson,  chief  of  party;  topographers,  B.  H.  Colby,  N.  B.  Craig, 
J.  C.  Quintus,  L.  C.  Jones,  F.  Felkel,  G.  M.  Anderson,  and  W.  Garvin ;  bydrographera, 
C.  W.  Clark  and  D.  S.  Flower;  levelers,  F.  B.  French  and  R.  C.  Hoyer;  draughtsman, 
Edwin  J.  JoUey.  £.  £.  Haskell  was  attached  to  t\^e  party  until  October  19th,  when 
he  received  orders  to  report  for  duty  to  Assistant  L.  L.  Wheeler  at  Yicksbnrg.  F. 
Felkel  and  G.  M.  Anderson  joined  the  party  on  October  16,  and  W.  Garvin  on  October 
28.  R.  B.  Whiteford,  who  started  out  with  the  party,  was  disabled,  and  was  or- 
dered to  Saint  Louis  on  September  29.  The  laboring  force  was  about  the  same  as  the 
previous  season. 

The  topographical  work  began  on  the  right  bank  at  Arkansas  City,  and  on  the  leffc 
bank  at  Ofiutt's  Landing,  where  the  work  of  last  season  ended. 

The  survey  was  completed  on  November  4  to  Barnes'  Lauding,  about  2  miles  above 
Greenville,  where  it  joins  the  work  of  Assistant  G.  Y.  Wisuer. 

On  the  completion  of  this  reach  the  party  was  ordered  to  Natchez  to  resume 
the  survey  and  continue  down  the  river.  The  party  left  Greenville  with  quarter- 
boats  in  tow  of  the  tug  Frolic  on  November  5,  and  arrived  at  Natchez  on  Novembers. 

The  survey  was  completed  to  Bayou  Sara,  where  it  joined  the  work  of  Assistant 
C.  M.  Winchell,  on  ^eDruary  19,  when  orders  were  received  to  disband  the  party 
and  return  to  Saint  Louis. 

The  stage  of  the  river  was  unusually  favorable  for  surveys  during  the  entire  season. 
At  the  beginning  of  the  work  there  were  many  places  which  were  impassable  from 
the  deposits  of  mud  left  by  the  previous  high  water,  and  in  such  oases  considerable 
detail  was  necessarily  omitted. 

From  the  1>eginning  of  the  season  till  the  middle  of  October  there  was  a  great  deal 
of  sickness  in  the  party.  At  one  time  one-third  of  the  entire  pitfty  were  sick  with 
malarial  fevers.  Of  the  original  party,  twenty  were  discharged  before  October  25, 
on  account  of  sickness.  Judging  from  tnis  experience,  it  is  evident  that  it  is  not  safe 
to  take  the  field  prior  to  the  middle  of  October. 
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There  were  thirty-three  days  of  rain  and  fog,  or  a  little  more  than  one-third  of  the 
entire  aeason. 

The  progress  of  the  work  is  dne  to  the  hearty  oo-operation  of  my  assistants,  who 
are  deserving  of  credit  for  their  fidelity  and  energy. 


TBBTIABT  TRIANGULATEON. 

The  secondary  triangulation  was  not  carried  over  Spanish  Moss  Bend,  and  at  other 
points  80  many  stations  had  caved  into  the  river,  that  a  tertiary  system  became  ne- 
cessary over  the  entire  reach  above  Greenville.  Below  Natchez  the  tertiary  work 
became  necessary  because  the  data,  such  as  azimuths  and  lengths  of  triangle  sides, 
was  not  furnished  to  the  party. 

The  tertiary  work  was  always  connected  with  the  secondary  stations  when  foand, 
and  a  comparison  has  been  made  with  the  secondary  data  on  file  in  this  office.  The 
leaalts  are  given  in  a  table  below.  The  tertiary  angles  were  measared  with  WUrd- 
emann,  No.  152,  reading  to  10  seconds,  and  Gambey,  No.  2,  reading  to  5  seconds. 

Angles  were  read  by  J.  A.  Ockerson  and  B.  H.  Colby. 


(Jampariaon  of  tertiary  with  secondary  triangulation. 


UnM  oompared. 


Tertiary 
lengths. 


Secondary 
lengths. 


Batioof 
disorepanciea. 


Wallwood-Carter 

^Wmn-Obers 

'Wilda-Allway 

loJand-PoUeo 

S.  W.  Base-Book  HUl 

Loatiiennaii-StaiDp 

Stevenson-Douglass 

N.  W.  Base-St  F.  church  spire. 


meters. 
1389.67 
2818. 4 
1938.6 
1518.6 
8152.9 
1547.2 
2223.8 
1389.7 


metert. 
1389.7 
2819.5 
1939. 0 
151&2 
3152. 6 
1547.3 
2223.5 
1389.7 


lin46S23 
lin  2502 
lin  4846 
lin  3796 
1  In  10509 
1  in  1G472 
1  In  7412  ' 
Lengths  eqaal. 


The  following  method  was  used  in  reading  the  angles.  The  system  was  laid  ont 
and  the  angles  generally  read  in  advance  of  the  topographers,  so  that  the  lengths 
of  sides  and  azimuths  could  be  used  to  check  the  stadia  work.  The  A  point  was 
marked  by  a  pole  about  2  inches  in  diameter,  and  bearing  a  red-and-white  nag  to  dis- 
tinguish it  from  the  ordinary  sounding  flags.  A  strip  of  white  cloth  was  mstened 
around  the  pole  near  the  bottom,  to  which  the  pointings  were  made,  thus  obviating 
errors  firom  swaying  of  the  pole  in  the  wind,  or  from  its  being  out  of  plumb.  In 
observing,  the  theodolite  was  placed  on  an  ordinary  instrument  tripod  centered  over 
the  hole,  after  removing  the  pole.  The  angles  were  read  three  times  on  different 
parts  of  the  limb  to  check  errors  of  reading.  Most  of  them  were  measured  with  Gam- 
bey No.  2.  No  attempt  was  made  to  confine  the  measuring  to  favorable  conditions  of. 
atmosphere,  but  angles  were  read  whenever  the  target  could  be  seen  at  all. 

Flags  can  be  set  and  the  angles  read  over  a  reach  of  5  miles  a  day.  Considering 
the  time  spent  in  this  work,  the  results  shown  are  remarkabl  v  good. 

In  view  of  the  desirability  of  having  frequent  checks  on  the  stadia  work,  particu- 
larly where  there  are  so  many  new  observers,  I  would  suggest  that  the  topographical 
parties  be  required  to  locate  points  at  intervals  of  not  more  than  a  mile,  by  means  of 
a  tertiary  system  of  triangulation.  This  system  should  begin  and  end  on  lines  of 
known  length,  so  that  it  can  be  checked. 

TOPOOBAPHT. 

The  general  scope  of  the  topographical  work  was  the  same  as  last  season,  a  descrip- 
tion of  which  is  ffiven  in  Appendix  G,  Progress  Beport  of  the  Mississippi  River  Com- 
mission, 1882.  The  compass  was  used  in  running  lines  through  the  woods,  as  sug- 
g««ted  in  above  report.  This  method  was  found  to  be  quite  satisfactory,  and  much 
more  rapid  than  the  transit  lines  used  in  former  work. 

BejTond  the  prescribed  topographical  limits  there  were  located  the  outlines  of  blu£Es. 
old  nver  lakes  and  bayous,  and  the  Rod  River  from  Cut-off  Bayou  to  the  Mississippi 
River. 

HYDBOGBAPHT. 

Many  m^re  sonndings  were  taken  than  heretofore.  Besides  the  sections  normal  to 
the  channel,  soundings  were  taken  along  the  line  of  deepest  water.    The  latter  work 
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was  preferably  done  during  calm  weather,  when  the  sonndinff  boat  was  allowed  to 
drift  along  the  thread  of  the  current.  The  deepest  water  fonnd  auring  the  season  was 
156  feet,  the  stage  of  river  being  about  27  feet  below  the  high  water  of  1882.  This 
depth  was  found  at  two  points,  one  near  Xew  Texas,  and  the  other  abont  five  miles 
above  Bayou  Sara.     , 

ORDINARY  LEVELS. 

The  levels  were  based  on  the  primary  elevations  of  the  United  States  Coast  and 
Geodetic  Survey.  Very  few  of  the  Coast  Survey  stone  lines  were  connected  with,  as 
the  stones  could  not  be  found.  Many  of  them  were  buried  below,  or  even  with  the 
surface  of  the  ground,  and' no  mark  was  left  above  the  surface  to  indicate  the  locality 
of  the  bench-mark. 

A  new  form  of  bench-mark  was  nsed  for  points  situated  in  the  woods,  somedistance 
from  the  river,  the  object  being  to  increase  the  stability  and  make  them  more  coDspic- 
nouH,  BO  they  can  be  easily  found. 

This  bench-mark  consisted  of  a  flat  stone,  18  inches  square  and  4  inches  thick.  The 
upper  surface  was  dressed  smooth,  and  a  hole  was  drilled  in  the  center,  into  which 
a  copper  bolt  was  leaded,  the  end  projecting  a  quarter  of  an  inch  above  the  face  of 

IT  S 
the  stone.    The  stone  was  marked  thus      .         This  was  placed  three  feet  below  the 

B    M 

surface  of  the  ground,  with  the  marked  surface  up,  care  being  taken  to  have  it  hor- 
izontal and  firm.  On  this  stone,  and  centered  over  the  copper  bolt,  a  cast  iron  pi{>e, 
4  inches  in  diameter,  and  5  feet  long,  was  placed,  and  tlie  dirt  tamped  in  around  it.* 
The  pipe  is  larse  enough  to  admit  a  leveling  rod.  The  top  is  closed  with  a  cap,  which 
is  fiastened  to  the  pipe  by  means  of  a  bolt. 
The  cap  is  marked  as  follows : 


The  elevation  of  both  the  to^  of  the  ^ipe  and  the  stone  were  determined. 
The  amount  of  work  done  is  given  in  a  table  below. 

TOPOGRAPHY. 

Number  of  miles  of  river  surveyed  (above  Greenville,  36;  Natchez  to  Bayou 

Sara,  100) 136 

Average  miles  of  river  surveyed  per  mouth .,        27 

Number  of  square  miles  of  topography  (above  Greenville,  70i;  Natchez  to  Bayou 

Sara,  250) 320.5 

Average  number  of  square  miles  per  mouth 64 

Number  of  elevations  determined 34293 

Average  number  of  elevations  per  square  mile Ill 

Number  of  triangulation  stations  occupied 237 

Number  of  base  lines  measured  with  steel  tape 3 

Number  of  stone  bench-marks  set 143 

HTDBOGRAPHT. 

Total  number  of  soundings 23,605 

Number  of  sextant  angles  read 15,574 

Average  distance  between  sections 320"' 

Number  of  square  miles  of  hydrography 75 

Total  number  of  square  miles  surveyed 395 

Plate  1  shows  the  portion  of  the  river  covered  by  the  survey. 

CAVING  BANKS. 

The  rate  of  caving  in  the  bends  between  Arkansas  City  and  Greenville  during  the 
years  1880  to  1882,  as  determined  by  comparing  tJie  present  position  of  the  shore 
line  with  its  position  when  the  triangulation  was  done,  is  given,  in  a  table  below. 
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There  being  do  reliable  data  for  determining  the  rate  of  casing  below  Natchea,  this 
reach  has  been  omitted. 


Looftttty. 


Chuaoter  of  banlui. 


Anmuil 
rate  of 
oaTing. 


Yellow  Bend  2i  mfles  beknr  Arkansas  CKy 

TeUow  Bend  8{  miles  below  Arkansas  City 

Tellow  Bond  oppoaito  Port  Anderson 

Georgetown  Bend  i  mile  below  Qffutt's 

Geoncetown  Bend  at  Eatopla 

Goorzetown  Bend  at  Asbbrook  Point 

Rowdy  Bend  |  of  a  mile  below  Gaines  Landing  . 

Bowdy  Bend  2  miles  below  Gaines  Landing 

Bowdy  Bend  at  Scott's  Landing 

Uiller's  Bmd  at  Morris  Landing 

Miller's  Bend  at  Tarpley  place 


Clay  and  sand . 

Sand  and  silt''. 
Clay  and  sand . 

Sand  and  silt ! . 
Clay  and  sand . 

.V.'.doV.V.. '.'.'.'.'. 

...do... 

...do..! 


Jfstorv. 


67 
14 
28 


85 
U 


40 
28 


SAND  WAVES. 

A  minnte  saryey  was  made  of  a  sand  bar  near  Fairvie w,  La. ,  for  the  purpose  of  show- 
ing the  sand  waves  which  are  characteristic  of  all  bars.  The  bar  selected  is  not  an 
extreme  case.  There  are  many  which  have  larger- and  higher  waves,  and  others 
which  are  comparatively  smooth.  In  the  latter  case  the  waves  have  the  api>earance 
of  a  pond  whose  snrface  is  raffled  by  a  gentle  breeze. 

It  is  evident  that  these  waves  are  mainly  due  to  the  action  of  the  water,  as  they 
are  frequently  found  on  the  lower  part  of  bars  composed  of  silt,  which  is  not  movable 
by  the  wind.  Tho  particles  on  the  above  bar  are  about  the  sizo  of  common  building 
sand.  The  crests  or  the  waves  are  smooth  curves,  which  aro  frequently  parallel  for 
several  waves  in  succession. 

The  bluff  part  of  the  wave  is  on  the  down-stream  side,  and  is  frequently  nearly 
vertical.    The  sloi>o  on  the  up-stream  side  is  generally  very  gentle. 

A  plat  of  the  Fairview  Bar,  which  shows  the  waves  by  means  of  contours  one  foot 
apart,  and  two  sections  of  the  bar,  is  appended  herewith.  A  model,  showing  the  bar 
in  relief,  has  also  been  prepared. 

LEVXE8. 
ARyANflAfl  CITT  TO  GREKNVILLE. 

Bight  hank, — ^From  Arkansas  City  down  f  mile  the  embankment  of  the  L.  R.  and 
M.  S.  R.  B.  serves  the  purpose  of  a  levee.  Here  the  railroad  turns  back,  and  the  em- 
bankment of  an  old  abandoned  railroad  continues  alonpr  the  river  for  U  miles,  when 
it  disappears.  One  and  a  half  miles  lower  down  it  again  appears  and  follows  along 
the  bank  of  what  was  at  one  time  the  chute  of  Island  80,  to  Gaines  Landing,  the  only 
break  being  a  small  one  through  which  Boggy  Bayou  passes.  At  this  break  the  levee 
is  now  about  2  miles  from  the  river.  A  private  levee  incloses  the  plantation  at  Gaines 
Landing.  Afrer  following  along  near  the  river  for  f  mile  below  Gaines  the  leveo 
ends  abruptly  on  the  caving  bank  of  Bowdy  Bend.  This  break  is  about  3  miles  loag, 
reaching  to  a  point  near  Scott  Landing.  Here  the  leveo  divides,  and  one  portion  of 
it  runs  south  about  half  way  across  the  point,  then  turns  west  and  runs  to  Yellow 
Bayou,  forming  a  back  levee  for  the  plantations  fronting  on  Spanish  Moss  Bend,  and 
turning  the  water  which  overflows  the  banks  in  Rowdy  Bend  into  Bayou  Ma^on. 

The  other  part  of  the  levee  follows  along  near  the  river  down  to  the  chute  of  Island 
8S,  tbence  down  the  chute  to  river  on  the  Tower  side  of  the  point,  thence  alone  river 
bank  again  down  to  near  Bellevue  Landing.  Here  it  turns  and  joins  the  back  levee 
mentioned  above.  This  lino  is  broken  in  many  places,  one  of  the  breaks,  near  Lin- 
wood,  being  about  ^  mile  long. 

The  levee  be^ns  again  i  mile  below  Bellevue  and  600  meters  from  the  river,  and 
runs  down  till  it  joins  the  old  levee  about  i  mile  above  Luna.  Tho  old  levee  extends 
above  this  juncture  about  a  mile.  From  Luna  the  levee  is  continuous  for  about  4^ 
miles,  when  it  is  a^ain  cut  o£f  by  a  caving  bank.  At  Point  Chicot  Landing  it  appears 
again  and  runs  directly  back  from  tho  river  for  a  distance  of  600  meters,  where  it  is 
again  broken,  and  does  not  appear  till  beyond  the  limits  of  this  survey. 

Left  bani.—yTom  Offutt's  Landing  the  levee  runs  aJmost  directlv  across  to  a  point  li 
miles  aboye  Argyle  Landing,  leaving  Ashbrook  and  Woodstock  Points  outside.  It  is 
?i50  meters  from  the  river  at  the  lower  part  of  Miller's  Bend.  From  the  point  whore 
it  strikes  the  river  above  Argyle  it  turns  and  runs  down  at  a  distance  of  i  mile  from 
the  river  in  the  deepest  part  of  the  bend,  and  continues  down  behind  IsUud  83  to 
Greenville. 
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NATCHEZ  TO  BATOtJ  SABA. 

Bight  hank. — ^From  Vidalia  the  levee  rune  down  near  river  bank  to  Whitehall.  Here 
it  turns  back  and  runs  aronnd  Natchez  l8land,>coming  near  the  river  again  near  Croth- 
er's  Plantation.  From  latter  point  it  runs  about  400  meters  from  the  river  till  it  reaches 
the  head  of  Saint  Catherine's  Bend,  where  it  turns  and  runs  directly  across  Esper- 
ance  Point  to  the  Pecan  plantation,  about  ^  mile  above  Green's  Landing.  A  small 
levee  then  follows  along  near  the  river  for  a  dis^nce  of  a  mile  and  there  ends.  From 
the  latter  point  to  Ashley  Landing  there  is  no  levee.  Then  comes  a  piece,  badly  broken, 
aggregating  1^  miles  long.  Below  this  there  is  no  levee  till  we  reach  Fairview,  where 
there  are  several  patches,  with  a  total  length  of  about  1^  miles.  At  Home  Place  we 
again  find  a  small  levee  1  mile  lon^,  and  small  patches  may  be  found  down  as  far  as 
Boug^re.  Then  there  is  no  levee  till  we  reach  Union  Point,  where  it  starts  back  along 
the  old  river  bank  behind  the  batture,  and  continues  for  about  3  miles.  Then  comes  a 
break  extending  to  Black  Hawk.  From  this  point  the  levee  follows  along  behind  a 
cypress  swamp  for  about  3  miles,  and  finally,  after  numerous  breaks,  is  lost  entirely, 
and  no  more  levee  is  found  till  Red  River  Landing  is  reached.  From  latter  point  it 
runs  along  near  river  to  Smithland,  where  it  turns  back  along  bank  of  Old  River, 
touching  the  river  again  at  Fleta  above  New  Texas.  There  is  an  old  levee  about  2 
miles  loDg  l^in^  along  bank  of  old  river  about  opposite  Tunica  Island  and  1  mile 
from  the  main  nver. 

From  Fleta  the  levee  runs  down  near  the  river  to  Morganza  orevasse,  where  the 
''  Grand  Levee  "  is  broken  for  a  distance  of  1,200  meters,  ^low  this  the  levee  is  con- 
tinuous down  to  the  end  of  the  survey  at  Point  Couple,  except  the  ''Scott  crevasse,'' 
which  was  nearly  closed.    The  breaks  on  the  right  bank  ag^egate  about  34  miles. 

Left  hanlc-^There  is  no  regular  system  of  levees  on  the  left  bank  till  we  reach 
Tunica  Island.  From  this  point  down  to  Bayou  Sara  there  was  formerly  a  levee. 
This  section  was  known  as  the  Greensburg  District.  But  little  of  the  levee  now  re- 
mains. There  are  small  patches  from  Greenwood  Landinc  down  to  Sebastopol,  where 
it  disappears  entirely,  and  nothing  more  is  seen  of  it  tiu  we  reach  a  point  opposite 
Morganza.  From  the  latter  point  it  extends  down  to  Hard  wick  ditch,  opposite 
Stuart's  Landing.  It  begins  again  at  Copps'  wood  yard  and  runs  down  to  within 
half  a  mile  of  the  mouth  of  Bayou  Sara,  where  it  turns  back  towards  the  hills. 

There  are  private  levees  at  other  points.  Just  below  Hutchius  Landing  is  a  piece 
about  li  miles  long,  which  runs  behind  the  plantation  from  the  hills  to  the  river  bank. 

Behind  the  Corena  plantation,  opposite  Fairview,  is  a  levee  2^  miles  long,  which 
serves  to  keep  out  the  back  water. 

Allaway  plantation  has  a  small  front  and  back  levee  1^  miles  long.  Artonish  plan- 
tation above  Stamp's  Landing,  has  about  1  mile  of  levee.  Langside  plantation 
has  a  levee  along  lower  side  of  Clark's  Lake,  which  is  about  1  mile  long.  On  the 
Angola  plantation  a  levee  starts  in  about  opposite  Smithland  and  follows  along 
about  a  mile  from  the  river  for  a  distance  of  about  4  miles,  when  it  runs  into  the 
bluffs.  The  locations  of  the  above-described  levees  may  be  seen  on  Plate  1,  accom- 
panying this  report. 

STOKE  LINE  SECTIONS. 

In  the  Report  of  Mississippi  River  Commission,  Appendix  G,  page  162,  a  discussion 
of  river-bank  profiles  is  given.  A  continuation  of  the  same  study  has  been  made  to 
embrace  that  part  of  the  river  lying  betweem  Arkansas  City  and  Donaldsonville. 

The  sections  of  the  banks  do  not  differ  materiallv  fi-om  those  heretofore  published, 
until  we  reach  a  point  near  Baton  Rouge  (Stone  line  JNo.  11).  From  this  point  down  the 
levees  are  very  close  to  the  edge  uf  the  bank,  and  the  land  outside  of  the  levee  is  very 
often  three  or  four  feet  higher  than  that  on  the  inside.  This  indicates  a  deposit  of 
that  amount  since  levees  were  built.  Sometimes  this  deposit  reaches  nearly  to  the 
top  of  the  levee. 

The  sections  of  the  river  bed  grow  gradually  narrower  and  deeper  as  we  approach 
Donaldsonville. 

Respectfully  submitted. 

J.  A.  OCEEBSOK, 

A89i9kmt  United  States  Ef^neer. 
First  Lieut.  Sbiith  S.  Lbaoh, 

Secretary  Mieeimig]^  Biver  Cammieeian 


\ 
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2. — ^Report  of  Aasistant  Engineer  C.   M.  Winchell,  Lak»  Providence   to 
Warrenton  and  Bayou  Sara  to  Donaldson ville. 

Office  Mississippi  River  CoMitfissiON, 

Saint  Jjmia,  Mo.^  June  22,  1883. 

Sib  :  I  have  the  honor  to  make  the  following  report  concerning  the  work  done  hy 
ih»  hydrographio  and  topographic  party  under  my  charge  during  the  field  fieason  of 
1882  and  1883: 

In  obedience  to  written  instructions  from  you,  I  left  Saint  Louis  on  September  26, 
1882,  for  Lake  Providence,  La.,  to  assume  charge  of  the  party  which  had  been  organ- 
ised and  taken  the  field  under  the  direction  of  Assistant  G.  Y.  Wisner.  I  arrivea  at 
Lake  Providence  October  3. 

Previous  to  this  date  the  party  had  been  engaged  in  filling  up  gaps  in  the  last  year's 
survey,  which  had  been  skipped  on  account  of  the  high  water  of  1882. 

llie  survey  was  continued  with  the  assistants  assigned  as  follows:  Hydrography, 
C.  A.  Russell  aud  C.  N.  Roberts;  topography,  left  bank,  G.  W.  Wood  and  F.  B. 
Maltby;  topography,  right  bank,  J.  A.  Paige  and  H.  W.  Kerr:  levels,  J.  C.  Cam- 
mack  and  Moses  Greenwood.  Recorder  J.  T.  Desmond  plotted  most  of  the  topo- 
graphic field-notes,  the  field-plats  being  completed  by  the  topographers  ou  rainy  days 
and  at  other  times  when  they  could  not  work  to  advantage  in  the  field. 

Assistant  S.  L.  Beaumont  did  some  topography  and  assisted  in  the  plotting  until 
the  party  began  work  at  Bayou  Sara,  January  8,  when  he  was  made  hydrographer, 
Mr.  Russell  having  resigned  December  28. 

Assistant  J.  C.Cammack  died  in  New  Orleans  December  31,  and  Recorder  C.  K. 
Roberts  carried  the  levels  on  the  left  bank  from  Port  Hudson  to  Donaldsonville,  La. 
Assistant  A.  L.  Amer  reported  for  duty  January  12,  and  was  assigned  to  assist  the 
hydrographio  party. 

Mr.  Cammack  was  an  enthusiast  in  his  profession,  a  conscientious  worker,  and  ex- 
ceptionally well  informed  in  the  various  branches  of  engineering.  By  his  untimely 
death  the  Commission  lost  a  valuable  assistant,  and  his  messmates  a  beloved  friend. 
He  was  highly  esteemed  by  all  who  knew  him. 

The  rate  of  progress  of  the  work  was  materially  lessened  during  October  and  No- 
vember by  sickness,  nearly  every  member  of  the  party  suflfering  from  fever  or  chills 
and  fever.  B.  R.  Morgan,  steward,  died  October  13  and  was  buried  on  land  of  Judge 
Hays,  at  Ha^s^  Landing,  Miss.  There  were  very  few  new  cases  of  sickness  after  the 
first  good  frosts,  but  26  men,  out  of  a  party  of  sixty,  were  discharged  on  account  of 
sickness  before  November  15. 

The  survey  was  based  on  a  system  of  secondary  tri angulation  previously  executed 
by  the  United  States  Coast  and  Geodetic  Survey,  all  intermediate  points  for  delineat- 
in|^  the  topographic  features  being  located  by  transit  and  stadia,  the  stadia  courses 
being  check^  by  connecting  with  triangnlation  stations.  A  continuous  line  of  levels 
was  run  down  each  bank  of  the  river  and  numerous  points  determined  to  aid  the 
topographers  in  developing  the  five-foot  contours.  The  levels  are  referred  to  the 
Memphis  datum  plane  of  the  Mississippi  River  Commission,  and  are  checked  by  con- 
nection with  precise  bench-marks  established  under  direction  of  the  United  States 
Coast  and  Geodetic  Survey. 

Stone-line  bench-marks  were  established  once  in  about  three  miles  of  river,  cou- 
sioting  of  four  stones  (two  on  each  side  of  the  river),  set  in  line  at  right  angles  to 
tho  channel  of  the  river,  the  stones  furthest  back  being  usually  1,000  to  1,200  meters 
from  the  river  bank.  These  lines  were  so  arranged  as  to  pass  through  a  triangnlation 
station  on  one  or  both  banks  of  the  river,  the  distance  back  being  determined  by 
stadia.  The  elevations  of  the  bench-marks  were  checked  by  duplicate  levels.  Two 
kinds  of  bench-marks  were  used,  the  ones  nearest  Ibo  river  boing  granite  posts  three 
feet  long  and  six  inches  square,  set  in  the  ground  with  their  tops  projecting  about 
one  foot  above  the  surface.  The  bench-marks  set  farther  from  the  river  consisted  of 
flAt  stones  Ib^'x  18''x4",  with  copper  bolt  leaded  into  hole  in  c(  nter  of  upper  surface. 
This  stone  was  set  2^  feet  below  the  surface  of  the  gronud,  and  an  iron  pipe  five  feet 
long  carefully  centered  over  the  copper  bolt  and  held  in  position  until  the  hole  was 
filled  and  ground  tamped  around  the  pipe.  The  top  of  the  pipe  is  covered  with  a 
cap,  which  can  be  removed  to  admit  the  leveling  rod  so  that  the  stone  can  be  reached 
without  disturbing  the  earth  around  or  over  it.  Tho  elevations  of  the  top  of  the  cop- 
per bolt  in  the  stone,  and  of  the  top  of  the  cap  on  the  pipe,  were  both  determined  in 
all  cases. 

This  style  of  bench-mark  is  preferable  to  the  stone  post,  because,  having  a  much 
broader  base  and  being  lighter,  its  value  will  not  change  so  much  by  settling;  the 
flat  stone  being  entirely  beneath  the  surface,  will  not  be  in  so  much  danger  of  acci- 
dental disturbance  as  the  stone  post  which  projects  above  the  surface ;  aud,  lastly,  it 
can  be  more  easily  found,  the  iron  pipe  projecting  2^  feet  above  the  ground. 

In  wooded  country  the  compass  and  stadia  were  used  for  locating  points  of  eleva- 
tion to  develop  the  five-foot  contours.  By  using  the  compass,  woods  and  swamps 
can  be  examined  more  rapidly  and  with  less  cutting  than  by  the  usual  method  of 
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carryiDg  azimuth,  tHns  considerably  reducing  the  expense  of  the  ftnrvev.  When  theee 
oonipass  lines  were  connected  with  the  regular  staoia  oonrses,  or  with  triangnlatioii 
stations  at  both  ends,  it  was  found  that  the  work  closed  with  an  error  of  less  than  1 
in  300. 

The  survey  was  completed  to  Big  Bayou,  about  eight  miles  below  Vicksbnig,  where 
Assistant  L.  L.  Wheeler's  party  began  work,  December  22.  The  tng  Mignon,  which 
had  become  disabled,  was  laid  up,  and  the  party  was  detained  at  Vicksbnig  antll 
January  1,  1883,  waiting^  for  a  boat  to  move  us  to  Bayou  Sara,  La. 

In  obedience  to  vour  instructions  the  party  started  for  Bayon  Sara  as  soon  as  the 
iron  launch  which  had  been  assigned  to  the  party  was  repaired  sufficiently  to  make 
the  trip. 

Work  was  begun  at  Bayon  Sara  Jannary  8,  six  days  having  been  consumed  in  cei- 
ting  there  from  Vicksburg.  We  were  delayed  on  the  way  by  fog  and  by  the  wheel  of 
the  launch  getting  loose,  which  made  it  necessary  to  hoist  her  out  of  the  water  and 
repair  her.  A  new  hub  was  cast  for  the  wheel  at  Baton  Ronge,  bnt  the  boiler  leaked 
BO  badly  that  the  tug  was  of  very  little  use  the  rest  of  the  season.  The  tue  Frolic 
was  assigned  to  the  party  a  short  time,  which  enabled  ns  to  get  good  sonudings  in 
the  channel  below  Plaquemine,  where  they  conld  not  well  have  been  obtained  from 
the  six-oared  cutter,  at  the  then  existing  high  stage  of  river,  on  account  of  the  great 
depth  and  strong  current. 

Below  Bayou  Sara  the  stone-lino  bench-marks  were  not  set  so  far  back  from  the 
river,  becAUse  the  banks  are  much  more  stable,  the  rate  of  change  in  position  of  the 
river  being  much  less  than  it  is  above  Vicksburg. 

Tho  survey  was  completed  to  Donaldson ville,  and  connection  made  with  the  Coaat 
Survey  topography  Bf  arch  17,  when  the  party  was  discharged,  and  the  assistants  who 
were  retained  returned  to  the  office  in  Saint  Louis.  The  quarter-boats  Tennessee  and 
Pioneer,  the  tug  Frolic,  and  the  iron  launch  were  turned  over  to  Captain  Daft,  of  the 
tow-boat  Baker,  and  his  receipts  taken  for  the  same. 

A  full  description  of  the  orjjranization  of  the  working  parties,  the  number  of  nirn 
required  for  each  party,  and  tne  methods  of  carrying  on  the  work  in  detail,  is  given 
in  the  Report  of  tlio  Mississippi  River  Commission  for  1882. 

The  8easoD*8  work  may  be  summarized  as  follows  : 

Miles  of  river  surveyed IGO 

Square  miles  of  topography 370 

Square  miles  of  hydrography B9 

Total  area  surveyed square  miles..  4S& 

IHtcrepancies  between  preciee  and  ordinary  levels. 


Between  P.  B.H*s. 


™^<^^:ssr 


Observer. 


No.  112  and  128 
Ka  128  and  137 
Na  137  and  140 
Vo.  140  and  150 
Ko.  150  and  1G2 

No.  162  and  171 
Ka  171  and  179 
^'o.  170nndl84 
No.  18  >  and  188 
Na  188  Rnd  197 
No.  197  and  207 
No.2u7and2U 
No.  211  and  225 
Nu.b8and37  .. 
No.  37  and  30  . 
No.  36  and  35.. 
No.  35  aud  34  . . 
No  34  and  33  . . 
No.  33  and  32  . . 
No.  31  and  29.. 
^*o.29and28.. 
No.  28  and  27  . . 
No.  27  and  26  . . 
Ko.  26  and  25  . . 
No.  25  and  24  . . 
No.  24  and  28  . 
No.  23  and  22  .. 
No.  22  and  21 . 
No.  21  and  20.. 
No  20  and  19  . . 
Mo.  19  and  17  . . 


MUM. 


FeeL 
-f  0.104 
—0. 017 
—0.195 
—0.042 
—0.144 

—0.043 
-«.042 
—0.064 
—0.077 
—0.100 
-0.007 
—a  064 
—0.039 
-f  0.071 
+0.061 
—0.076 
hO.U64 
—0.078 
+0.043 
—0.074 
+0.090 
—0.030 
—0.116 
—a  014 
+0.023 
+ai88 
-«.]63 
-0.180 

+aoio 

—0.062 
+0.030 


J.  C.  Camniack. 

Do. 

Do. 

Do. 
J.  C.  Cammackand 

M.  Greenwood. 
M.OTeenwood. 

Da 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Da 

Da 

Da 

Da 

Da 

Da 
C.N.  Roberta. 

Da 

Da 

Da 

Da 

Da 

Do. 

Da 

Da 

Da 

Da 

Da 


The  sum  of  those  discrepancies  is  — 0.860  feet  for  a  distance  of  159  milea. 
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Diicnpanmei  hetween  right  and  Irft  hamk  ordinary  levels. 


Lootliiy  wbere  oomparad. 


Diaorep- 
aaoy. 


AJaxBar 

Hk\s*  Landing 

Wdton  Landing 

Cbotanl  T^n<ifa|f 

Hriid«Taon  Landing 

Ome^  Landing 

Halfnno  Landing 

Yoonc's  Point  Landing 

L»elta.La 

Ke^ftr  Big  Bayou 

Uoant  Pl^aaant  Landing 

Head  of  I'roiit Island.... 

Omaamnn'M  T^nJlnj^ 

Betaaont  Landing 

Ai-linstiHi  Lauding 

I>ii]ican'8  Point 

Holly  wood  Landing 

Plaqarniine 

Foiiomllope 

Point  Pleaiant 

Ophelia  I«anding „ 

Belle  Grove  Landing 7. 

Claibotn  Island 

Aahland  Landing 

DonaldMnTiUe . : 


FteL 
0.221 
0.018 
0.100 
0.107 

o.i:A 

0.130 
O.lll 
0.219 
0.100 
0.100 
0.028 
0.278 
0.180 
0.130 
0.604 
0.113 
0.100 
0.123 
0.036 
0.0U 
0.004 
0.093 
0.005 
0.194 
0.046 


HiaH.WATER  MARKS. 


Lake  Proridenee  . 
B^aa  Landing. . . . 

Do 

Island  No.  07 


If  fllf  ken*ft  Bend  . 
CaUaTcele. 


Toang*8  Point . 
IHyrtHic 


lickey 

Plaqnemlne 

Forlam  Hope  

Bo 

Saint  Gabrif  I'a  Chnrch 

Bayou  Goala    

AaUand  Landing 

IXoaaldflon^Ulo 


Well-deilned  mark  on  tree  opposite  Lake  ProTidenoOi  La  — 

Nail  in  large  oak  tree 

do    . 

Wen  defined  mark  on  Mr.  Zach.  Leatherman's  honse,  abont 
one  mile  below  Arcadia  Lamling. 

Onstepeof  Morancy's  house,  back  of  levee 

Mark  cut  on  oomer  of  gin-house  in  fh>nt  of  leree 

On  steps  of  dwelling  three  miles  below  Young's  Point  Landing. 

On  United  States  gauge 

Mark  on  tree  two  miles  above  Plaquemine 

Nail  in  cottonwood  tree  at  landing 

do 


Do.. 
Do. 


Well-deflned  mark  on  warehouse 

Mark  on  warehouse  established  by  Gen.  J.  Thompson 

Marks  cut  on  northwest  comer  ox  market-house  by  Gen.  Jeff. 
Thompson. 


1880 
1882 

1882 
1882 
1882 
1882 
1882 
1882 
1880 
188S 
1882 
1874 
1882 

1860 
1874 


114.08 
11L58 
100.40 
110. 45 

102.25 
105.05 
00.62 
47.60 
80.60 
80.00 
35.40 
87.65 
37.35 
86l12 
85.21 

83.73 
85.18 


Table  akowing  ew/ace  slope  of  river  as  determined  by  this  survey. 


Lake  PioTidenee  to  head  of  Idand  06 . . . . 
Hesd  of  lalaad  05  to  Hays*  Landing  — 

Hays'  Landing  to  WUton 

Wflton  to  Chotard 

Cliotard  to  Omega     

OsMga  to  nalpino  LandiniF 

Halptno  tn  Nebraska  Landing 

Nebraska  Landing  to  King's  Point 

King's  Point  to  head  of  Warrenton  T.  H 

Bayon  Sara  to  Kelson  Landing 

Kmsou  I^andixis  to  LobdclKs  Landing  . . . 

Lobde:rs  Landing  to  Baton  Rouge 

Baton  Booge  to  Maachao 

Maachae  to  Forlorn  Hope 

Torlom  Hope  to  Bayou  Gonla 

BsyoB  GoDla  to  DonaldsoaviUe 


Distance. 


JftiM. 

6.7 
8.5 
6.8 
10.8 

as 

7.0 

4.5 

5 

6.5 
12.8 
12.5 
10 
10 
14 

7.6 
10.5 


Slo]>e  per 
mile. 


Fe«t. 
0.70 
0.40 
0.40 
0.54 
0.26 
0.53 
0.86 
0.10 
0.16 
0.14 
0.18 
0.12 
0.12 
0.12 
0.14 
0.12 


Vicksburg 


gauge- 
ding. 


rMidii 


11.50 
0.2 
&0 
0.0 

a8 

1L2 
13.5 
12.6 

n.2 

♦15.2 
*14.5 

•ia7 

•24.1 
♦27.5 
•26.6 
♦80.4 


Rising  or 
fslling. 


Falling. 
Stationary. 

Do. 
Falling. 
Stationary. 
RUing. 

Do. 
Falling. 

Do. 
Rifling. 
Stationary. 
Rising. 

Do. 

Do. 
Stationary. 
Rising. 


•Baton  Bongo  gauge. 
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The  quantity  and  quality  of  the  work  accomplished  is  due  in  a  great  measure  to  the 
energy  and  efficiency  of  my  assistants,  to  whom  I  desire  to  express  my  thanks  for  the 
cheerful  and  faithful  manner  in  which  they  performed  their  duties. 
Very  respectfully^  your  obedient  servant, 

C.  M.  WllTCHELL, 

United  States  AeeUtant  Enffineer. 
First  Lieut.  Smith  S.  Leach, 

Secretary  Mieeieeippi  Biver  Cammieeian, 


3.— Rbport  of  Assistant  Engineer  L.  L.  Wheeler,  Warrbnton  to  Natchez. 

Office  Mississippi  River  Commission, 
Saint  Louie,  Mo,,  July  5,  ! 

Sir  :  I  have  the  honor  to  submit  the  following  report  upon  the  operations  of  the 
party  in  my  cliarge  during  the  season  of  188^*83. 

The  work  assigned  to  tne  party  was  to  make  a  topographical  and  hydrographical 
survey  of  that  portion  of  the  Mississippi  River  lying  between  Warrenton  and  Natchez, 
Miss.  The  survey  was  to  include  both  banks  for  at  least  three-quarters  of  a  mile  on 
each  side*,  and  in  all  cases  to  include  the  levees.  It  was  also  to  include  old  cut-oJBT 
lakes,  sloughs,  bayous,  bluff-lines,  and  other  topographical  features  within  a  distance 
of  ten  miles  of  the  river.        -    • 

The  party  left  Saint  Louis  the  evening  of  October  16,  1882,  and  went  on  board  the 
quarter-boats  Illinois  and  Kentucky,  at  Cairo,  the  following  day.  The  boats  were 
taken  in  tow  by  the  steamer  Oakland,  October  21,  and  arrived  at  Vicksburg  October 
28.  Two  days  were  spent  in  putting  supplies,  coal,  &c.,  on  board  at  VicksDurg,  and 
the  boats  were  towed  down  to  Warrenton  October  31. 

Assistant  Engineer  E.  E.  Haskell  was  taken  sick  soon  after  the  party  took  the  field 
and  was  obliged  to  return  to  Saint  Louis.  Assistant  Engineer  H.  B.  Wood  and  Alex. 
£.  Kastl  were  detailed  for  making  special  surveys  near  Arkansas  City,  and  joined  the 
innin  party  about  the  middle  of  November.  Assistant  Engineer  O.  W.  Ferguson  and 
Recorder  £.  K.  Woodward,  jr.,  joined  the  party  December  4.  Samuel  Fitzhugh  was 
promoted  from  rod  man  to  recorder  January  1,  1883.  The  party,  as  final  ly  organized, 
consisted  of  Assistant  Engineers  A.  N.  Darrow,  O.  W.  Ferguson,  H.  B.  Wood,  A.  H. 
Weber,  J.  W.  Dorst,  O.  A.  Orrman,  A.  E.  Kastl,  and  A.  N.  Milner,  and  Recorders 
Fred.  Morley,  E.  K.  .Wood ward,  Jr.,  and  Samuel  Fitzhugh,  with  the  necessary  com- 
plement of  men. 

The  field-work  commenced  November  1  on  the  triangle  side  "  Last-Big  Bayou,"  about 
seven  miles  below  Vicksburg,  and  continued  until  February  22,  1883,  when  the  work 
wns  completed  to  Natchez. 

The  following  day  instruments,  charts,  note-books,  &c.,  were  packed  and  sent  by 
express  to  Saint  Louis,  and  the  partjjr  disbanded,  the  assistants  returning  to  the  office. 

The  party  was  therefore  engaged  m  field-work  114  days,  16  of  which  were  Sundays, 
one  an  observed  holiday,  and  on  14  the  weather  was  such  that  no  field-work  could 
be  done.  Field-work  was  therefore  done  on  83  days,  on  many  of  which,  however, 
only  part  of  the  day  was  suitable  for  work. 

The  length  of  main  river  surveyed  was  93  miles,  embracing  217.2  square  miles  of 
topography,  and  63.3  square  miles  of  hydrography,  or  a  total  area  of  280.5  square 
miles  surveyed. 

The  survey  was  based  upon  a  system  of  trian^ulation  and  a  line  of  precise  levels 
executed  bv'the  United  States  Coast  and  Geodetic  Survey,  the  results  of  which  were 
furnished  from  that  office.    The  survey  was  made  in  the  following  manner : 

1st.  A  line  of  levels  was  run  on  each  bank,  which  determined  the  elevations  of  tri- 
angulation  stations,  sounding-stakes,  stadia-stakes,  stone-line  bench-marks,  water- 
gauges,  high-water  marks,  water  surfaces,  &c.  The  levels  on  the  right  bank  were 
checked  by  the  precise  levels,  and  those  on  the  left  bank  by  reciprocal  leveling  across 
the  river.  The  two  lines  also  mutually  checked  each  other  by  frequent  determina- 
tions of  water  surfaces  on  opposite  sides  of  the  river.  All  elevations  were  referred  to 
the  Memphis  datum  plane,  which  is  a  plane  225  feet  below  the  reading  34.16  on  the 
Memphis  gauge.    The  leveling  was  nenormed  by  Assistants  Dorst  and  KastL 

2d.  A  stadia  line  was  run  on  eacn  bank,  checking  frequently  as  to  azimuth  and 
distance  upon  triangulation  stations  and  intersections  on  distant  signals,  and  as  to 
elevations  upon  the  line  of  levels  run  on  each  bank. 

The  principal  topographical  features  along  the  river  bank,  inclnding  landings, 
eauges,  lights,  sounding-stations,  &c.,  were  located  when  the  shore  line  was  run. 
The  topography  back  from  the  river  was  taken  by  lines  run  back  for  that  purpose. 
Where  the  conutry  was  wooded  lines  were  cut  back  from  the  river  three-fourths  of  a 
mile  in  such  a  direction  as  would  best  determine  the  topography.    The  locating  of 
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leveee,  lakes,  blnfib,  bavona,  &o..  when  beyond  the  limit  of  topography,  was  done 
by  stadia  lines  connecting  with  the  main  lines.  The  topoeraphica]  work  was  done 
by  Assistants  Darrow,  Ferguson,  Weber,  Milner,  and  Recorder  Woodward. 

3d.  The  hydrography  consisted  of  lines  of  soundings  taken  normal  to  the  stream 
every  400  meteis,  and  a  line  of  sonndinss  taken  longitudinal  to  the  stream.  The 
Bonndings  were  taken  with  a  22-poand  tallowed  lead,  about  every  third  sounding  being 
located  by  sextant  angles  between  signals  on  the  banks.  A  soundiuff  line  of  Italian 
hemp  was  first  used,  but  was  discarded  and  a  cotton  line  used  instead. 

Anistant  Wood  and  Recorder  Morley  performed  the  hydrographical  work,  and  also 
materially  aided  in  the  other  work  of  the  survey. 

4th.  The  points  located  by  the  topographical  parties  were  plotted  on  protractor 
sheets  to  the  scale  1:10000,  the  sketching,  contours,  &c.y  being  put  in  by  tne  observ- 
ers when  field-work  could  not  be  done.    The  plotting  was  done  by  Assistant  Orrman. 

5th.  All  notes  were  reduced  in  the  field,  and  all  note-books  indexed. 

6th.  The  points  of  the  survey  were  marked  on  the  ground  by  the  usual  lines  of 
marking-stones,  the  positions  and  elevations  of  which  were  determined,  and  descrip- 
tions of  which  were  made  in  a  book  kept  for  that  purpose. 

My  thanks  are  due  to  the  assistants  and  recorders  for  their  hearty  co-operation  and 
interest  in  the  work.    Assistants  Darrow,  Ferffuson,  and  Wood  gave  me  valuable 
assistance  aside  from  their  regular  duties,  and  deserve  special  mention  for  the  inter- 
est shown  in  the  general  progress  of  the  party. 
Very  respectfully,  your  obedient  servant, 

L.  L.  Whsblbr, 
AMiaiani  Engineer, 

First  Lieut.  Smith  S.  Lbach, 

Seeretary  MiBeieeippi  Bker  CommieeUm. 


4.— RxpoBT  OF  Absistakt  Ehginbsb  H.  B.  Wood,  upok  resurveys  in  front  of 

Crevasses. 

Office  Mississippi  River  Commission, 

Saint  Louis,  September  15,  1883. 
Sir:  I  have  the  honor  of  submitting  to  you  the  following  report  on  hydrographio 
work  above  Arkansas  City,  completed  during  the  months  of  October  and  November, 


The  special  object  being  to  ascertain  the  effect  of  large  breaks  in  levees  upon  the 
river  bed  during  the  great  sprint  flood  of  1882,  four  reaches  in  the  immediate  vicinity 
of  said  breaks  were  selected  for  hydrographic  observations,  all  of  which  were  located 
in  that  portion  of  the  river  surveyed  oy  the  party  in  charge  of  Mr.  J.  A.  Ockerson, 
assistant  engineer,  during  the  winter  season  of  1881-82,  Just  before  the  flood.  The 
first  reach  extended  from  Malone's  Landing,  near  the  foot  of  Island  No.  66,  to  Aus- 
tralia; the  second,  from  Riverton  to  the  heM.  of  Ozark  Island;  the  third,  from  Bolivar 
to  Cypress  Creek;  and  the  last,  from  Mound  Place  to  Arkansas  City. 

The  party  consisted  of  two  assistaot  engineers,  pilot,  steam  engineer,  fireman,  cook, 
leadsman,  and  two  rodmen,  and  was  provided  with  the  tug  £va,  of  Helena,  two  skiffs, 
and  camping  outfit 

To  re-sound  the  sections  as  located  by  the  previous  party  required  that  the  stone 
lines  should  be  found,  and  where  no  A  stations  or  other  landmarks  of  prominence 
served  to  identify  the  other  sections,  a  stadia  line  was  run,  and  the  positions  of  former 
aectiona  marked.  Accordingly,  with  some  few  exceptions,  the  re-sounded  sections 
were  identical  with  those  previously  established. 

The  water  surface  was  connected  at  frequent  intervals  with  established  benches 
referred  to  the  Memphis  datum,  and  a  constant  gauge  record  kept  during  the  progress 
of  the  work 

In  the  first  reach,  from  Malone's  Landing,  thirty-two  sections  were  re-sounded,  cov- 
ering a  distance  of  about  sixteen  miles.  These  cross-sections  have  been  plotted, 
together  with  the  corresponding  ones  of  the  previous  year,  and  their  areas  approxi- 
mately measured  with  the  planimeter,  the  results  being  tabulated  herewith.  A  very 
small  amount  of  filling-in  below  the  breaks  occurred  here.  By  the  ^annexed  table  of 
compared  areas  of  cross- sections,  it  will  be  seen  that  an  average  fill  has  taken  place, 
miUdng  each  section  about  2,200  square  feet  less  in  area  than  before  the  flood,  not 
counting  sections  that  were  above  or  below  their  former  position. 

In  the  second  reach,  from  Riverton,  seventeen  sections  were  re  sounded,  covering 
about  nine  miles.  Here  each  section  averaged  about  11,000  square  feet  loss  in  area 
than  formerly. 

In  the  thiid  reach,  from  Bolivar,  where  eighteen  sections  were  re-sounded  in  a  dis- 
tance of  ten  miles,  each  section  averaged  8,400  square  feet  less  in  area  than  when 
•oimded  the  previous  year. 
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In  the  last  reaob,  from  Mound  Place,  where  nine  sections  were  re-eonnded  in  a  dis- 
tance of  four  miles,  each  section  ayeraged  23,800  square  feet  less  in  area  than  before 
the  flood. 


The  following  approximate  crevasse  discharges  for  the  several  reaches  were  meas- 
ured by  Assistant  Engineer  J.  B.  Johnson: 

Cable  feet  per  aeoond. 

First  roach,  Lake  Charles  and  Pushmataha  Brealcs, 15,000 

Second  roach,  Riverton  Break 107,400 

Third  reach,  Bolivar  Breaks 128,250 

Fourth  reach,  Mound  Place  Break 20,660 

The  above  survey  occupied  from  October  10,  1882,  to  November  10,  1882,  during 
which  time  seventy-six  sections  were  resounded,  covering  forty  miles  of  the  total  dis- 
tance of  one  hundred  and  forty-five  miles  to  Arkansas  City.  At  the  conclusion  of  the 
work,  the  party  proceeded  to  Vicksburg,  and  joined  the  party  in  charge  of  Mr.  L.  L. 
Wheeler,  Assistant  Engineer,  then  located  at  Moore's  Landing,  according  to  your 
orders. 

Very  respectfully,  your  obedient  servant. 

Hbnbt  B.  Wood, 
A99i8Umt  Engineer, 
First  Lieut.  Smith  S.  Leach, 

Secretary  MieeieHpjn  Eiver  CommieeUm, 


TabUekowing  approximate  areae  oferoes-eeoHone  below  a  oosmumtoater-IsoeZ  hoik  before  and 

afUarihefoodofm^. 

FBOM  HALONB'S  LANDING  TO  ATJBTBALLL 


'    Seotloii. 

Area  before 
flood. 

Aieft  after 
flood. 

Difference. 

Bemarks. 

Stone  line  No.  88 

84.200 
77,100 
81,000 
71,660 
67,160 
60,000 
66,800 
66^450 
62,000 
61,650 
48,700 
52,760 
45.200 
40,100 
14,850 
16,250 
64,050 
84,400 
78,050 
71,600 
74,860 
61,650 
61,600 
62.850 
61,000 
49,100 
66,400 
66^000 

84,100 
68,100 
64,000 
60,100 
60,900 
78,400 
61,800 
63,250 
60,550 
66,500 
88,500 
57,000 
41,900 
44,400 
13,850 
19,000 
49,100 
77,050 
75,550 
78.650 
72,850 
68,550 
56,650 
56,800 
61,000 
60.000 
64,000 
78.000 

BquoffML 

CutoatbychnteOS. 

16 

-  100 

-  9,000 
-17,000 

-  2,450 
-6,260 
+18,400 
-6,000 
4-8,800 

17 

18 

19      

20 

Stone  line  No.  88 

25 

20 

27 

410"  below  old  sect 

28 

+  4,860 
-10,200 
+  4.260 

-  8,800 

-  4,700 

-  1.000 
+  8,750 

-  7.860 

-  2.600 
+  7.150 
-2.000 

-  8,100 
-6,060 

-  6^650 
—10,000 
+      900 

29 

80 

81 

82 

29  (chnto  68) 

Ftohate 

88.. 

84 

85 

86 

87 

88 

89 

40 

41 

42 

^^« - 

Below  old  aeoc 

Do. 
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Jabl^  showing  apprwcimate  areas  of  crosa-scciions  below  a  common  water-level  both  before  and 
after  thefiood  of  188^— Coatiuued. 

FBOH  BIVZBTON  TO  HBAD  OF  OZASK  ISLAND. 


Seetion. 

Area  before 
flood. 

Area  after 
flood. 

Difference. 

Bemwks. 

103 

74,050 
70,550 
87,100 
109,400 
71,300 
50,000 
92,000 
93,660 
68,200 
75,350 
66,260 
92,200 
12,000 
100,000 
160,050 

Square  feet. 
60,800 
64.850 
43,100 
66.400 
01.900 
90,100 
63,150 
65,600 
74,150 
65,750 
57,400 
56.450 
69,100 
84,600 
79,700 
168.450 

Square  feeL 
+  4,500 

-  9.200 
-27, 450 
-20,700 
-17,500 
+lf,  «00 
+13,150 
-26,400 
-18,400 

-  2,450 

-  7,950 

-  8,800 
-23,100 

IM 

106 

107 

AArkRlver 

109 

110 

Ill 

112 

113 

113A 

114 

115 

Anffle  14  to  Angle  22 

Anal©  22  to  0L 118 

A  Crow  Ft 

In  pooket  below  old  aeot. 

-29,800 
-10,600 

FBOM  BOLIVAR  TO  CYPRESS  CREEK. 


137 

52,500 
12.150 
82,650 
75.850 
92,150 
79.800 
74,250 
70,100 
58,200 
67,060 
4,100 
85,850 
58,550 
87,650 
66,700 
75,950 
81,850 
62,550 
68,450 
72,500 

46,800 
11.000 
48)800 
51.860 
63,000 
70,150 
68,100 
50,760 
62,100 
45,650 
2,700 
32.000 
45,650 
6(\400 
56,000 
73.000 
87,100 
08,500 
64,250 
53,000 

Below  old  ntaHL 

Old  Biver 

-  1.150 

138  

300">  below. 

138  

-23.500 
-29. 150 

-  0,650 

-  6, 150 
-10,350 
+  3,900 
-12,300 

-  1.400 

-  2,360 

-  7,000 
-27,250 
-10,700 

-  2,350 
+  5,250 
+  5,950 
-4,200 
-18, 600 

140  

141  

142     

142A    

OL148 

Midstream. 

A  JeraevPt 

A.TH:.!;.::::;:::;;::::: 

Old  River,  Catflah  T.  H. 

A 

B 

C 

D  

Stone  line  No.  68 

P        

AOoodLnck 

161  

158    

FBOM  MOUND  PLACE  TO  ARKANSAS  CITT. 


173 

174 

176 

177 

178 

I7» 

IW 

Stone  Une  No.  O 


60,600 
94,500 
100,700 
106,700 
70,600 
102,000 
122,360 
108,550 


71,200 
66,150 
67,150 
66,550 
64,550 
88,800 
90,000 
83,600 


+10,600 
-28,350 
-83,550 
-50,150 


-13,200 
-32,350 
-10,960 


200"  above  old  sect. 
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APPENDIX  B. 

RBPOBT  OV  A8BI8TANT  ENOINEBB  B.  6.  DATIS  UPON  THB  FEBLD-WOBK  Ain>  BBSULiTB 
OF  TRANSALLUVIAL  LBVBLS. 

Saint  Louis,  Mo.,  J'uim  21, 1883. 

Sir  :  I  have  the  honor  to  sabmit  the  following  report  on  the  work  of  trans-allavial 
leveling. 

The  scheme  for  this  work  contemplated  nine  sections,  located  at  the  following- 
named  places,  all  of  which  have  been  rnn,  except  No.  3: 

1.  From  the  Mississippi  River,  at  Island  No.  13,  east  and  west  to  land  above  overflow. 

2.  From  the  first  Chickasaw  Bluff  west  to  land  above  overflow. 

3.  From  Memphis  west  to  uplands  beyond  the  Saint  Francis  River,  on  line  of  Mem- 
phis and  Little  Rock  Railroad. 

4.  From  Helena  east  to  upland. 

5.  Up  Cypress  Creek  to  land  above  overflow. 

6.  From  Grand  Lake  to  Bayou  Ma^on  Hills;  up  Bayou  Ma^n  Hills  aeross  the  eut-off 
to  land  above  overflow. 

7.  From  Lake  Providence  east  to  Yazoo  City. 

8.  From  Grand  Gulf  west  to  high  land  of  Sicily  Island. 

9.  From  Fort  Adams  west  to  Avoyelles  Prairie ;  thence  two  branches,  one  across 
Bayou  B<Buf,  and  one  across  Red  River. 

The  location  of  No.  8  was  changed  from  Grand  Gulf  to  Saint  Joseph. 

The  line  contemplated  from  Memphis  has  each  season  been  omitt<ed,  with  the  ex- 
pectation of  running  it  after  work  on  other  sections  had  been  made  impracticable  by 
the  presence  of  water  in  the  swamps.  It  has  happened,  however,  that  this  line  has 
been  submerged  when  work  on  other  lines  had  been  abandoned,  and  it  yet  remains 
to  be  done. 

The  work  has  occupied  three  seasons.  The  following  table  gives  the  amount 
done  each  season ;  also  the  daily  average  rate  of  progress.  The  time  given  each  sea- 
son includes  the  time  from  leaving  Saint  Louis  to  date  of  disbanding  the  party : 


SeMon. 

DUtanee. 

Time. 

Avenge 
dttUynSe. 

1880-*81 

JfilM. 

62 
62 
164 

104 
174 

Jfiltft. 

.41 

lft81-'82 

.50 

1882-'83 

.97 

About  20  per  cent,  of  the  time  spent  in  the  field  has  been  occupied  in  traveling 
from  Saint  Louis  and  between  lines. 

Over  each  hue  levels  in  duplicate  and  a  traverse  have  been  run.  All  streams 
crrissed  have  been  gauged  roughly  j  elevations  of  high-wator  marks  have  been  taken 
where  they  could  be  found.  An  azimuth  has  been  observed  at  the  inland  end  of  each 
line  except  No.  5. 

During  the  first  season  (1880-'81),  Mr.  Hunter  Stewart  assisted  me,  he  running  the 
traverse  and  I  the  levels.  A  transit  and  stadia  were  used  in  running  the  traverse, 
the  stadia  being  used  to  measure  all  distances.  An  ordinary  level  and  target>roa 
were  used  in  running  the  levels. 

During  the  first  part  of  this  season  the  levels  were  checked  by.  running  between 
benches  a  second  time.  During  the  bitter  part  of  the  season  the  levels  and  check 
hovels  were  run  at  the  same  time,  the  following  method  being  employed :  After  the 
rod  had  been  read  in  the  usual  position,  it  was  inverted  and  held  on  the  same  point  as 
before,  and  another  set  of  readings  taken.  This  method  of  checking  levels  will  be 
discussed  later.  During  the  second  and  third  seasons  a  combined  level  and  transit 
was  used. 

The  combination  was  made  by  fastening  the  essential  parts  of  a  Stackpole  level  to 
the  limb  of  a  Wtirdemann  transit. 
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The  device  fbr  making  the  combinAtion  is  veiy  simple  and  inezpenBive,  as  shown  by 
the  following  sketch : 


a 

-I»tX 

o 

JC 

T 

¥ig.  1  IB  a  vertical  projection  of  a  part  of  the  instrument. 

L  18  the  bar  of  the  level. 

T  is  the  bar  of  the  transit. 

A  is  the  transit  axis. 

C  and  C  are  the  collars  nsed  to  hold  the  two  instroments  together. 

Fig.  2  is  a  horizontal  projection  of  the  same  parts. 

Fig.  3  is  a  right  section  tbrough  the  collars  and  shows  how  the  parts  are  fastened 
together.  When  a  transit  was  needed  for  azimuth  observations,  the  screws  shown  in 
Fig.  3  were  taken  out,  tlie  collars  and  level  bar  removed,  and  the  transit  wyes  fastened 
on  the  transit  bar  by  the  same  screws.  It  took  only  a  few  minutes  to  make  this 
change. 

By  the  use  of  the  combined  instrument  one  observer  was  enabled  to  run  the  levels, 
check  levels,  and  traverse  at  the  same  time. 

As  a  level  the  combination  worked  admirably,  and  the  results  of  azimuth  observa- 
tions indicate  that  it  worked  well  as  a  transit,  although  the  vernier  plate  was  a  little 
below  the  plane  of  the  limb,  caused  by  the  weight  of  the  level  attachment. 

When  the  vernier  plate  was  brought  up  to  the  plane  of  the  limb  the  spindle  had  a 
little  play  in  its  socket,  which  was  not  desirable  in  the  level ;  therefore  the  spindle 
was  aUowed  to  sink  far  enough  into  its  socket  to  prevent  the  play. 

There  was  no  means  of  causing  the  telescope  to  revolve  in  a  vertical  plane,  at  the 
same  time  keeping  the  plane  of  the  limb  horizontal.  However,  the  necessity  for  read- 
ing angles  with  the  telescope  inclined  did  not  occur  very  often ;  when  it  was  neces- 
sary, it  was  accomplished  by  setting  the  instrument  up  so  that  one  of  the  foot  or  sup- 
porting screws  would  be  in  the  plane  in  which  it  was  desirable  to  revolve  the  tele- 
scope, then  the  foot  screw  was  used  for  inclining  the  telescope.  By  exercising  due 
care  only  a  small  error  is  introduced  in  this  way. 

The  telescope  used  contained  three  horizontal  cross-wires,  all  of  which  were  read 
when  practicable.  It  frequently  happened,  however,  that  one  or  the  other  of  the 
outside  wires  could  not  be  read.  The  middle  wire  and  one  of  the  outside  wires  were 
always  read.  Distance  tables  were  computed  for  all  of  the  intervalH,  eo  that  distance 
from  the  instrument  to  the  rod  could  always  be  determined.  Self-reading  metric 
rods  were  used. 

Angle  or  transit  stations  were  taken  as  far  apart  as  the  rods  could  be  seen.  The 
rods  nsed  on  these  stations  were  straight  poles  covered  with  strips  of  black  and  white 
doth. 

The  distance  between  transit  stations  was  obtained  by  taking  the  sum  of  the  dis- 
tances measured  between  them. 

The  taming  points  and  level  stations  between  transit  stations  were  as  nearly  on 
line  as  pTactioable. 
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The  following  sketch  and  explanation  will  show  the  method : 

T             P                    T'              P'                 L                     P"  T" 

— ^ o— A  o X o A— 


T,  T',  and  T''  are  three  conseontive  transit  stations. 

Suppose  the  instrament  to  be  at  T ;  then  T^'  is  located  as  to  direction  by  the  angles 
read  at  T^    The  turning  point  P'  is  put  on  line  T'  T'' ;  the  instrument  is  then  moved 


distance  T'  T"  is  equal  to  their  sum. 

For  the  levels  two  rods  wore  used,  so  that  at  every  instrument  station  the  back  and 
fore  sights  were  taken  on  different  rods.  Referring  to  sketch  above,  when  instru- 
ment is  atT  one  rod  is  at  P  and  the  other  at  P' ;  after  completing  readings,  instrument 
is  moved  to  L,  the  rod  held  at  P  for  last  setting  is  now  carried  to  P",  and  so  on.  By 
having  two  rods  very  little  time  is  lost  in  waiting  for  rodmen.  By  the  time  the  in- 
strument is  set  up  at  L  the  rodman  has  had  time  to  walk  from  P  to  P"  and  is  ready 
to  be  put  ou  line. 

LBVBLB  AND  CHECKIKG. 

The  instrument  being  set  up  between  two  turning  points,  the  rods  were  first  held 
with  their  zeros  on  the  points,  and  the  readings  recorded.  Then  the  rods  were  in- 
verted and  held  on  the  same  points  as  before  and  another  set  of  readings  recorded  iu 
tho  same  book  and  immediately  below  the  first  set. 

The  line  run  with  inverted  rods  serves  as  a  line  of  check  levels.  Wooden  pegs  were 
used  lor  turning  points,  and  were  driven  down  nearly  fiush  with  the  surface  of  the 
ground,  so  that  elevations  of  turning  points  are  practically  elevations  of  the  ground. 

A  copy  of  a  page  of  my  note-book  is  given  to  illustratie  the  method  of  keeping  the 
notes  and  making  the  comput-ations. 

An  examination  of  the  notes  will  show  that  the  method  employed  gives  two  inde- 
pendent lines  of  levels,  the  readings  on  any  one  rod  for  the  two  positions  being  en- 
tirely different,  except  when  the  middle  wire  reads  at  the  middle  of  the  rod. 
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The  figures  in  columns  1,  2,  3,  4,  7,  10,  11.  13  and  13  are  the  original  notes,  except 
the  intervals  written  under  each  set  of  readings  in  columns  4  and  7 ;  the  other  figures 


are  reductions. 


NOTES  AND   REDUCTIONS. 


An  inspection  of  the  notes  will  show  the  manner  of  keeping  the  field  records. 
Only  tne  mid- wire  readings  are  used  in  reducing  the  heights  of  instrument  and 
elevations,  the  re<luctiou8  for  rod  inverted  being  marked  (t). 
Rod  in  first  position,  back  sights  are  plus. 
Kod  in  first  position,  fore  sights  are  minus. 
Rod  inverted,  back  sights  are  minus. 
Rod  inverted,  fore  sights  are  plus. 
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The  Tradings  of  the  oatside  wires  are  used  for  determining  distances. 

The  intervals  are  taken  oat  and  placed  beneath  the  sets  of  readings  to  which  they 
belons^.  In  the  eighth  column  the  mean  intervfdH  are* placed  opi>oaite  readings  for  in- 
Terted  rod,  the  back-sig^ht  interval  being  placed  first.  In  the  ninth  colnmn  the  dis- 
tances are  placed  opposite  the  proper  interval. 

Of  course  objections  may  be  raised  to  this  method  of  checking  levels. 

It  might  be  said  that  any  lack  of  adjastment  of  the  instrument  and  local  disturb- 
ances would  affect  both  lines  alike,  or  in  the  same  direction,  and  it  is  granted  that 
such  is  the  case.  However,  errors  arising  from  these  sources  would  not  be  likely  to 
influence  the  results  beyond  the  errors  of  discrepancy  allowable  in  this  class  of  work, 
especially  when  care  is  taken  to  keep  the  instrument  in  good  adjustment,  and  to  keep 
back  and  fore  sights  equal.  I  feel  x>errectly  confident  in  saying  that  this  mode  of 
checking  levels  would  detect  any  error  caused  by  a  blunder  in  reading  the  rod.  Again, 
it  might  be  said  that  the  observer,  knowing  the  length  of  the  rod,  would  know  what 
the  second  set  of  readings  should  be,  the  sum  of  the  readings  of  any  wire  in  the  two 
positions  of  the  rod  being  equal  to  the  length  of  the  rod,  and  that  the  second  set  <jf 
reading  might  be  vitiated  by  any  error  that  might  have  been  made  in  the  first  set. 

I  think,  however,  that  an  error  from  this  source  would  hardly  occur,  unless  the 
observer  intentionally  computed  what  the  second  set  of  readings  should  be,  and  re- 
corded them  as  observed  readings. 

It  will  of  course  be  admitted  that  this  method  saves  a  great  deal  of  time,  the  only 
additional  time  re<|uired  for  checking  a  line  of  levels  being  that  necessary  to  take  a 
second  set  of  readinss  at  each  instrument  station. 

There  is  still  another  advantage  of  the  system,  to  which  I  desire  to  call  attention. 
There  is  safficient  data  given  when  all  the  wires  ore  read,  to  enable  one  to  correct  any 
error  that  might  have  been  made  in  any  reading. 

MAPS. 

The  traverse  of  line  No.  1  was  plotted  on  Manilla  paper,  scale  1:10000 ;  the  profile 
was  plotted  on  cross-section  paper,  scale  1:60,  and  the  whole  transferred  to  tracing 
cloth :  the  traverse  and  profile  of  lines  2  and  4  were  plotted  on  protractor  sheets,  hori- 
zontal scale  1:10000,  vertical  scale  1:60,  and  the  wnole  transferred  to  tracing  cloth. 
The  traverse  of  lines  5,  6,  7,  8,  aud  9  was  plotted  on  protractor  sheets,  scale  1:10000, 
and  their  profiles  plotted  on  tracing  cloth,  scale  1:60.  The  profiles  of  surface  of  high 
water  of  1882  have  been  plotted  on  lines  2, 5, 6, 7, 8,  and  9 ;  the  profile  of  high  water  of 
1867  has  been  plotted  on  line  No.  4.  All  the  lines,  traverse  and  profile,  have  been 
plotted  on  paper :  horizontal  scale,  1:100000 :  vertical  scale,  1:120. 

All  the  reduced  maps,  except  that  of  line  No.  1,  show  the  profile  of  surface  of  high 
water  of  18^.  The  map  of  line  1  shows  the  surface  of  high  water  of  1882  at  several 
places,  obtained  from  the  answers  to  a  set  of  questions  sent  to  persons  residing  along 
the  section. 

The  high-water  profile  for  1882,  plotted  on  line  No.  4,  was  reduced  firom  the  high- 
water  profile  of  1867,  plotted  on  the  large-scale  map  by  taking  the  difi^erence  of  the 
high  waters  of  1867  and  1882  at  Helena,  and  making  the  profiles  pa*rallcl.  The  high- 
water  profiles  for  the  other  lines  were  plotted  from  high-water  marks  taken  while  run- 
ning the  sections. 

The  above-named  maps  and  profiles  are  herewith  respectfully  submitted  as  a  part 
of  this  report. 

The  time  occupied  in  completing  this  work  has  been  ranch  greater  than  was  at  first 
anticipated.  However,  the  nature  of  the  country  through  which  the  sections  nfere 
mn,  token  in  connection  with  the  fact  that  the  first  two  seasons  were  very  unfavora- 
ble, wiU  account,  in  some  measure,  for  the  slow  rate  of  progress. 

The  country  through  which  the  sections  were  run  is  mainly  uninhabited,  and  is 
heavily  timbered.  Tnls  made  a  great  deal  of  clearing  of  lines  necessary,  which  greatly 
retarded  the  progress  of  the  work. 

The  almost  entire  absence  of  roads  made  the  transportation  of  camp  equipage  a 
serious  difficulty  even  when  the  swamps  were  dry ;  when  the  swamps  were  wet  the 
difficulty  was  very  much  increased;  several  bridges  and  raft«  have  been  built  in  order 
to  cross  streams.  It  has  been  necessarv  on  several  occasions  to  abandon  all  camp 
eqnipa^  except  what  could  be  carried  by  my  men,  on  account  of  the  impossibility 
of  gettang  pock  animals  through  the  swamps. 

Very  little  time  has  been  lost  on  account  of  sickness;  in  fact,  the  health  of  my 
paity  has  been  better  than  could  reasonably  have  been  expected. 
Very  respectfully,  your  obedient  servant, 

E.  S.  Davis, 
United  States  AseUtani  Engineer, 

First  Lient.  Smith  S.  Leach, 

Seeretary  Mieeiseippi  Hiver  Cammieeion^ 
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APPENDIX  F. 

BSPORT8    UPON,  AND    RESULTS    OF,  RIVER    OAUGHrGS  AT  VARIOUS    PODflB  ON  THE 
laSSISSIPPI  AND    OHIO  RIVERS. 

1.— At  Clatton,  Iowa,  and  Paducah,  Kt.—W.  G.  Price,  Assistant  in  Charge. 

Carrollton,  La.,  May  10,  1880. 
Lieutenant:  In  accordance  with  your  order  of  April  26, 1883, 1  have  the  honor  to 
sahmit  the  following  report  on  the  work  of  observing  disoharffe  at  Clayton,  Iowa,  and 
Badncah,  Ky.,  and  on  methods  of  measuring  the  discharge  of  rivets. 

observations  at  clatton,  IOWA. 

In  accordance  with  orders  received  from  yon,  I  arrived  at  Clavton,  Iowa,  on  October 
12,  1880,  and  proceeded  to  make  a  reconnaissance  of  the  Mississippi  River  in  the 
vicinity  of  the  mouth  of  the  Wisconsin,  for  the  pnrpose  of  finding  the  most  favorable 
location  for  a  discharge  section.  There  was  some  delay  in  making  the  selection,  but 
the  party  got  well  started  by  the  25th  of  October,  and  the  work  was  carried  on  with- 
out serious  interruption  till  October  25, 1881.  Until  the  breaking  up  of  the  ice  on 
March  29, 1881,  all  the  velocity  observations  were  measured  with  the  meter.  After 
the  ice  stopped  running,  April  12, 1880,  observations  were  taken  with  rod-floats,  used 
in  connection  with  the  plant. 

During  the  entire  season  222  velocity  observations  were  made,  of  which  85  were 
with  the  meter  and  137  with  rod-floats.  Besides  the  regular  velocity  observations 
for  discharge,  thtVe  were  taken  36  sets  of  vertical  observations. 

The  balance  of  the  work  comprised : 

53  sets  slope  observations. 

28  sets  longitudinal  soundings. 

40  sets  sediment  observations. 

10  sets  dredgings. 

The  results  of  this  work  were  published  in  the  Report  of  the  Commission  for  1882, 
page  133. 

OBSERVATIONS  AT  PADUCAH,  KY. 

Arrived  at  Paducah  November  29, 1881,  and  made  observations  of  discharge  from 
this  time  till  November  26,  1882.  During  this  time  215  discharges  were  measured,  of 
which  27  were  with  rod-floats  and  188  with  the  meter  and  plant.  In  addition  to 
these  velocity  observations  there  were  208  verticals  taken.  A  few  of  the  observations 
were  taken  partly  with  rods  and  partly  with  the  meter,  but  this  was  only  an  occa- 
sional occurrence. 

The  results  of  this  work,  as  computed  in  the  office  of  the  commission,  are  appended 
to  this  report. 

METHODS  OF  MEASURING  THE  DISCHARGE  OF  RIVERS. 

Method  with  dottble  floats, 

I  think  these  floats  do  not  give  the  mid-depth  velocity,  owing  to  the  effect  the 
current  has  on  the  upper  float  and  connecting  wire.  The  upper  float  is  also  affected 
by  the  wiud.  Observers  are  supposed  to  use  a  very  flne  wire  to  connect  the  floats, 
but  as  this  causes  much  trouble  by  breaking,  a  strong  string  is  usually  put  in,  and 
this  catches  too  much  water.  For  this  reason  the  measurement  would  be  too  great 
except  where  there  is  a  strong  up-stream  wind,  when  it  might  be  too  small.  Meas- 
urements of  vertical  curves  of  velocity  with  double  floats  in  an  up-stream  wind 
show  a  much  greater  decrease  of  velocity  near  the  surface  than  the  same  measure- 
ments with  the  current  meter. 

The  mid-depth  velocity  is  not  always  a  mean  velocity.  I  think  it  varies  with  dif- 
ferent sections  and  with  different  stages  of  water,  bein^  from  1  to  4  per  cent,  greater 
than  the  mean.  At  Paducah,  Ey.,  during  the  year  1882,  it  was  about  4  per  cent,  most 
of  the  time,  being  a  little  less  at  low  water.  At  Carrollton  during  this  year's  obser- 
vations it  has  been  4  per  cent. 

For  timing  floats  a  stop-watch  is  used,  and  I  think  they  cannot  be  depended  upon 
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anlesB  in  the  hands  of  a  oarefiil  engineer  who  has  the  mechanical  skill  to  keep  them 
in  order. 

There  is  no  check  on  any  of  the  ohseryers,  one  of  whom  heing  a  careless  man  will 
spoil  the  accnracy  of  the  work.  The  shore  observers  may  work  with  their  instm- 
ments  unt  of  admstment ;  they  may  miss  the  float  bnt,  give  the  sifimal  as  though  all  was 
light;  or  the  floats,  to  save  labor,  may  not  be  a^nsted  to  mid-depth,  anathe  chief 
of  the  party  may  not  know  it. 


Method  wiik  rod-floaU, 

When  these  floats  are  observed  from  the  shore^  as  with  donble  floats,  there  is  no 
check  on  any  one  of  the  observers.  Careless  observers  will  let  the  float  project  too  mnch 
oat  of  water  so  that  it  is  affected  by  the  wind.  It  is  impossible  to  ran  floats  nearer 
than  one  or  two  feet  of  the  bottomland  where  the  sand  waves  are  three  feet  high 
they  are  liable  to  be  over  three  feet  from  the  bottom  most  of  the  time.  In  deep  places 
they  often  do  not  reach  to  mid-depth. 

As  the  vertical  curve  of  velocity  varies  very  mnch  with  diffiorent  sections,  and  also 
at  different  points  on  the  same  section,  it  is  impossible  to  make  a  formula  which  will 
rednce  the  observed  velocity  to  a  true  mean.  For  this  reason  when  the  floats  do  not 
reach  nearly  to  the  bottom  they  may  not  be  as  accurate  as  tbe  double  floats.  At 
CarroUton,  La.,  where  the  water  is  over  100  feet  deep,  it  would  not  be  easy  to  run 
floats  reaching  to  mid-depth,  and  as  the  velocity  at  three-fourths  of  the  depth  is 
freqaently  found  to  b«  as  great  as  it  is  at  mid-depth  or  the  surface,  the  observed 
velocity  of  a  float  reduced  bv  Francis^  formula  would  be  far  from  correct. 

At  Paduoab,  Ky.,  the  discharge  was  measured  once  a  week  during  a  part  of  the 
year  by  both  rod-floats  and  the  meter.  The  floats  were  run  at  the  same  stations  and 
at  tbe  same  time  that  the  meter  was  mnning.  The  apparatus  for  running  the  floats 
was  attached  to  the  stem  of  the  catamaran,  which  was  anchored.  The  floats  were 
timed  by  a  good  stop-watch,  which  was  kept  in  good  order,  and  it  was  stopped  and 
started  antomatically  by  electricity.  During  the  time  these  measurements  were  taken 
the  river  fell  from  about  a  medium  stage  to  low  water.  At  first  the  rod-float  dis- 
chains  were  the  greatest,  but  when  the  river  had  fallen  mnch  lower  they  were  less 
than  those  taken  with  the  meter.  When  the  rod-float  discharges  were  the  greatest 
the  vertical  carves  of  velocity  taken  with  the  meter  were  like  ]<ig.  1,  and  when  they 
were  less  they  were  like  Fig.  2. 


Fig,  1.        Surfaee. 


Fig.  2. 


•     •     •     •«•/■     k4 


§1/ 


Bottom. 

This  showed  that  the  observed  velocity  of  the  floats  had  not  been  reduced  enonsh 
at  first,  and  afterwards  too  much,  though  the  same  formula  (Francis')  was  used  all  the 
time. 

The  method  of  running  rod-floats  from  an  anchorage  with  an  automatic  electrical 
apparatus  for  timing  them  is  far  more  accurate  than  that  with  observers  on  shore, 
and  the  only  part  not  checked  is  the  reading  of  the  stop-watch,  and  this  should  be 
tested  at  least  twice  a  day  by  comparison  with  an  orainary  watch. 

Method  with  current  meter. 

In  this  method  the  man  who  has  charge  of  the  field-work  can  see  that  every  part 
is  done  correctly.  An  ordinary  watch  can  be  used  for  timing  the  meter,  so  there 
is  no  error  from  this  source.     . 

It  has  been  supposed  that  the  meter  measurements  are  too  great,  as  it  takes  in 
aU  the  oscillations  of  the  current.  Observations  at  Paducah,  Ky.,  a  report  of  which 
was  forwarded  on  October  10, 1882,  show  that  the  horizontal  oscillations  of  the  cnr« 
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rent  are  so  sraall  they  hardly  increase  the  renstrations  at  all,  whOe  another  obser- 
vation at  Carrollton,  La.,  the  result  of  which  was  given  in  my  report  of  April  20, 
1883,  shows  that  the  vertical  oscillations  do  not  increase  the  measurements  by  the 
meter. 

If  the  meter  is  a  good  machine  and  in  the  hands  of  a  carefnl  observer,  I  think  it 
cannot  fail  to  give  correct  results,  while  the  methods  with  floats  have  been  in  use  for 
a  long  time,  and  have  been  carried  to  as  great  perfection  as  possible,  and  yet  do  not 
give  perfect  results. 

The  method  with  the  meter  has  been  greatly  improved  during  the  last  three  years, 
and  it  was  not  till  this  year,  after  I  had  made  a  good  many  changes,  that  I  became 
satisfied  with  the  apparatus  in  use. 

Experience  shows  that  the  only  meter  which  will  work  in  water  which  carries 
leaves  and  grass,  is  one  with  a  wheel  which  turns  like  the  Ellis.  But  the  Eliis  meter 
was  not  constructed  with  a  knowledge  of  the  difficulties  it  would  have  to  contend 
within  the  Mississippi.  Owing  to  the  particles  of  sand  in  the  water  the  contact 
would  not  always  work,  and  the  bearings  of  the  wheel  were  ruined  in  a  short  time. 
Small  pieces  of  drift  striking  the  light  wheel  bent  or  broke  it,  and  sometimes  car- 
ried it  away.  Repairs  and  new  ratings  were  required  very  often.  The  apparatus 
for  using  it  was  not  perfect.  The  insulated  wire  would  break ;  the  electric  connec- 
tion would  fail,  and  it  would  hh  almost  impossible  to  find  where  the  trouble  was. 
But  the  apparatus  has  been  ^atly  improved,  so  that  it  is  now  no  trouble  tor  an  or- 
dinary boatman  to  manage  it.  A  meter  has  been  constructed  which  overcomes  the 
old  difficulties,  and  which  requires  no  more  attention  than  simply  to  be  oiled  occa- 
sionally. 

The  meter  at  CarroUtou,  La.,  has  not  been  tak«^n  apart,  or  received  any  attention 
except  to  oil  it,  in  nearly  three  mouths,  and  it  cannot  be  seen  that  it  is  worn  in  the 
least,  or  is  not  just  as  perfect  a  machine  as  when  it  was  constructed.  The  contact 
has  never  failed,  and  the  register  has  never  stopped  except  when  the  insulated  wire 
was  worn  out. 

The  ratings  of  this  meter  do  not  vary  more  than  one-tenth  of  1  per  cent.,  and  I 
think  that  this  variation  is  the  fault  of  the  observers.  It  is  ray  experience  that  it  re- 
quires a  great  change  in  the  amount  of  friction  with  which  the  wheel  turns,  to  make 
•  I  per  cent,  variation  in  the  rating. 

Comparison  of  methods. 

On  the  Lower  Mississippi,  at  high  water,  n  float  will  pass  over  the  200-foot  section 
in  less  than  30  seconds.  If  2G  floats  are  run  (and  I  believe  that  is  about  the  usual  num- 
ber), the  velocity  will  be  measured  just  13  minutes  during  each  survey,  which  would 
require  about  four  hours.  Now,  if  the  meter  was  used  to  take  a  discharge,  in  four 
hours  it  would  have  been  measuring  all  the  pulsations  of  the  current  during  about 
200  minutes. 

A  float  passing  over  the  200-foot  section  in  30  seconds  measures  the  velocity  of  the 
water  only  in  its  immediate  vicinity,  while  the  meter  running  only  30  seconds  would 
measure  the  velocity  of  a  line  runniog  through  a  200-foot  block  of  water. 

Suppose  that  the  observed  velocity  of  a  float  could  always  be  reduced  to  a  true 
mean,  and  that  the  meter  always  measures  the  velocity  correctly,  it  would  require 
more  than  20  floats  to  equal  the  accuracy  of  a  10-minute  run  of  tne  meter;  and  at 
two  stations  at  CarroUton  it  is  necessary  to  run  the  meter  20  minutes  in  order  to  get 
cui  average  velocity. 

Cost  ot  different  methods  per  month  for  large  rivers: 

Method  with  double-floats  or  rod-floats: 

One  assistant  engineer $130 

One  recorder -. 90 

Two  leadsmen,  at  $55 110 

Four  boatmen,  at  $45 180 

Total 510 

Method  with  current  meter : 

One  assistant  engineer $130 

One  engineer  of  launch 90 

One  stcersiDau 55 

Two  boatmen,  at  $45 90 

One  steam  launch 100 

Total 465 
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For  gmall  riven  where  a  wire  anchorage  oan  be  uaed : 
Method  with  doable-floata : 

Duo  afiaistant  engineer $130 

Ooeri'corder 90 

One  leadaman 55 

Two  boatmen,  at  $45 -. 90 

Total 365 

Method  with  rod-floats  or  the  meter : 

Que  aaaiatant  engineer $  130 

Two  boatmen,  at  945 90 

Total 220 

The  aboTe  is  the  force  required  to  measure  the  dischar^^e.  If  the  work  is  to  bo  com- 
poted  in  the  field,  one  recorder  will  be  required  in  addition  to  the  force  given  for  each 
method,  though  the  work  could  be  partly  computed  without  him.  Data  taken  with 
tbe  meter  are  much  the  easiest  to  compute. 

CONCLUSION. 

I  think  the  method  with  the  current  meter  is  the  most  accurate  and  reliable,  aud 
for  large  rivers  it  is  the  cheapest.  For  small  rivers  the  method  with  rod-floats  is 
nearly  as  cheap  as  the  method  with  the  meter. 

For  small  rivers  where  a  wire  anchorage  can  be  used,  the  method  with  rod-floats  is 
much  more  accurate  than  the  method  with  double-floats  observed  from  the  shore;  but 
in  a  large,  deep  river  I  doubt  if  the  rod-floats  are  as  accurate  as  the  double-floats. 

I  recommencf  the  following  method  for  measuring  the  discharge  of  rivers: 

Location  of  9ecHon. 

The  section  should  be  located  in  a  straight  reach  if  possible  and  not  very  near  a 
tributary. 

The  section  at  Paducah,  Ky.,  was  located  just  below  the  mouth  of  the  Tennessee, 
and  the  Tennessee  water  being  warmest,  and  therefore  lightest,  spread  over  tbe  Ohio 
water ;  and  as  the  Tennessee  current  was  much  the  slowest,  there  was  a  slow  suriace 
current  and  a  swift  undercurrent ;  and  these  currents  were  not  parallel,  but  ran  at 
an  angle  of  about  20^ ;  this  caused  a  great  deal  of  trouble.  When  tbe  section  was 
laid  out  in  November  the  currents  were  all  right ;  the  trouble  did  not  begin  till  the 
next  June. 

Method  of  lodating  aeetion. 

The  section  line  should  be  made  at  right  angles  to  the  average  direction  taken  by 
at  least  twenty  rod-floats.  The  floats  should  be  started  from  points  not  over  150  feet 
apart  aud  abont  100  feet  above  a  preliminary  section  line  taken  at  right  angles  to  tbe 
sh  re  line.  Tbo  floats  must  be  started  from  an  anchored  skiff:  and  with  a  sextant 
set  at  90^,  a  line  at  right  ancles  to  tbe  direction  taken  by  the  float  should  be  staked 
olT  on  Hhore.    A  mean  of  all  these  right-angle  lines  will  bo  tlie  best  section  line. 

If  t lie  section  is  not  a  very  good  one  the  current  on  oue  side  of  the  river  may  not 
run  imrallel  with  the  current  on  the  other  side ;  in  this  case  it  might  be  best  to  make 
an  angle  in  the  section  line. 

Method  of  locating  soundings  and  meter  siatione  on  section  line. 

Erect  a  line  of  signals  on  shore  at  right  angles  to  tbe  section  line  and  np  the  river 
from  it;  make  iht  length  of  tbe  sijjiial  line  one-fourth  the  width  of  the  river.  The 
Mgnals  must  all  be  25  leet  apart,  except  ibe  first  six,  which  must  bo  only  5  feet  apart ; 
make  tbo  width  of  the  signal  cloth  1  four,  and  tbe  height  about  3  feet.  Every  fifth 
signal  of  those  25  feet  apart  should  be  double  in  height,  so  as  to  distinguish  it  from 
the  others. 

An  ordinary  sextant,  or  a  cheap  one  made  after  the  plan  accompanying  this  report, 
muHt  then  1>e  set  at  an  angle  of  14^  02^.  This  is  an  angle  in  a  rigbt-angled  triangle. 
such  that  the  base  is  four  times  the  perpendicular;  then  every  25  foot  space  covered 
by  the  sextant  will  equal  100  feet  out  on  tbe  section  line,  and  every  fraction  of  25 
feet  will  eanal  such  a  fraction  of  100  feet  ont.  It  is  easy  to  read  tbe  distance  in  this 
way  to  witnin  1  or  2  feet.  The  sextant  should  be  tested  every  morning  by  measur- 
ing with  it  the  known  distance  across  the  river. 
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Location  of  velooi$!f  utaiions. 

The  velocity  should  be  meaeiired  at  at  least  18  stations ;  that  is  the  number  now 
nsed  at  Carrollton,  La.  The  velocity  stations  should  be  near  together  where  the  curve 
of  velocity  is  sharp,  and  farther  apart  at  other  places.  In  order  to  save  labor  in  com- 
puting, the  stations  shonld  be  located  at  the  same  distance  from  the  base  line  every 
day ;  and  the  last  two  figures  of  the  distance  should  be  00,  20,  40.  60,  or  80. 

In  a  large  river  where  the  wire  anchorase  cannot  be  used,  the  velocity  stations 
should  be  fixed  by  diagonal  range  lines  on  shore  and  above  the  section.  These  if<uifre 
lines  should  not  cross  the  section  line  at  a  sharper  angle  than  60^,  and  the  nearer  90^ 
it  is  the  better. 

Method  of  holding  catamaran  at  the  staiioti. 

Where  the  wire  anchorage  cannot  be  used,  the  catamaran  should  be  lashed  to  the 
side  of  a  launch  and  kept  steady  at  the  station  by  the  pilot  and  engineer;  great  care 
being  taken  that  the  run  of  the*^ meter  begins  and  ends  Just  on  the  section  line. 

The  ioire  anchorage. 

In  a  river  which  does  not  carry  much  drift  the  catamaran  shonld  be  held  in  x>OBi- 
tion  by  a  wire  anchorage  laid  about  15  feet  above  the  section  line. 

The  cross-wire  should  be  made  of  No.  10  steel  wire,  and  should  be  made  in  links  80 
feet  2  inches  long ;  the  links  must  be  joined  by  wrought-iron  rings  2  inches  in  diam- 
tcr;  thiff  makes  the  distance  from  station  to  station  80  feet,  and  allows  4  inches  for 
the  sag  of  the  wire ;  experience  teaches  that  this  is  about  the  right  amount. 

The  cross-wire  must  be  supported  at  each  station  by  an  anchor  wire  ruunin|]r  up. 
stream  t<^  a  rock  weighing  at  least  250  pounds ;  the  length  of  the  anchor  wire  mast  be 
five  times  the  depth  of  the  water. 

A  machine  for  pulling  the  catamaran  across  on  the  wire  should  be  used ;  it  should  be 
placed  on  a  platform  3^  feet  wide,  which  should  project  4  feet  ahead  of  the  catamaran 
skiffs;  this  platform  must  be  very  strong. 

The  direction  in  which  the  catamaran  is  taken  across  the  anchorage  must  be  re- 
versi  d  every  time.  If  the  current  is  very  swift  the  wire  cannot  be  run  twice  in  the 
same  direction  without  breaking  it,  while  if  the  diiection  is  always  reversed,  it  will 
last  a  long  time.  When  the  anchorage  bus  been  used  some  time,  it  is  best  to  double 
the  cross- wire ;  during  high  water  it  will  probably  be  necessary  to  raise  the  cross- 
wire  every  day  to  x)revcnt  its  becoming  buried  under  the  sand  waves. 

Method  of  using  the  meter. 

The  meter  should  be  lowered  from  the  stem  of  the  catamaran  by  two  No.  10  iron 
wircH,  one  of  which  should  be  graduated  to  feet,  and  marked  at  every  10  feet  by  a  red 
or  white  piece  of  cloth  tied  round  it ;  the  wire  must  be  graduated  by  soldering'to  it  a 
close  winding  of  iron-thread  wire,  which  should  not  be  over  tStt  of  an  inch  in  diam- 
eter. It  requires  nliont  one  hour  for  a  party  to  graduate  a  wire  in  this  way,  and  if 
properly  done  it  will  last  three  months.  The  other  wire  is  the  safety  wire,  and  it  has 
the  insulated  wire  wound  around  it;  it  is  necessary  that  the  insulated  wire  bo  wound 
around  the  other,  as  if  it  is  only  tied  to  it,  it  will  vibrate  in  the  water  and  break  in  a 
bhort  time  where  it  is  tied.  The  safety  wire  should  be  renewed  occasionally  to  insure 
against  losing  the  meter.  These  wires  should  run  over  large  wooden  pulleys  18  inches 
iu  diameter;  small  iron  pulleys  will  break  the  wire  in  a  short  time. 

The  electric  circuit  is  lormed  by  two  wires,  one  of  which  is  the  iron  graduated  wire; 
the  electricity  passes  from  this  to  the  iron  reel  on  the  catamaran,  and  is  taken  from 
the  shaft  of  the  reel  by  three  brass  springs  which  press  against  a  copper  band  which 
is  soldered  around  the  shaft ;  the  other  wire  is  insulated,  and  is  wound  around  the 
iron  safety  wire  which  runs  off  the  other  reel;  the  insulated  wire  passes  down  to  the 
shaft  of  the  reel,  and  out  through  a  groove  under  the  bearing  to  another  copper  band 
which  is  insulated  from  the  shaft  by  pine  wedges  driven  under  it;  tliree  spiings 
press  against  this  band  the  same  as  on  the  other  reel;  two  or  more  springs  are  neces- 
rary,  as  one  will  fail  to  carry  the  current  occaitionally. 

The  meter  frame  is  allowed  to  turn  both  horizontally  and  vertically.  It  is  fastened 
to  the  iron  rod  one  foot  above  the  weight ;  the  rod  should  be  three-fourths  of  an  inch 
in  diameter.  The  weight  is  linked  to  the  rod  so  that  th^  vane  keeps  it  parallel  with 
the  cuiTent. 

Integrations  with  the  meter. 

If  integrations  are  to  be  taken  with  this  apparatus,  they  must  be  taken  in  both  direc- 
tions, top  to  bottom  and  bottom  to  top,  and  a  mean  of  the  two  used. 
In  the  right-angled  triangle  A  B  C,  let  A  B  equal  the  distance  the  water  runs  while 
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the  meter  in  moving  £rom  the  top  to  the  bottom,  and  B  0  equal  the  depth  of  the  water; 
then  the  line  measured  by  the  meter  will  be  A  0.  ' 


The  meter  must  be  lowered  at  snoh  a  slow  rate  that  the  Ime  A  B  will  be  very  long 
in  proportion  to  B  C,  so  that  it  will  nearly  equal  A  C. 

md-depth  velodHes. 

In  taking  the  velocity  at  mid-depth|  the  meter  mnst  first  be  lowered  to  the  bottom 
^nd  the  aoundiog  read  on  the  wire;  divide  this  sounding  by  2  for  tbe  mid-depth. 
Owing  to  the  sag  of  the  wire  down  stream,  this  sonndiug  is  greater  than  that  taken 
with  the  lead-line,  and  mnst  not  be  used  in  calculating  the  discharge. 

Sounding  the  tecUan. 

The  section  should  be  sounded  Just  before  or  just  after  the  measurement  of  velocity, 
except  where  a  wire  anchorage  is  used ;  in  that  case  the  section  can  be  sounded  at  tne 
same  time  with  the  measurement  of  velocity. 

The  soundings  should  not  average  over  45  feet  apart.  The  soundings  should  be  read 
by  both  leadsman  and  recorder. 

If  an  ordinary  lead-line  is  used,  it  should  be  tested  as  follows :  Just  as  soon  as  the 
soundings  are  finished,  fasten  the  lead  on  the  ground  and  tie  a  spring  balance  to  the 
end  of  the  line ;  give  the  line  one  quick  pull  and  fasten  it ;  make  the  pull  just  equal 
to  the  pull  which  the  leadsman  gives  the  line  when  he  raisen  it  to  take  the  soundiug ; 
then  measure  the  line  and  correct  the  soundings  accordingly ;  remember  that  if  the 
line  is  too  short,  the  soundings  are  too  great.  With  a  16-pound  lead  and  100  feet  of 
line,  the  pull  is  about  26  pounds. 

Method  of  reading  gauge. 

When  the  river  is  rou^h  the  gau^e  should  be  read  with  an  instrument,  a  plan  of 
which  is  inclosed.  The  instrumeut  is  clamped  at  an  oven  tenth  of  a  foot  on  the  gange; 
then  the  distance  from  the  clamp  to  the  water  is  read  on  the  graduated  plate  which 
rises  up  in  the  center.  A  small  hole  near  the  bottom  of  the  pipe  lets  in  the'  water 
which  lifte  the  air-tight  float  and  graduated  plate.  When  tbe  waves  are  6  inches  hi^h 
the  gauge  can  be  read  with  this  instrument  to  within  one  or  two-thousandths  of  a 
foot. 

Method  of  meaauring  dieeharge  when  the  river  is  frozen  over. 

When  the  river  is  covered  with  ice  the  meter  must  be  put  down  through  holes,  and 
an  apparatus,  a  plan  of  which  is  inclosed,  should  be  constructed  for  the  purpose. 

It  is  a  house  on  a  sled  and  contains  a  stove,  which  is  fed  from  the  outside,  a  fuel 
box,  a  battery  box,  and  two  reels  for  lifting  the  meter,  the  handles  to  the  reels  being 
turned  from  the  outside.  It  is  large  enough  for  one  man  only,  and  should  be  made  as 
light  as  possible.  The  meter  is  lowered  through  a  trap-door ;  one  reel  carries  a  standing 
wire  with  heavy  weight,  and  the  other  carries  a  smaller  wire  with  the  insulated  wire 
wound  around  it,  which  is  fastened  to  the  top  of  a  piece  of  gas-pipe ;  the  meter  fastened 
to  the  gas-pipe  slides  up  and  down  on  the  standing  wire. 

The  electric  current  is  carried  by  the  insulated  wire  and  the  wire  around  which  it  is 
wound.  It  is  taken  from  the  hub  of  the  reel  by  copper  bands  and  springs,  the  same 
as  are  need  on  the  catamaran ;  the  standing  wire  should  be  graduated  to  feet. 

Method  of  reading  Uie  gauge  through  the  ice. 

Cut  a  hole  where  the  water  is  not  over  4  or  5  feet  deep,  and  drive  in  a  stake  with  a 
round  top ;  let  the  top  of  the  stake  be  about  8  inches  above  the  bed  of  the  river ;  de- 
termine the  elevation  of  the  stake  by  leveling  to  a  bench-mark ;  read  the  elevation 
of  the  water  by  measuring  from  the  top  of  the  stake  to  the  sari'ace  of  the  water,  using 
a  graduated  rod  with  a  piece  of  board  on  the  end,  as  shown  in  the  plan  accompanying 
this  report.    It  will  be  necessary  to  melt  the  ice  from  the  rod  after  each  reading. 
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Bating  of  meter. 

The  meter  shonld  be  rated  in  a  lake  of  Btill  water,  which  should  not  bo  less  than  5 
feet  deep ;  put  the  meter  on  an  iron  rod  so  that  it  is  free  to  swiu^  in  any  direction ; 
fasten  the  rod  in  front  of  a  skiff  so  that  the  meter  will  be  some  diatance  under  water; 
if  the  meter  is  too  near  to  the  surface  or  to  the  skiff,  a  ^ood  ratins  will  not  be  obtained. 
Draw  the  skiff  by  means  of  a  rope  at  different  velocities  over  abase  of  200  feet.  Ex- 
amine the  meter  occasionally  to  see  if  the  connecting  wires  have  not  become  twisted 
around  tbe  iron  rod,  so  as  to  hold  the  meter  out  of  line  with  the  current. 

All  the  ratings  of  a  meter  should  be  the  same,  unless  the  wheel  has  been  bent. 

All  the  methods,  instruments,  and  every  part  of  the  apparatus  given  in  this  report 
have  been  used  by  me  for  a  long  time,  and  are  known  to  work  well.  The  drawings 
accompanying  this  report  were  made  by  Mr.  M.  K.  Bowen,  recorder. 

Respectfully  submitted. 

W.  G.  Prick, 

Jaeiatani  Engineer, 

First  Lieut.  Smith  S.  Leach, 

Secretary  Miseiaeippi  Biver  Commiaaion. 

Diaeharga  ohaervaUoMy  Paducdhf  Ky, 

This  section,  of  which  a  sketch  and  profile  are  given  below,  was  located  2^  miles 
below  the  month  of  the  Tennessee  River.  Parallel  base  lines,  one  on  each  shore,  wore 
fixed,  and  the  observations  taken  on  a  line  at  right  angles  to  these ;  the  distance  be- 
tween bases  was  4,100  feet.  Velocity  was  taken  at  sixteen  or  seventeen  stations  on 
this  line,  and  soundings  for  section  were  made  at  intervals  varying  ft'om  50  to  100  feet. 

Above  the  stage  of  41  feet  the  Illinois  bank  was  overflowed  for  a  limited  width.  As 
this  bank  was  covered  with  a  dense  ^^wth,  the  shore-line  at  high  stages  was  placed 
where  the  current  became  imperceptible. 

At  a  stage  of  43  feet,  on  the  Kentucky  side,  the  water  reached  the  top  of  an  old 
earthwork  behind  which  was  a  depression,  the  bottom  of  which  was  at  the  34- foot 
level.  The  water  width  and  area  of  this  depression  were  neglected  in  the  field  com- 
putations, but  were  included  in  the  revision  made  in  the  office. 

A  peculiar  feature  of  this  section  is  that  at  this  point  the  waters  of  the  two  rivers 
are  still  but  imperfectly  mingled,  the  flow  of  the  Tennessee  overlying  that  of  the 
Ohio  for  some  distance  out  from  the  Kentucky  side.  In  consequence,  the  velocities 
taken  by  the  meter  at  mid-depth,  in  this  part  of  the  section,  being  those  of  the  un- 
derlying current  (Ohio),  which  is  here  swifter  than  that  of  the  Tennessee,  are  higher 
than  the  mean  velocities  indicated  by  integration  measurements,  while  the  corre- 
sponding rod-float  velocities  are  reffularljr  less  than  the  mean.  In  the  field  computa- 
tions this  anomaly  was  disregarded,  but  in  the  office  computations,  these  mid-depth 
velocities  were  corrected  by  uie  use  of  coefficients  deduced  from  the  velocity  curves. 

In  the  tables  the  mean  gauge  reading  is  given  for  noon,  while  the  computations  are 
based  upon  the  gauge  height  at  the  mean  time  of  observation. 

Scour  and  fill  is  the  difference  between  the  change  of  area  as  observed  and  that 
computed  from  the  change  of  gauge ;  scour  is  recorded  as  plus,  fill  as  minus. 

The  datuuj  stage  was  taken  at  50  feet,  and  an  area  below  this  datum  assumed.  ''Area 
below  datum ''  for  each  discharge  was  obtained  by  combining  the  scour  or  fill  with 
the  preceding  datum  area. 

The  direction  of  the  wind  is  recorded  by  the  "clock-face"  method,  XII  being  up- 
stream.   Force  is  estimated  on  a  scale  of  1  to  10. 

The  computations  from  the  beginning  of  observations  to  August  12  were  made 
in  the  field ;  after  that  date  in  the  office.' 

E.  H.  Twining. 

Note. — ^The  discharge  at  this  point  is  subject  to  the  control  of  such  varying  con- 
ditions, that  the  plotted  sheet  shows  frequent  departures  from  a  normal  curve. 

The  conditions  of  control  are— the  stage  of  water  at  the  mouth  of  the  Ohio,  that 
of  the  Upper  Ohio,  and  that  of  the  Tennessee. 
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2600      REPORT   OF   THE   CHIEF   OF  ENGINEERS,  U.  8.  ARlfT. 
8.— At  Columbus,  Ky.,  J.  H.  Davis,  Assistant  in  Chaboe. 

Offigb  Mississippi  Riysr  Commission, 

Sami  Loui8,  Mo.,  July  7, 1883. 

8iB :  I  have  the  honor  to  eabmit  the  following  report  on  the  observations  made  at 
Colnmbus,  Ey . ,  from  December  17, 1881,  to  November  25, 1882.    The  work  consisted  of: 

Ist.  Discharge  observations. 

2d.  Determining  vertical  velocity  curves. 

3d.  Determining  transverse  velocity  carves. 

4th.  Longitudinal  fioondings. 

6th.  Cross-section  soandings. 

6th.  Experiments  on  subsurface  currents. 

Preliminary  work.— The  party,  consisting,  at  first  of  assistant,  recorder,  and  thred 
boatmen,  reached  Columbus  on  the  29th  of  November.  After  locating,  operations 
were  begpn  by  making  a  reconnaissance  of  the  river  in  front  of  town  for  the  purpose 
of  selecting  a  suitable  gauging  section.  This  being  completed,  several  days  were 
occupied  in  making  the  necessary  preparationa  for  the  work  in  view.  These  were 
delayed  somewhat  on  account  of  having[  shipped  most  of  the  material  to  Natchez,  the 
place  at  first  selected  for  the  observations.  It  was  not  returned  to  Columbus  till 
December  7,  nine  days  after  the  arrival  of  the  party.  Meanwhile  the  party  were 
employed  in  building  a  catamaran  and  making  such  utensils  as  were  needed  in  manip- 
ulating the  meter.  Kange  lines  were  also  laid  off,  and  signals  made  and  erected  upon 
them.  A  water-gauge  was  put  up,  and  tri-daily  observations  upon  the  stage  of  the 
river  commenced.  The  preliminaries  having  been  completed,  the  first  discharge 
measurements  were  made  on  the  17th  of  December. 

Statement— The  discharge  observations  were  made  daily,  Sundays  excepted.  From 
December  17, 1881,  to  November  25, 1882,  there  were  made  in  all  243  sets  of  discharge 
observations.  Of  these,  8  sets  were  made  with  double  floats,  83  sets  with  rod-floats, 
and  152  sets  with  the  current  meter.  Frequent  omissions  occurred  in  the  early  part 
of  the  work  on  account  of  bad  weather  and  accidents  to  instruments  and  machinery. 

Usually  the  observations  for  a  vertical  curve  were  made  upon  each  day  that  the 
meter  was  used  in  the  discharge  measurements.  There  were  frequent  omissions,  how- 
ever, owing  to  a  lack  of  time.  During  the  year  there  were  101  curves  determined. 
They  were  distributed  across  the  river  so  as  to  include  all  depths  and  velocities. 

The  transverse  velocity  observations  were  made  monthly.  Owing  to  high  water 
and  the  frequent  repairs  to  the  launch,  they  were  not  begun  till  the  last  of  March. 
From  that  time  until  the  dose  of  the  work  8  curves  were  determined.  They  extend 
over  a  period  that  includes  all  the  stages  of  the  river  from  hi^^h  to  low. 

The  longitudinal  soundings  were  made  weekly  when  the  tune -was  not  fully  occu- 
pied with  more  important  work.  There  were  31  sets  made  during  the  year,  a  set  con- 
sisting of  from  12  to  15  lines  of  soundings  over  a  reach  of  500  feet. 

The  cross-section  soundings  were  made  for  the  pnri>ose  of  determining  the  amount 
of  scour  or  fill,  in  sharp  bends,  due  to  certain  changes  in  the  stage  of  the  river.  They 
were  all  made  on  one  section,  and  at  oscillations  of  about  3  feet  on  the  gauge.  From 
May  to  November,  11  sets  of  about  75  soundings  were  made. 

The  experiments  on  the  direction  of  snbsunace  currents  were  unsuccessfuL  The 
apparatus  could  not  be  made  to  do  the  work  for  which  it  was  designed.  The  results 
were  wholly  unreliable  and  were  not  recorded. 

Diseharge  observations. — These  may  be  divided  into  three  classes :  1st,  observations 
made  with  double  floats;  2d,  observations  made  with  rod-floats:  3d,  observations 
made  with  a  current  meter.  The  last  two  admit  each  of  a  subdivision,  as  will  be 
seen  f^m  a  description  of  the  methods  employed. 

From  December  17  to  28,  inclusive,  the  double  floats  were  used  in  discharge  meas- 
urements, there  being  no  other  method  practicable  at  the  time.  They  were  of  the 
pattern  of  those  us^  by  Assistant  W.  H.  Powless,  at  Fulton,  Tenn.,  a  small  cord 
being  used  for  connecting  the  surface  and  subsurface  parts. 

On  December  29^  in  accordance  with  instructions,  rods  were  substituted  for  double 
floats.  They  consisted  of  tin  tubes  H  inches  in  diameter,  connected  and  buoyed  by  a 
wooden  rod  of  the  same  diameter.  The  tubes  were  perforated  so  as  to  admit  the 
water  freely.  The  rod  thus  constructed  was  immersed  about  37  feet  in  deep  water. 
This  varied  from  one-third  to  one-half  the  greatest  river  depth  on  the  gauging  section. 
Bod-floats  were  used  with  few  exceptions  until  March  18,  and  at  intervals  of  about 
two  weeks  during  the  remainder  of  the  observations.  In  all  observations  previous  to 
March  1,  the  floats  were  located  in  one  point  of  their  paths  only,  and  by  means  of  the 
telemeter  (see  description).  After  that  date,  they  were  located  in  two  points,  by 
means  of  a  transit.  On  the  12th  of  September,  a  goniometer  was  substituted  for  the 
transit. 

The  instructions  were  to  use  the  current  meter  in  discharge  measurements,  but  it 
was  not  practicable  to  do  so  in  the  early  part  of  the  work.  It  could  not  be  used 
without  the  launch,  which  did  not  arrive  till  the  25th  of  December,  and  was  not  serv- 
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iceable  for  more  than  a  month  following,  except  for  very  short  periods.  The  meter 
was  first  need  on  January  24,  bat  with  only  partial  success.  It  was  also  used  on  the 
27ih  and  28th,  and  a  few  times  in  February.  From  the  middle  of  Febiiiary  to  the 
middle  of  March,  the  high  water  and  heavy  drift  rendered  it  very  difficult  to  get  a 
complete  discharge  measurement  with  the  meter  at  alt,  and  at  best  the  work  was  very 
unsatisfactory.  l)arinff  a  week  of  the  time,  also,  the  launch  was  at  Cairo  for  repairs. 
It  being  very  desirable  to  have  a  complete  set  of  observations  over  this  the  highest 
stage  of  the  river,  not  only  of  that  year,  but  then  on  record,  it  was  thought  advisable 
to  nse  rod-floats  exclusively,  that  being  a  surer  method  of  obtaining  complete  results. 
After  Ikfarch  18,  the  meter  came  into  constant  use,  tbe  water  having  fallen  sufficiently 
to  handle  it  with  safety  and  comparative  ease.  The  rod-floats  were  still  used  at  in- 
tervals of  about  two  weeks,  in  accordance  with  instructions,  and  sometimes  oftener, 
when  the  meter  needed  repairing  ^  After  and  including  March  18,  with  few  exceptions, 
the  boat  was  anchored  during  the  observations  with  the  meter.  Previous  to  that 
time,  the  observations  were  made  without  anchoring.  Both  methods  are  described 
below. 

MBTHODS. 

DrnMeJIoatB. — ^Two  ranges  were  laid  off,  100  feet  apart,  and  as  nearly  parallel  as 
was  practicable,  with  no  better  instrument  than  a  cloth  tape-line.  They  were  also 
practically  at  right  angles  to  tbe  thread  of  the  cuiTent. 

On  these  ranges  front  and  back  signals  were  erected  on  both  shores,  and  also  inter- 
mediate ones  for  use  in  measuring  distances  with  the  telemeter.  The  floats  were 
manipulated  by  an  observer  in  a  skiff.  The  connecting  cord  was  made  of  sufficient 
leogtn  to  allow  the  subfloat  to  run  praotioally  at  mid-depth,  the  limit  being  between 
fonr-tenths  and  six-tenths  of  Uie  depth.  The  float  was  put  out  f^r  enough  above  the 
a]^r  range  to  assume  a  uniform  rate  before  reaching  it.  The  skiff  was  kept  in  line 
with  the  float  and  at  a  convenient  distance  behind  it,  while  passing  the  ranges.  The 
distance  from  shore  was  measured  by  the  observer  in  the  skiff,  wheu  he  reached  a 
point  about  midway  between  the  two  ranges,  the  telemeter  being  used  for  this  pur- 
pose. Soundings  were  taken  on  each  range  by  a  leadsman  in  the  bow  of  the  skiff. 
After  passing  the  lower  range,  the  float  was  picked  up,  the  skiff  rowed  above  line, 
and  tbe  operation  repeated  for  each  successive  observation.  The  float  was  timed  by 
an  observer  on  shore,  who  watched  its  crossing  of  the  ranges,  and  at  the  same  time 
manipulated  a  stop>watch.  To  aid  him  in  determining  when  the  float  crossed  the 
ranges,  a  fine  vertical  wire  was  employed  at  each  of  the  range  stations.  By  standing 
just  behind  it,  and  keeping  it  in  line  with  himself  and  the  signal  across  the  river,  the  time 
of  the  floate  crossing  could  be  determined  with  tolerable  exactness.  A  field-glass  was 
also  nsed,  through  which  the  wire,  the  signal  across  the  river,  and  the  float,  could  be 
distinctly  seen  at  the  same  time. 

The  actual  float-path  could  not  be  measured  by  this  method.  In  the  computations 
St  was  considered  100  feet.  In  most  cases  it  was  greater,  and  where  great  accuracy 
is  desired,  the  length  of  path  should  be  corrected  by  those  determined  afterwards  at 
corresponding  stages,  b^  use  of  the  transit. 

Bod'floaU. — (1\  Previous  to  the  use  of  the  transit,  March  1,  the  method  of  using 
rod-floats  was  tne  same  as  that  for  double  floats,  except  that  they  were  not  run  at 
xnid-depth.  With  few  exceptions  37  feet  was  the  immersion  used  in  deep-water  ob- 
servations. That  for  shallow  water  was  regulated  by  the  sounding,  the  float  being 
run  as  near  the  bottom  as  practicable  without  touching. 

Rod-Jloat$.—{2).  A  B.  &  B.  transit  (No.  237)  was  received  the  latter  part  of  February, 
and  brought  into  immediate  use  in  the  discharge  observations  with  floats.  The  range 
lines  were  tested  and  found  but  sjightly  out.  A  base  line  of  515  feet  was  laid  off  at 
right  angles  to  the  ranges,  and  a  transit  station  established  at  ite  extremity.  A  tele- 
graph line  was  erected  for  the  purpose  of  signalling  from  the  station  on  the  ranges  to 
we  transit  station.  A  key  was  placed  in  the  circuit  at  each  of  the  range  stations  and 
a  sonnder  at  the  transit  station.  The  circuit  was  left  open  and  could  be  closed  by 
touching  either  key.  The  floats  were  handled  from  a  skiff,  the  launch  being  used  for 
towing  it  above  the  ranges.  The  boatmen  were  necessarily  relied  upon  for  correct 
Btaoipnlation  of  the  float  as  well  as  the  taking  and  recording  of  the  soundings.  The 
transit  being  in  position  and  properly  set  with  the  lower  plate  clamped,  the  battery 
and  all  being  in  perfect  working  order,  the  following  programme  was  carried  out  for 
eaeh  observation: 

The  float  was  spliced  and  lowered  some  distance  above  the  upper  range,  so  as  to 
assume  an  erect  position  and  uniform  movement  before  reaching  it.  An  observer  on 
Ae  upper  range  watched  the  floats  until  it  came  within  a  few  feet  of  line,  when  be 
touched  his  key  twice,  for  a  ready  signal  to  the  observer  at  the  transit.  When  the 
float  reached  the  range  the  observer  touched  his  key  once  and  immediately  went  to 
liie  lower  range.    Here  the  same  signals  was  given  as  on  the  upper  range. 

The  observer  at  the  transit  having  brought  the  float  into  his  field  of  view,  followed 
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it  without  clamping  niitil  the  firtt  signal  oame  from  the  ohaerver  on  the  upper  range. 
He  then  clamped  the  vernier  plate  and  followed  the  float  by  turning  the  tangent 
screw  until  the  second  signal  came.  He  immediately  stopped  the  motion  of  the  screw 
and  read  and  recorded  the  angle ;  unclampinff  the  yemier  plate,  he  asain  caught  the 
float  in  the  field  of  view,  and  followed  it  until  the  signals  came,  from  xne  lower  range, 
when  the  manipulations  were  the  same  as  above. 

The  time  was  taken  with  an  ordinarv  watch  by  an  observer  at  the  transit  station. 
The  watch  was  read  at  each  crossing  signal.  The  difference  of  the  two  readings  was 
taken  for  the  time  of  passage.  To  aid  the  observer  in  reading  fhustions  of  a  second, 
a  microscope  was  usea.    By  means  of  it,  the  watch  could  be  read  to  quarter  seconds. 

A  discharge  measurement  with  floats  consisted  of  from  20  to  25  observations  dis- 
tributed equally  across  the  river. 

The  current  meter. ^(1,)  When  anchored. — The  meter  was  handled  ttom  a  catamaran 
swinging  from  the  launch  at  anchor.  The  latter  was  held  by  one  bow  anchor,  re- 
quiring, at  high  stages^  the  aid  of  the  engine  to  prevent  drifting. 

The  catamaran,  which  was  of  the  usual  construction,  was  connected  with  the 
launch  in  the  following  manner:  The  ends  of  a  rope  were  attached  respectively  to  the 
stem  kevels  of  the  launch,  allowing  a  few  feet  of  slack;  another  rope  was  similarly 
attached  to  the  outer  bow  kevels  ofthe  catamaran.  The  middle  points  of  these  wece 
connected  by  a  third  rope,  of  variable  length,  forming  a  doable  x,  thus: 


> 


The  whole  plant,  consisting  of  the  launch  and  catamaran,  togetEer  with  the  anchor 
rope,  was  free  to  swing  with  the  current.  The  distance  between  the  launch  and  cat- 
amaran was  varied  to  suit  the  requirements  of  the  wind,  and  the  depth  and  velocity 
of  the  water.  It  was  necessary,  with  a  strong  up-stream  or  cross-stream  wind  and  a 
slow  current,  to  bring  the  catamaran  in  close  proximity  to  the  launch.  The  greatest 
distance  employed  was  about  76  feet. 

The  meter  was  lowered  from  the  back  part  of  the  catamaran.  To  do  this  it  was 
first  clamped  to  a  rod,  let  into  a  leaden  weight  of  GO  pounds,  cylindrical  in  shape. 
On  the  upper  part  of  the  rod  was  a  movable  nng  for  attaching  the  lowering  wire. 

The  meter,  thus  clamped  to  the  rod  and  weight,  was  suspended  by  a  No.  11  annealed 
steel  wire,  that  passed  over  a  pulley  at  the  back  of  the  catamaran^  and  thence  around 
a  reel  conveniently  near.  To  overcome,  as  much  as  possible,  the  action  of  the  cur- 
rent in  carrying  the  meter  down  stream,  a  guy-cord  of  ^  inch  cotton  was  attached  to 
the  rod  above  the  meter,  passed  over  a  pulley  at  the  stem  of  the  launch,  and  thence 
around  a  second  reel  on  the  catamaran.  The  meter  was  lowered  or  raised  by  the  simul- 
taneous though  unequal  turns  of  the  two  reels.  The  relative  rates  at  which  the 
two  reels  should  be  turned,  to  send  the  meter  down  vertically,  had  to  be  acquired  ten- 
tatively, rather  than  from  computed  tables,  for  this  relation  varied  with  the  distance 
between  the  launch  and  the  catamaran,  and  also  with  the  velocity  of  the  current. 
The  dexterity  ofthe  men  at  the  reels  increased  with  ezx>eTience,  the  man  at  the  guy- 
reel  having  nothing  to  guide  him  but  the  tension  on  his  cord.  With  the  greatest  pre- 
cision the  meter  could  not  be  sent  down  on  a  vertical  in  high  stages  of  the  river,  as 
was  shown  by  the  difference  between  the  down  and  up  integrations.  However,  by 
taking  the  mean  of  these,  there  was  practically  no  error  resulting  from  the  above 
fact. 

The  following  programme  was  carried  out  in  measuring  discharges  with  the  meter: 

The  launch,  with  tne  catamaran  tied  close  astem,  was  run  some  distance  above  the 
discharge  section,  the  distance  out  being  obtidned  approximatelv  by  means  of  sisnals 
on  shore.  The  desired  position  having  been  reached,  the  anchor  was  cast  and  the 
boat  allowed  to  drift  toward  the  discharge  section.  When  suflSciently  near  it,  the 
boat  was  checked  by  fastening  the  anchor  rope  around  a  kevel,  and,  if  necessary, 
starting  the  engine.  The  catamaran  was  now  let  down  to  the  dischaige  section,  by 
means  of  the  connecting  ropes  already  described.  The  sounding  was  taken  whUie 
drifting  into  position,  the  lead  beiuff  cast  in  time  for  the  line  to  become  vertical  be- 
fore the  discharge  section  was  rescued.  The  observer  recorded  the  sounding,  and 
measured  the  distance  from  shore  by  means  of  the  telemeter.  He  also  estimated,  by 
guess,  the  direction  and  force  of  the  wind.  The  depth  being  known,  the  numlier  of 
turns  of  the  main  lowering  reel  required  to  let  the  meter  to  the  bottom  could  be  esti- 
mated approximately.  This  number  was  called  out  by  the  observer,  and  the  men  at 
the  reels  prepared  for  integrating,  by  lowering  the  meter  until  the  buckets  were  ^ 
barely  covered  with  water.    At  the  signal  '*time''  from  the  observer,  the  meter  was 
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started  down  at  a  uniform  rate,  not  exceeding  one-half  foot  per  second,  the  man  at 
the  main  reel  counting  the  turns.  At  the  instant  of  giviug  signal  the  observer  noted 
the  watch  time,  and  started  the  electrical  register,  by  turning  on  the  switch. 

When  the  meter  reached  a  point  within  a  few  turns  of  the  bottom,  the  man  at  the 
reel  called  out  ''ready,"  and  upon  feeling  the  weight  touch,  he  called  ''time"  and 
immediately  reyersed  his  reel.  When  the  time  signal  was  called,  the  observer  noted 
the  watch  time,  and  read  the  register  without  stopping  it. 

To  obtain  both  the  time  and  the  register  reading  correctly  required  some  skill,  espe- 
oially  during  high  water.  It  can  be  done  by  the  observer  Keeping  in  mind  the  read- 
ing of  the  last  dial  only,  from  the  sound  of  the  register,  counting  the  ticks,  one,  half, 
two,  half,  Slc* 

When  time  is  called,  the  seconds  of  the  watch  time,  and  the  reading  of  the  last  dial 
of  the  register,  can  be  Jotted  down  hastily,  while  the  hour  and  minutes  of  the  time 
and  the  readings  of  the  remaining  dials  of  the  register  can  be  obtained  at  leisure. 
With  a  little  practice  the  nearest  second  of  time  and  the  nearest  half  revolution  of 
the  meter  wheel  can  be  accurately  obtained  by  the  same  observer.  The  meter  was 
letumed  to  the  surface  at  the  same  rate  as  that  of  the  descent,  the  man  at  the  reel 
calling  "time"  when  the  starting  point  was  reached.  The  observer  again  read  the 
iratch  and  stopped  the  register,  recording  the  readings  of  both. 

If  the  results  of  integration  were  salislactory,  the  meter  was^now  lowered  for  mid- 
depth  observations.  This  was  done  by  giving  the  main  reel  one-half  the  number  of 
turns  required  to  send  the  meter  to  the  bottom.  The  meter  was  run  at  mid-depth  for 
at  least  five  minutes,  the  register  being  read  at  the  end  of  each  minute.  When  it 
was  poesible  to  hold  the  boats  in  one  position  the  meter  was  run  a  whole  number  of 
minutes  at  mid-depth;  otherwise  it  was  run  as  described  in  the  method  without 
anchoring. 

Great  care  was  exercised  by  the  engineer  and  steersman  to  hold  the  boats  in  one 
position  during  the  observation,  using  the  engine  when  necessary  to  assist  the  anchor. 
£ven  when  not  needed  the  engine  was  kept  moving  slowly,  except  in  extreme  low 
water,  in  order  to  prevent  the  wheel  of  the  launch  n*om  retarding  the  current  near 
the  surface.  In  extreme  low  water  the  engine  could  not  be  run  without  changing 
the  position  of  the  boat. 

Tne  current  meter, — (2.)  Without  anchoring. — Only  mid-depth  observations  were 
taken  in  this  way,  and  at  times  when  anchoring  was  not  practicable.  The  method 
differs  but  slightly  from  that  given  above.  After  drifting  into  position,  the  sounding 
having  been  taken,  the  launch  was  held  as  nearly  in  one  position  as  was  possible  by 
the  careful  watchfulness  of  the  steersman  and  engineer.  The  meter  being  lowered  to 
mid-depth,  as  estimated  from  the  sounding,  the  catamaran  was  brought  to  the  gaug- 
ing section,  when  the  time  was  noted  and  the  register  started.  The  engineer,  stand- 
ing with  his  hand  on  the  throttle-valve,  was  able  to  keep  the  boat  almost  on  the  same 
range  during  the  observation.  If,  however,  at  the  end  oi  five  minutes,  the  catamaran 
should  be  a  little  above  or  below  tho  gauging  section  it  was  brought  into  position, 
when  the  time  was  again  noted  and  the  register  stopped.  The  readings  of  the  latter 
were  taken  and  recorded  at  the  end  of  each  minute,  and  also  at  the  close  of  the  ob- 
servation. 

The  fact  of  starting  and  stopping  the  meter  register  on  the  same  range  practically 
destroyed  the  efiects  of  any  movement  up  and  down  stream  during  the  observation. 
The  errors  due  to  lateral  movement  are  not  so  easily  compensated,  as  the  rate  of  the 
meter  is  accelerated  by  a  movement  in  either  direction.  Such  errors  were  compara- 
tiveljr  small^  however,  except  in  cases  of  very  high  wind,  when  the  boat  was  liable  to 
shift  its  position  to  a  considerable  extent  in  a  lateral  direction. 

A  set  of  discharge  observations  with  the  meter,  consisted  of  velocities  at  mid-depth 
and  by  integration,  when  anchored,  and  at  mid-depth  when  not  anchored,  at  from  12 
to  15  stations  across  the  riyer  on  the  gauging  section.  A  sounding  was  taken  at  each 
station ;  as  the  bottom  was  very  even,  this  was  thought  sufficient  to  give  a  correct 
area  of  the  section. 

METERS  AND  laCTEB-RATINa. 

The  Ellis  meter  was  employed  exclusively.  During  the  year  Nos.  3,  6,  and  23  were 
used  at  different  periods.  At  times  the  meter  in  use  was  not  in  the  best  of  order, 
owing  to  the  exceeding  delicacy  of  the  instrument  and  the  want  of  a  person  capable 
of  repairing  it.  The  errors  that  might  arise  from  this  source  were  reduced  as  much  as 
possible  by  frequent  ratings.  The  same  meter  was  seldom  used  longer  than  two  weeks 
without  receiving  a  thorough  rating,  and  when  thought  advisable  it  was  sent  to  Saint 
Louis  for  repairs.  With  the  greatest  precaution  it  was  impossible  to  keep  the  meter 
in  perfect  order  at  all  times,  and  consequently  the  frictionai  quantity  will  be  found 
rattier  large  in  some  of  the  equations. 

Method  of  rating  the  meter.-^The  rating  was  made  in  the  still  water  of  a  pond  about 
4  f«>et  deep.    The  meter  was  attached  to  an  iron  rod  secured  in  a  vertical  position  at 
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the  bow  of  a  akifi,  and  immersed  to  a  deptli  of  about  2(  feet.  The  skiff,  with  the 
meter  thus  attached,  was  drawn  through  the  water  at  a  uniform  velocity  by  a  man 
walking  or  mnning  with  even  steps,  holding  a  rope  attached  to  the  bow.  The  time 
and  revolntions  ot  the  wheel  were  taken  over  a  distance  of  150  feet  in  most  of  the 
ratings.  A  complete  rating  consisted  of  from  twelve  to  twenty  such  observations,  the 
rate  of  the  skiff  varying  from  three-quarters  of  a  foot  to  10  feet  per  second. 

The  method  of  timing  in  rating  was  as  follows:  When  practicable,  two  ranges  were 
laid  off  at  right  angles  to  the  path  of  the  skiff  and  the  proper  distance  apart.  On 
ead&  of  ^ese  an  observer  was  stationed,  who  called  "  time''  when  the  meter  rod  passed 
his  range.  The  register  and  watch  readings  were  taken  by  the  observer  in  the  skiff 
fn  accordance  with  these  signals.  In  many  of  the  ratings  this  method  was  not  i»rae- 
ticable,  owing  to  the  irregular  shape  of  the  pond.  In  this  case  the  signals  were  given 
on  two  tags  placed  pn  the  rope  used  for  drawing  the  skiff,  ''time"  being  called  as  they 
passed  a  certain  point. 

This  method  was  probably  as  accurate  as  the  former,  as  great  care  was  taken  to 
have  the  rope  stretched  when  the  signals  were  given. 

The  equations  were  derived  from  the  results  of  rating  by  the  method  of  least 
squares  as  furnished  from  the  office. 

Vertical  velocity  curves, — The  observations  for  the  vertical  velocitjr  curves  were 
always  taken  at  some  one  of  the  discharge  stations,  and  in  connection  with  that  work. 
After  completing  the  mid  depth  observations  at  a  station,  when  it  was  desired  to 
take  a  vertical  curve,  the  meter  was  immersed  about  6  incnes,  and  an  observation  of 
one  minute  made.  It  was  then  lowered  successively  a  distance  corresponding  to  some 
whole  number  of  turns  of  the  main  lowering  reel,  and  one  minute's  observation  made 
at  each  point.  This  was  kept  up  until  a  point  was  reached  as  near  the  bottom  as 
it  was  practicable  to  run  the  meter.  The  points  in  the  curves  were  usually  taken 
from  3  to  5  feet  apart.  The  distance  was  obtained  in  feet  by  taking  such  a  part  of 
the  sounding,  as  the  number  of  turns  between  points  was  of  the  whole  number  of 
turns  from  tne  surface  to  the  bottom.  These  observations  were  made  at  different 
discharge  stations  from  day  to  day,  and  as  these  varied  in  position,  there  is  a  com- 
plete distribution  of  the  curves  across  the  river,  including  all  depths  and  Tclocities. 

Transverse  velocity  curves, — The  transverse  velocity  observations  were  made  on  a  range 
located  in  the  first  bend  above  Columbus.  The  range  was  above  the  large  eddy  on 
the  Kentucky  shore,  but  entered  slackwater  on  that  side,  at  high  stages  of  the  nver. 
The  observations  were  made  with  the  meter,  run  in  front  of  the  launch,  not  at 
anchor,  but  held  in  position  with  steam.    The  method  was  as  follows: 

The  meter,  being  clamped  to  its  rod  and  weight  as  previously  described,  was  sna- 

rsnded  by  a  wire  tnat  passed  over  a  pulley  in  the  end  of  a  beam  that  projected  abont 
feet  in  ^ront  of  the  bow  of  the  launch.  The  wire  passed  thence  around  a  reel  on 
the  launch,  by  means  of  which  the  meter  was  raised  and  lowered.  The  launch,  with 
the  meter  thus  arranged,  was  steamed  above  the  range  some  distance,  when  the 
engine  was  checked  and  the  meter  lowered  to  a  position  about  6  feet  below  the  sur- 
face. The  launch  was  now  allowed  to  drop  slowly  to  line.  When  the  flagman,  who 
was  stationed  in  the  bow,  reached  the  range,  he  called  *'  time."  The  register  was 
then  started  and  the  watch  time  noted;  at  the  same  time  the  speed  of  the  engine 
was  increased  sufficiently  to  hold  the  boat  on  range.  After  a  run  of  about  three 
minutes,  during  which  time  the  boat  was  held  as  nearly  in  one  position  as  practicable 
without  anchoring,  the  flagman  was  again  brought  to  range.  He  called  "  time,"  and 
the  register  was  stopped,,  and  its  reading,  with  that  of  the  watch,  taken  and  recorded. 
The  position  of  the  launch  was  located  uy  a  transitman  on  shore,  who  took  his  angles 
on  the  flagman  at  the  drop  of  the  flag.  His  instrument  was  stationed  at  the  end  of 
a  540  foot  base,  laid  off  at  right  angles  to  the  range.  After  and  including  September 
11th  the  angles  were  taken  with  a  goniometer. 

A  set  of  transverse  velocity^  observations  consisted  of  velocities  obtained  as  above 
at  from  30  to  35  points  distributed  at  equal  intervals  across  the  river.  Soundings 
were  also  taken  at  each  station,  as  the  launch  drifted  across  the  range,  and  the  shore 
lines  were  located  in  each  set  of  observations. 

Longitudinal  soundings,— The  longitudinal  soundings  were  made  over  a  reach  of  500 
feet,  extending  250  feet  above  and  below  the  gauging  section.  A  set  of  observations 
consisted  of  from  12  to  15  lines  of  soundings,  made  from  a  floating  skiff  in  the  fol- 
lowing manner: 

The  skiff  having  been  set  adrift  some  distance  above  the  upper  range  of  the  reach, 
the  leadsman  took  his  inwition  in  the  bow,  and  cast  his  lead  m  time  for  the  line  to 
become  vertical  before  reaching  the  range.  As  soon  as  **  time  "  was  called  by  the  flag- 
man, he  commenced  sounding  at  as  short  intervals  as  was  desired,  raising  and  lower- 
ing his  lead  as  much  as  was  required  by  the  irregular  contour  of  the  bed  of  the  river. 
Whenever  in  his  judgment  the  skiff  was  drifting  too  fast  or  too  slow  for  the  lead-line 
to  maintain  its  vertical  position, he  called  out  to  the  boatman  to  "hold  up"  or  "  back," 
saying  ''all  right"  when  the  boa&  was  brought  to  the  proper  position.  The  sound- 
ings were  recorded  by  an  observer  in  the  stern  of  the  skiff,  who  also  noted  the  time 
of  crossing  the  ranges. 
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The  skiff  was  located  by  a  transitman  on  shore,  at  4  points  in  its  path :  on  the  upper 
and  lower  ranges,  and  on  two  ranges  200  and  300  feet  respectively  from  the  npper 
caoge.  By  means  of  back  and  front  signals  on  each  of  the  ranees,  the  flagman  sig- 
naled to  the  observer  at  the  transit  when  the  skiff  was  on  line.  The  angle  was  taken 
on  the  flagman,  who  sat  near  the  leadsman.  From  50  to  150  soandings  were  taken 
on  eadi  line  of  500  feet ;  sometimes  the  number  was  even  greater  in  very  low  water. 
Previous  to  receiving  the  transit,  March  1,  the  boat  was  located  in  only  one  point  of 
its  path,  midway  between  the  second  and  third  ranses,  by  means  of  the  telemeter. 
After  and  including  September  8  the  angles  were  taken  with  a  goniometer,  from  the 
station  previously  occupied  by  the  transit. 

Cran-9eoHan  iovndings, — Frequent  soundings  were  made  of  a  section,  located  in 
Beckwith's  Bend,  12  miles  below  Colnmbus,  for  the  purpose  of  determining  the 
amount  of  scour  or  flll  in  sharp  bends,  corresponding  to  certain  changes  in  the  gauge. 
Hie  soundings  were  all  taken  while  drifting,  either  from  the  launch  or  a  skiff.  From 
66  to  75  soundings  were  made  at  a  time,  distributed  at  equal  intervals  across  the  river. 
They  were  located  by  a  transitman  on  shore,  stationed  at  the  end  of  a  600-foot  base. 
The  angles  were  taken  on  a  flagman,  stationed  near  the  leadsman.  There  was  also  a 
flagman  on  shore  to  give  range.  After  the  transit  was  taken  away  in  Angust,  the 
flonioDieter  was  used  for  taking  the  angles.  It  was  stationed  on  a  new  base  line  of 
1,020  feet  in  length.  In  order  to  ascertain  the  character  of  the  fill,  specimens  of  the 
bottom  were  taken  at  each  sounding  by  means  of  a  soaped  lead. 

IH8TRUMXNT8  CONSTRUCTED. 

Tslemeier. — ^Previous  to  March  1  no  transit,  sextant,  or  level  had  been  furnished 
the  party.  It  was  therefore  oecessary  to  contrive  some  means  by  which  observation 
stations  could  be  located;  This  necessity  gave  rise  to  the  coustmction  and  use  of 
what  has  been  denominated  the  telemeter.  It  consisted  of  a  wooden  box,  having 
two  of  its  faces  parallel  trapezoids,  two  of  them  inclined  rectangles,  the  remaiDing 
two,  the  ends,  being  parallel  rectangles.  The  inside  dimeusions  were  about  as  fol- 
lows: leagth,  2  feet;  cross-section  at  the  smaller  end,  2  by  3  inches;  cross-section  at 
the  larger  end,  2  by  10  inches.  At  the  smaller  end  of  the  box  was  an  eye-piece,  which 
ooosisted  of  a  cylindrical  block  of  wood  with  a  small  apertare  or  peep-hole. 

In  the  larger  end  was  a  longitudinal  opening  the  fall  width  of  the  box  and  about 
4  inch  in  width.  It  occupied  the  middle  line  of  the  end  of  the  box,  and  throngh  it 
distant  objects  could  be  seen  by  looking  through  the  eye-piece.  Inside  the  box  was 
a  sliding  reticule  that  contained  a  pair  of  fine  parallel  wires.  It  was  arranged  to 
slide  along  the  central  line  of  the  inclosed  space  and  from  one  end  to  the  other.  On 
top  of  the  reticule  was  an  upright  post  that  moved  in  an  opening  in  the  upper  face  of 
the  box,  and  terminated  in  a  rectangular  block  of  wood  that  moved  along  on  top  of 
the  box.  This  was  used  as  a  vernier  pieces  The  top  of  the  box  was  graduated  so 
that  by  means  of  the  vernier  the  instrument  could  be  read  to  single  feet.  The  grad- 
uation was  made  in  the  following  raaniier :  Two  signals  were  erected  at  a  distance  of 
50  feet  apart.  The  distance  was  arbitrarily  chosen  as  the  most  convenient.  From 
the  middle  point  of  the  line  joining  the  signals  a  perpendicular  was  laid  off.  On  this 
two  points  were  located,  one  400  feet  and  the  other  1,200  feet  distant.  At  each  of 
the  points  there  was  made  a  series  of  observations  to  determine  the  exact  location  of 
the  400  and  1,200  foot  marks  of  the  graduation  on  top  of  the  box.  In  each  of  these 
observations  the  box  was  held  so  that  the  signals  could  be  seen  when  looking  through 
the  x>«^P-ho]o  with  the  eye  conveniently  near  it.  The  reticule  was  then  moved,  if 
necessary,  by  taking  hold  of  the  Vernier  piece  on  top,  until  the  wires  were  brought, 
respectively,  in  line  with  the  signals.  The  position  of  the  zero  of  the  vernier  was 
then  marked  on  the  box. 

The  mean  of  all  the  observations  made  in  this  way  was  taken  as  the  mark  of  grad- 
uation sought.  Having  found  the  400  and  the  1,200-foot  marks,  the  remaining  nun- 
dred-foot  marks  were  obtained  by  dividing  the  space  into  8  equal  parts.  Each  of  these 
spaces  was  subdivided  into  10  equal  parts  for  the  10-foot  marks. 

The  graduation  for  distances  less  than  400  feet,  and  greater  than  1,200  feet,  was 
made  by  actual  measurement  with  a  scale,  the  spaces  being  proportional  to  the  dis- 
tances. In  order  to  use  the  telemeter  in  meattoring  distances  on  the  river,  signals 
were  put  up  on  both  shores,  at  a  distance  of  50  feet  apart.  Back  signals  were  erected 
so  that  the  observer  could  tell  when  ho  was  midway  between  the  ranges,  that  being 
necessary  to  perfect  accuracy.  A  slight  deviation  either  way  made  no  appreciable 
error  in  long  distances.  To  measure  a  distance,  the  observer  brought  the  box  to  a 
horizontal  position,  the  wires  then  being  vertical.  Placing  his  eye  at  the  peep-hole, 
he  swnng  the  box,  if  necessary,  until  the  signals  came  into  the  field  of  view.  He 
then  moved  the  sliding  vernier  on  top  of  the  box,  until  the  wires  were  brought  in 
line  respeolively  with  the  signals.  Being  careful  not  to  move  the  vernier,  he  lowered 
tiie  box  Bufllciently  to  read  the  distance.  The  instrument  was  not  capable  of  measur- 
ing distances  greater  than  about  1,600  feet  with  accuracy.  For  this  reason,  signals 
were  placed  on  both  shores  and  measurements  made  each  way.  The  accuracy  with 
which  distances  could  bo  measured  with  the  telemeter,  depended  upon  the  stability 
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of  the  obseryeT'spoftitfon,aiid  the  conBequeot  nicetv  with  which  the  wires  conld  be 
brought  into  line  with  the  signals.  In  windy  weather  this  was  somewhat  difficult, 
but  great  skill  was  acquired  by  practice,  and  a  very  close  approximation  coold  be 
obtamed  at  all  times.  Mnch  greater  accuracy  could  be  obtained  on  land,  when  a  stable 
rest  could  be  had.  and  it  was  possible  to  measure  distances  accurately  to  within  3  feet. 

GoniofiM^.— Tnis  was  a  plane  table  with  a  revolving  alidade,  and  was  arranged  for 
centering  by  means  of  a  plumb-bob  attached  beneath  the  point  of  revolution.  This 
point  was  taken  as  the  center  of  an  arc  described  on  the  table  with  a  radius  of  25 
inches.  Angles  were  taken  with  the  goniometer  by  measuring  the  chords  of  the  in- 
eluded  arcs.  The  angle  corresxK)nding  to  a  measured  chord  was  taken  from  Gilleepie^s 
tables.  Any  point  in  the  arc  conld  be  taken  for  the  asero  point,  and  the  chords  meas- 
ured from  it.  This  was  a  matter  of  great  convenience  in  setting  up  the  instrument. 
To  measure  an  angle  on  a  moving  obiect,  the  eve  was  brought  to  the  peep<4ight  and 
the  alidade  revolved  so  as  to  keep  the  vertical  wire  in  line  with  the  object.  When 
the  signal  was  given,  the  motion  was  8top]>ed,  and  the  intersection  of  the  line  of  sight 
with  the  arc  markea  with  a  well  sharpened  pencil.  The  chord  was  then  measured 
with  a  triangular  scale.  If  the  chord  was  too  long  for  the  scale,  the  included  are  was 
divided  into  two  or  more  parts,  and  the  sum  of  the  corresponding  angles  taken.  This 
prevented  the  use  of  a  ruler  being  necessary.  Under  favorable  conditions  a  tolerably 
close  degree  of  approximation  could  be  attained  with  the  goniometer. 

Bemanc8, — On  the  11th  of  October  instructions  were  received  to  turn  over  to  my 
recorder,  J.  H.  Field,  all  instructions  and  enpneering  property,  and  report  at  Saint 
Louis  at  the  earliest  convenience  for  other  duties.  The  remainder  of  the  observations, 
which  were  continued  till  November  25th,  were  in  chaige  of  Mr.  IHeld,  who  for  some 
time  previous  had  conducted  the  field-work  of  the  discharge  observations. 

After  the  meter  came  into  constant  use  in  March  the  field-work  did  not  require  the 
fdU  attention  of  both  assistant  and  recorder.  After  that  date  a  large  part  of  the 
assistant's  time  was  occupied  in  computing  discharges  and  doing  other  office  work. 
At  the  time  of  leaving  the  work  the  discharges  had  been  computed  up  to  date,  with 
the  exception  of  about  8  weeks.  The  remamder  of  the  computations  were  made  in 
the  office  under  your  immediate  supervision.  At  the  time  of  leaving  the  work  none 
of  the  not^  in  connection  with  velocity  cnrves  and  cross-section  and  longitudinal 
soundings  had  been  reduced,  excepting  one  set  of  longitudinal  soundings,  which  had 
been  plotted  and  a  tracing  made. 

The  success  of  the  work  depended  largely  upon  the  ability  to  make  the  best  use  of 
the  means  at  hand  for  accomplishing  a  particular  purpose.  The  more  inadequate  the 
means,  the  greater  the  dexterity  of  judgment  required. 

The  most  perplexing  problems  often  presented  themselves,  inasmuch  as  the  magni- 
tude of  the  work  was  probably  underestimated  in  the  outset.  The  greatest  exertion 
was  made  to  obtain  the  best  results  possible  with  the  iQcthods  employed.  Much  de- 
pended upon  the  individual  members  of  the  party,  who,  with  few  exceptions,  were 
always  prompt  and  true  to  duty.  They  were  J.  H.  Field,  recorder :  H.  A.  Wilson, 
steersman ;  W .  J.  Wilder,  engineer ;  John  Y .  Bandy,  A.  J.  Wilder,  and  John  Q.  Hamil- 
ton, boatmen. 

Respectfully  submitted. 

J.  H.  DAYia, 

AMtUttmt  Hmgimeer, 

First  Lieut.  Sboth  S.  Leach, 

Secretary  Mississippi  Biver  Commission. 

Discharge  ObservaUons,  ChJumbus,  Ky. 

The  discharge  computations  for  this  station  were  made  in  the  field,  and  b^  the  fol- 
lowiuff  method,  viz :  The  cross-sections  and  positions  of  velocity  observations  were 
plotted  on  cross-section  paper,  the  cross  sections  divided  into  partial  sections  and  their 
areas  determined  by  counting  the  squares. 

The  meter  velocities  were  dotermmed  by  ratings  frequently  taken. 

Sod  float  velocities  were  reduced  by  Francis'  formula.  Many  of  the  abrupt  changes 
in  area  are  probably  due  to  change  in  method  of  taking  observations;  a  change  in 
method  usually  resulting  in  a  marked  change  in  the  number  and  position  of  the  cross- 
section  soundings,  and  often  in  the  values  of  the  soundings  themselves.  The  largest 
number  of  soundings  were  taken  in  rod-float  observations. 

The  gauge  readings  on  ''discharge  days''  are  mean  readings  for  the  time  occupied  in 
taking  observations.  On  '*no  discharge  days''  the  noon  reading  is  recorded;  noon 
being  about  the  mean  time  of  field  observations. 

Datum  plane  was  taken  at  a  gauge  reading  of  102.627  feet. 

Datum  widthf  2,694  feet. 

Datum  area  191,880  square  feet,  as  observed  on  February  28. 

Datum  areas  for  other  days  were  determined  by  successively  adding  and  subtracting 
scours  and  fills. 

Jfsan  djmth  was  determined  by  dividing  water  area  by  water  width,  and  datum  depth 
by  a  similar  process. 
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Officb  Mississippi  Rivkr  CoicMiBsmN, 

Saint  Lama,  Mo.,  Juljf  16, 1883. 

Sir  :  In  aooOrdanoe  with  your  letter  of  April  36  inoloeinff  a  copy  of  a  letter  from  the 
president  of  the  River  Commission,  I  have  the  honor  to  suomit  the  following  report  as 
on  appendix  to  my  report  on  the  Columbus  observations: 

The  information  requested  was  an  opinion  as  to  the  relative  accuracy,  reliabililty, 
and  economy  of  the  methods  of  gauging  by  double  floats,  by  a  vertical  rod,  and  by  a 
meter,  with  suggestions  as  to  improvements  in  the  methods  used. 

Belaiive  accuracy. — This  part  of  the  subject  will  be  considered  by  first  pointing  oat 
some  of  the  sources  of  inaccuracy  in  the  different  methods,  and  then  drawing  some 
conclusions  as  to  the  adaptability  of  each  to  certain  conditions. 

I.  Method  by  double  floats.  There  are  two  probable  sources  of  error  in  this  method : 
flret,  the  necessity  of  assuming  the  mean  velocity  in  a  vertical  plane  at  some  fixed 
depth,  corrected,  perhaps,  by  some  given  formula:  and,  second,  the  possible  inability 
to  measure  the  velocity  correctly  at  the  assumed  depth. 

(1)  By  an  examination  of  observations  made  on  velocities  in  a  vertical  plane,  it  is 
found  that  there  is  no  fixed  relation  between  the  velocities  at  different  depths.  This 
is  especially  the  case  in  silt-bearing  streams,  such  as  the  Lower  Mississippi,  where  the 
conditions  are  so  numerous  and  unstable.  Ajiy  method  of  determining  a  mean  velocity 
in  a  vertical  plane  must  therefore  provide  for  measurinsr  it  in  a  great  number  of  points 
in  that  plane,  if  perfect  accuracv  be  desired.  The  double-float  method,  which  provides 
for  measuring  the  velocity  in  but  one  point  in  the  vertical,  can  lay  little  claim  to 
accuracy,  when  viewed  from  a  theoretical  standpoint.  It  is  believed  that  the  results, 
if  closely  examined,  will  also  fall  behind  when  viewed  from  a  practical  standpoint. 
The  experiments  made  with  the  meter,  in  determining  vertical  curves,  will,  when 
reduced,  furnish  additional  information  on  this  subject.  It  is  believed  that  they  will 
show  material  variations  from  day  to  day  in  the  relative,  velocities  in  a  vertical  plane, 
especially  where  bottom  changes  are  going  on.  If  so,  no  method  can  be  relied  on  for 
perfect  accuracy  that  takes  into  account  only  a  small  part  of  the  vertical  section. 

(2)  There  is  also  some  doubt  as  to  the  accuracy  with  which  a  velocity  at  auy  par- 
ticular depth  can  be  measured  by  the  double-float  method.  During  the  observations 
made  at  Fulton.  Tenn.,  by  Assistant  W.  H.  Powless,  it  was  my  duty  for  several  montlft 
to  give  personal  attention  to  the  manipulation  of  the  floats.  It  gave  an  excellent 
opportunity  for  observing  their  movements  in  water.  I  was  led  to  believe  that  at 
times  the  surface  and  sub&urface  parts  were  acted  upon  by  almost  opposite  forces. 
At  times  the  surface  float  would  be  suddenly  drawn  to  right  or  left,  in  which  case- it 
would  be  considerably  inclined  and  partially  immersed.  Sometimes  it  would  incline 
backward  or  forward.  In  each  of  these  cases  the  surface  float  had  a  powerful  influ- 
ence in  retarding  or  accelerating  the  sob-float,  the  velocity  of  the  former  not  repre- 
senting the  correct  velocity  of  the  water  in  the  vicinity  of  the  latt«r.  The  above 
indications  were  frequently  noticeable  in  high  water.  Sometimes  also  in  high  water 
the  subfloat  was  apparently  held  up,  the  assumed  immersion  not  being  reached. 
This  was  shown  by  the  fact  that  several  feet  of  wire  were  sometimes  taken  in  before 
there  was  auy  appreciable  weight  of  the  subfloat.  By  an  examination  of  the  vertical 
velocity  observations  at  Fulton,  Tenn.,  it  will  be  found  that  in  the  sets  in  which  two 
or  more  floats  were  run  at  the  same  depth  the  velocities  differ  from  1  to  15  per  cent. 

In  these  observations  the  boat  was  anchored,  and  the  floats  all  started  from  the 
same  point,  their  paths  varying  but  slightly  across  the  ranges.  The  Fulton  observa- 
tions have  been  selected,  inasmuch  as  they  are  probably  the  best  that  have  been  made 
with  double  floats  on  the  Mississippi  River 

II.  Method  by  rod-floats.  Within  certain  limits  of  depth  the  vertical  rod  is  well 
adapted  to  measuring  the  mean  velocity  accurately,  being  acted  upon  by  the  whole 
body  of  water  in  a  vertical  plane.  Where  the  float  can.be  run  of  sufficient  length  to 
nearly  touch  bottom,  there  is  but  a  small  source  of  error  due  to  the  corrections  to  be 
made.  Where  due  care  is  taken  in  the  manipulation,  allowing  full  time  for  the  float 
to  acquire  a  uniform  movement  and  erect  position  before  entering  upon  its  measured 
path,  little  variation  should  be  expected  from  a  series  of  observations  in  the  same 
plane.  A  very  small  per  cent,  of  variation  was  found  in  the  observations  made  with 
the  plant  at  Grafton,  III.,  where  six  rods  of  the  same  length  were  mo  from  each  sta- 
tion.   As  to  the  two  methods  of  locating  instrumen tally,  and  obtaining  the  length  of 

Sath  by  the  plant,  used  on  the  Upper  Mississippi,  the  latter  is  preferable  where  the 
epth  does  not  exceed  about  25  feet|  beyoud  that  depth  there  is  difficulty  in  putting 
out  the  float  so  as  to  acquire  its  equilibrium  before  entering  upon  the  measured  path. 
A  rod-float  of  more  than  35  or  40  feet  in  length  can  not  be  handled  successrnlly. 
Hence  for  river  depths  greater  than  about  40  feet,  the  method  loses  in  accuracv. 
The  same  obiection  then  comes  in  that  has  been  presented  in  connection  with  double 
floats,  viz.,  that  only  a  part  of  the  vertical  velocity  section  is  measured. 

III.  Method  by  the  current  meter.  There  is  a  good  deal  of  room  for  improvement 
in  the  current  meter  for  effective  work  on  the  Lower  Mississippi.  Some  improvement 
has  no  doubt  been  made  recently  in  this  direction.    My  experience  is  confined  to  the 
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Ellis  meter.  The  chief  objection  to  the  method  as  used  by  me  rests  with  the  instm- 
ment  itself.  The  objection  presented  to  the  rod-float  and  the  doable-float  methods 
does  not  find  a  place  in  the  method  with  the  meter.  lb  is  posbible  to  obtain  results 
at  a]l  depths  in  a  vertical  plane  within  reasonable  limits.  The  only  question  that 
remains  is  the  accuracy  with  which  a  Telocity  can  be  measured  at  any  particular 
depth.  Under  certain  conditions  great  accuracy  may  be  attained  with  the  Ellis  meter. 
In  a  clear  stream,  of  not  too  great  velocity  or  depth^  the  meter,  bavins  been  carefully 
adjusted  and  rated,  will  do  accurate  work,  and  will  contmne  to  so  long  as  the  fric- 
tion remains  constant.  It  is  easily  handled,  with  suitable  plant,  and  can  be  relied 
on.  But  in  such  a  stream  as  the  Mississippi,  at  high  water,  with  its  great  depth  and 
velocity,  its  silt  and  floating  material,  the  instrument  is  entirel^^  unsuited  to  the  work. 
That  a  constant  friction  cannot  be  maintained  under  such  conditions  can  hardly  admit 
of  a  doubt  to  any  one  who  has  had  an  extended  experience.  There  is  nothing  to  pre> 
vent  the  journal-box  from  catching  fine  particles  of  sand,  that  not  only  increase  the 
friction  at  the  time,  but  produce  a  constant  wearing  effect  that  results  in  a  perma- 
nent increase  of  friction.  The  mercury  contact,  as  used  at  Columbus,  is  another 
source  of  variable  friction,  on  account  of  certain  parts  of  it  that  catch  the  sedimeut,  a 
slight  binding  effect  being  the  result.  This  change  of  friction  can  be  detected  by 
holding  the  instrument  in  the  wind  at  frequent  intervals  during  a  set  of  observatious. 
The  velocity  of  wind  required  to  turn  the  wheel  will  be  found  to  vary  materially.  A 
thorongh  cleansing  will  often  remove  the  difficulty  temporarily.  These  differences  of 
friction  are  not  to  oe  found  in  the  equations,  as  the  meter  was  always  rated  in  clear 
water.  The  Ellis  meter  is  very  delicate,  and  is  subject  to  be  entirely  destroyed  by 
floating  logs.  From  my  experience  I  think  it  possible  to  construct  a  meter  that  wiU 
be  free  from  most  of  the  imperfections  mentioned. 

There  is  a  considerable  source  of  error  in  using  any  meter  without  anchoring.  This 
is  especially  the  case  in  windy  weather,  when  it  is  impossible  to  avoid  lateral  move- 
ment. The  rate  of  the  meter  is  increased  by  a  movement  in  either  direction  ;  hence 
there  is  no  way  of  compensation.  This  error  is  likely  to  be  considerable  with  a 
strong  wind  and  slow  current.  For  instance,  a  movement  of  a  hundred  feet  would 
not  be  unreasonable,  with  a  brisk  wind,  during  a  five-minute  observation.  That 
would  correspond  to  about  twenty-five  revolutions  of  the  meter- wheel,  an  average  of 
five  revolutions  per  minute.  If  the  meter  should  make  but  thirty  revolutions  per 
minute,  not  an  unreasonable  supposition,  the  error  would  be  20  per  cent.  Such  erroi-s 
might  DC*  practically  avoided  by  locating  the  position  of  the  boat  as  frequently  as 
possible,  and  correcting  the  velocities  accordingly.  The  error  from  this  source  dimin- 
ishes as  the  velocity  increases. 

CoRc/iimaitti.— Of  the  three  methods,  the  double  float  is  considered  the  least  accurate, 
bat  capable  of  producing  fair  resulte  in  a  stream  of  even  banks  and  bed.  In  a  clear 
stream  of  limite<l  depth,  the  methods  by  rod-floats  and  meter  are,  perhaps,  equally 
accurate ;  when  sedimeut  is  contained  in  any  considerable  quantity,  the  former  of 
these  is  preferable.  At  high-water  stages  on  the  Lower  Mississippi  none  of  the 
methods  can  be  relied  on  for  perfect  accuracy.  In  extreme  high  water  rod-floats  are 
eonsidered  preferable  to  the  Ellis  meter.  I  have  no  doubt  but  that  a  meter  may  be 
BO  constructed  and  manipulated  as  to  do  comparatively  accurate  work  at  all  stages 
in  the  Lower  Mississippi. 

Reliability. — ^As  to  the  reliability,  the  method  by  rod-floats  seems  to  have  the  ad- 
vantage, although  that  with  the  meter  may  be  equally  ^ood  within  limits.  From  the 
facts  already  presented,  the  double-float  method  is  considered  very  unreliable  at  high- 
water  stages,  and  reliable  only  in  a  limited  degree  at  all  stages. 

Economy,— When  an  anchorage,  similar  to  that  employed  on  the  Upper  Mississippi, 
can  be  used,  the  methods  by  rod-float  and  current-meter  are  equally  expensive,  either 
one  being  less  so  than  that  by  double  floats.  Free  rod -floats  and  double  floats,  located 
instrumentally,  are  equally  expensive.  In  high  water,  when  the  use  of  a  launch  is 
necessary,  the  method  by  meter  is  the  cheapest  method  of  all. 

No  suggestions  as  to  Improvements  will  be  offered. 

Beepectfully  submitted. 

J.  H.  Davis, 
Astisiant  Engineer, 

First  Lieut.  Smith  8.  Lbach, 

Secretary  Mieeiae^pi  Biver  Commieeion. 


3.— At  Helena,  Ark.,  F.  A.  Yeaobr,  Abbistant  in  Charge. 

HoTCHKiss,  Tenn.,  June  12,  1883. 
Sir:  In  reply  to  your  letter  containing  instructions  from  president  of  Commission 
concerning  reports,  A^c,  of  different  methods  of  ganging,  I  have  to  say  that  I  did  not 
work  up  my  notes  at  Helena,  so  know  nothing  of  the  results.    During  the  latter  part 
of  my  stay  there  I  ran  rod-floats  and  the  meter  at  the  same  time. 
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These  observatioDs  show  truly  the  comparative  aconracy  of  the  methods.  In 
runniDg  rods  I  nsed  the  *'  plant"  from  stem  of  laaaoh.  This  can  be  done,  without 
loBS  of  time,  while  the  meter  observations  are  being  recorded.  The  plant  is  easily 
towed  by  placing  the  bnoyed  end  in  a  skiff.  The  lannch  I  had  at  Helena  waa 
admirably  adapted  to  the  use  of  ganging,  and  I  found  it  perfectly  safe  at  all  times. 
Very  respectfully,  your  ob^ent  servant, 

F.  A.  Tbagkb, 

AB9i8tant  Engineer. 
First  Lieut.  Smith  S.  Leach, 

Secretary  Atieeieaippi  Biver  Cammiseion. 

Discharge  obeervoHane,  Selena^  Ark, 

The  method  of  computing  discharges  at  Helena,  Ark.,  was  as  follows : 

The  cross-sections  were  plotted  on  cross- section  paper,  and  their  areas  found  by 
counting  squares.  Scale,  450  feet  horizontal,  20  feet  vertical,  per  square  or  inch. 

The  poeitione  of  floats  or  meter  were  plotted  on  the  cross-sections,  and  the  area  divided 
into  partial  areas,  the  dividing  lines  being  placed  so  as  to  give,  as  nearly  as  possible, 
a  uniform  depth  to  each  partial  area,  or  so  that  the  depth  at  the  velocity  positions 
should  be  about  the  mean  depth  of  the  partial  areas. 

The  maximum  velocity  was  usually  found  at  a  depth  considerably  less  than  the  maxi- 
mum. 

The  velocities  determined  with  rod-floats  were  corrected  and  reduced  by  Francis's  form- 
ula— 


-['-"</-i-'-»')] 


In  which  v"  =  reduced  velocity,  v  =  observed  velocity,  S  =  sounding,  and  I  =  im- 
mersion of  rod. 

The  meter  ratings  were  applied  as  directed  in  the  field-notes. 

The  datum  plane  was  taken  at  the  highest  gauge  reading,  47.10  feet,  on  March  8. 

The  area  of  March  8  was  taken  as  datum  area,  and  all  others  obtained  by  successively 
adding  and  subtracting  scours  and  fills. 

Gauge-readings  are  means  of  readings  taken  at  6  a.  m.,  12  m.,  and  6  p.  m. 

Gauge  same  as  used  by  Major  Benyaurd. 

Mean  depth  obtained  by  dividing  water  area  by  water  width. 

Mean  datum  depths  obtained  by  dividing  datum  areas  by  datum  width  (=  49.10  feet). 

Maximum  depth  copied  from  cross-section  soundings  in  note-books. 

The  widthj  for  dates  on  which  no  measurements  were  made,  were  derived  from  a 
curve  obtained  by  plotting  the  measured  widths  to  gauge. 

Mean  velocity  obtained  by  dividing  discharge  by  water  area. 

#  ••#  «  •  • 

Discharges  marked  ''Obs.  incomplete"  are  nearly  all  computed  on  cross-sectibns  of 
an  earlier  or  later  date,  corrected  for  gauge. 

In  some  cases  velocities  were  also  substituted  from  other  dates ;  especially  forpartial 
areas  at  the  ends  of  the  sections  or  **  end  areas." 

The  failure  to  determine  the  width  accurately,  the  lack  of  soundings  near  the  river 
banks  and  on  their  slopes,  and  the  lack  of  velocity  observations  near  the  banks,  are 
sources,  in  some  instances,  of  inaccuracy  in  the  results. 
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4.— At  Hays'  Landing,  Miss.,  Homer  P.  Rttteb,  Assistant  in  Ohakov. 

None.— AHBiBtant  Ritter  has  a  report  in  coarse  of  preparation,  bnt  the  necessity  for 
hiB  aervices  in  other  branches  of  work  has  delayed  its  completion.—S.  S.  L. 

DMuarge  oifwrvaliana  Haytf  Landing,  Miu, 

In  filling  oat  the  accompanying  blanks  for  this  station,  the  mean  gaage,  water 
area,  sooar  and  fiU.  mean  velocity,  discharge,  direction  of  wind  and  method  were 

copied  from  MS.  1^,  Assistant  H.  P.  Bitter, 
c./. 

Temperatare  of  the  air  is  the  mean  of  three  readings  taken  each  day  at  6  a.  m.,  12 
m.,  and  6  p.  m.    Copied  from  note-book  890.  j, 

baUcm  was  taken  at  a  gauge  reading  of  38  feet  and  a  snrface  width  of  2,770  feet. 

Daiitm  oTta  for  this  gaage  and  width  was  obtained  from  the  water  area  of  March  15 
by  applying  the  increase  of  area  due  to  the  difference  in  gauge  readings.  This  gives 
for  datam  area  169,015  square  feet. 

Daittm  area  for  January  2  was  next  obtained  by  adding  to  the  water  area  of  this 
date  the  area  obtained  by  multiplying  the  mean  of  datum  surface  width  and  surface 
width  of  January  2,  by  the  difference  between  the  gauge  reading  on  January  2  and 
eleyation  of  datum  plane,  i.  e.,  38  feet. 

Datum  area,  as  thus  obtained,  for  January  2=158781. 

Sitb99quent  daiiam  areoB  were  obtained  by  the  successive  addition  or  subtraction  of 
the  scours  and  fills. 

Mwn  depth  was  obtained  by  dividing  the  water  area  by  the  water  width. 

if(NM  datum  depth  was  obtained  by  dividing  the  datum  area  by  datum  width. 

Manmum  depth  was  copied  from  field  notes  Ko.ti88,  andis  the  deepest  actual  sound- 
ingtaken. 

Miae  for  January  2  was  obtained  by  taking  the  difference  between  the  gauge  read- 
ing on  January  1  at  12  m.  and  the  mean  gauge  for  January  2. 

BUe  or  fall  between  any  other  two  consecutive  days  is  obtained  by  taking  the  differ- 
ence of  the  mean  gaage  readings  for  those  days. 

(       M=MeteT. 

In  column  headed  "method " <       R=Rod  floats. 

i  D.  F==Doable  floats. 

The  maimer  of  computing  partial  areas,  the  manner  of  dividing  the  section  into 
partial  areas,  and  of  distributing  velocities,  is  as  follows : 

Commenoing  at  the  shore  line,  the  notes  read  thus— 

H-50 
Station.... <2 

\r 

d^c. 

The  stations  marked  1, 2,  3,  Ac,  are  meter  stations,  while  at  the  other  stations 
sounding  only  were  taken.  The  fiirst  partial  area  is  from  1  to  2-|-50,  the  velocity  for 
this  partial  area  being  observed  at  2. 

The  second  partial  area  is  from  2-f  50  to  3-f-50,  the  velocity  for  this  partial  area  being 
observed  at  3;  and  so  on. 


Ike  partial  areae  were  computed  from  the  recorded  soundings. 

Sum  of  partial  area  =  total  area.  Partial  area  multiplied  by  its  velocity  =s  partial 
discharge. 

Sum  of  partial  discharges  =  total  discharge. 

Total  dischtfge  dividcNl  by  total  area  =  mean  velocity. 

Seowr  or  Jill  is  the  difference  between  the  water  area  as  observed,  and  that  as  com- 
puted from  the  change  of  gauge. 
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2ff36      REPORT   OF  THE   CHIEF  OF  ENGINEERS,  U.  8.  ARHT. 
Ai-*At  Bsd  Rivxb  Lakbino  A2n>  Head  of  thx  Atchafat«aya,  John  Ewbri, 

ASSISTAIfT  W  CHABGE. 

Office  UiBSXBSim  Rivsb  Coioaflsioir, 

iSffini  Xoiiit,  Mc^Jvme  16, 1863. 
8iR :  I  baye  tbe  honor  to  inform  yon  that,  in  accordance  with  yonr  mstmetion,  I 
left  Saint  Lonis  with  my  party  for  Red  River  Landing,  Loaiaiana,  on  NoTemher  26^ 
1861.    I  arrived  at  my  destination  with  party  on  the  morning  of  Deoember  3, 1881. 
Preparations  were  immediately  made  for  beginning  the  discharge  work.    Everything 
else  was  sacrificed  to  meet  this  end,  as  I  desired  to  obtain  as  large  a  range  of  discharge 
measurements  at  the  different  stages  of  the  river  as  possible.    In  view  of  this  objective, 
the  elaboration  of  details  of  the  other  work  was  left  until  the  discharge  work  was 
fully  inaugurated.    On  day  of  arrival^  an  exhaustive  reconnaissance  was  made  for  the 
purpose  of  selecting  suitable  discharge  sections.    After  sounding  a  nnmber  of  sectiona, 
a  section  located  about  200  feet  below  the  warehouse  at  Red  River  Landing  was  se- 
lected for  gauging  tbe  Mississippi.     The  section  for  gaugins  the  Atchafalaya  is  loca- 
ted at  Merrick,  about  3,000  feet  from  head  of  the  river.    The  section  in  Old  River  ia 
situated  about  one  mile  from  its  juncture  vith  the  Mississippi.    The  section  on  Red 
River  is  situated  about  1^  miles  from  its  passage  into  Old  River.    All  of  these  eectiona 
presented  tbe  usual  and  requisite  qualifications  of  a  good  discharge  section,  the  fore- 
most amongwbich  were  high  banks,  and  freedom  fh)m  eddies  and  other  disturbing 
elements.    The  section  in  a  bend  for  transverse  velocity  curve  work  was  located  in 
''BrunetteBend,"21  milesbelow  Red  River  Landing  and  3  miles  above  New  Texas.   The 
regular  serial  work  covered  by  my  instructions  necessitated  the  gauging  of  the  Mis- 
sissippi daily  with  but  one  exception,  the  exception  being  the  day  allotteaeach  month 
for  work  in  the  bend.     The  Atchafalaya  was  to  be  gauged  not  less  than  once  a 
week,  and  daily  with  the  Mississippi,  ifpossible.    The  party  succeeded  in  gauging  both 
rivers  daily  during  the  entire  flood.    When  the  rivers  reached  the  ordinary  stage,  the 
Atchafalaya  was  gauged  weekly,  which  was  thought  to  be  sufficient.    In  connection 
with  the  work  mentioned  above,  the  party  gaug^  Red  and  Old  Rivers,  also  Bayoa 
des  Glaises.    During  the  flood,  the  Grand  cut-off  and  Bayou  des  Glaises  were  examined. 
The  bend  section  was  worked  monthly.    lustructions  to  perform  bend  work  were  not 
given  the  party  until  some  months  after  entering  the  fiela.    Observations  were  taken 
m  Old  River  as  often  as  necessary  to  determine  the  direction  of  flow  with  reference 
to  the  Mississippi.    The  party  carried  out  completely  and  successfully  not  only  tbe 
detail  work  ^ven  above,  but  did  a  vast  amount  of  additional  work,  such  as  rating 
meters,  making  experiments  to  compare  the  meter  with  other  plans,  &e.     The 
amount  of  field-work  done  may  be  briefly  summarized  as  follows :  A  total  of  310 
discharges   were    measured,  227    of    which    were   measured   on   the   Mississippi, 
78  on  the  Atchafalaya,  3  on  Old  River,  1  on  Red  River,  and  1  on  Bayon  des  Glaises; 
the  bend  section  was  worked  6  times ;  a  large  number  of  vertical  curves  of  velocity 
were  also  taken.    The  work  of  establishment  having  been  completed,  the  regular  dis- 
charge work  was  begun  on  Deoember  13th,  1881,  and  continuea  without  interruption 
from  this  date  until  the  close  of  the  work  in  November,  1882.     The  work  during  the 
great  flood  was  carried  on  under  the  most  adverse  circumstances  imaginable.    The  ob- 
serving stations  had  to  be  built  above  the  water ;  the  transit  station  was  built  in  water 
over  ten  feet  deep.    The  platforms  for  the  observers  at  the  lining-in  stations  were  bnilt 
in  trees.  By  working  in  this  manner,  the  party  continued  the  wo&  without  interruption 
during  the  entire  flood,  thus  securing  a  complete  and  reliable  set  of  discharge  observar 
tions  which  will  be  of  inestimable  vfuue,  as  they  cover  the  greatest  flood  discharge  ever 
measured  on  the  Mississippi  River.   It  was  the  intention  originally  to  do  all  the  veloc- 
ity work  with  the  meter,  but  the  late  arrival  of  the  steam  launch,  and  some  unavoid- 
able delays,  caused  by  losing  some  of  the  connecting  parts  of  the  meter,  made  it  nec- 
essary to  resort  to  float  methods  until  the  meter  could  be  employed  permanently. 
The  regular  plan  of  conducting  the  discharge  work  was  as  follows :    The  cross-section 
was  first  sounded.    Every  sounding  was  located  by  an  angle  deflected  from  a  1.000- 
foot  base-line  situated  at  right  angles  to  the  cross-section  Bne.    Between  90  ana  100 
soundings  were  taken  daily.    The  soundings  were  taken  from  the  Immch,  the  launch 
running  up  above  the  section  line,  then  drifting  back  to  take  the  sounding.    When 
above  the  line,  the  recorder  on  board  held  a  signal  flag  above  his  head  until  on  exact 
liue,  when  it  was  dropped  quickly,  this  being  the  signal  for  the  transit-man  on  shore 
to  take  the  angle  locating  the  sounding.    On  every  tenth  sounding  a  red  flag  was 
raised,  as  a  check  on  the  work  of  shore  and  launch  party.    The  tangent  of  each  angle 
was  worked  out  as  it  was  taken,  thus  giving  the  distance  apart  of  the  soundings,  and 
showing  at  once  any  gaps  that  ii  iffht  exist.    By  this  means',  errors  were  eliminated 
at  once  in  tbe  field.    This  system  of  sonnding  should  be  regarded  as  conventional.   I 
can  conceive  of  no  other  plan  equal  to  it,  as  you  locate  each  sounding  lost  where  the 
leadsman  happens  to  cast  his  lead.    And  where  such  a  lar^e  nnmber  of  aoundings  are 
taken  as  at  the  Red  River  Landing  station,  you  will  durmg  a  series  of  days'  work 
touch  nearly  all  points  of  the  section.    If  the  fixed  signal  syiSem  were  employed,  yon 
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toneb  simply  the  same  stations  and  yon  know  nothing  of  the  changes  that  are  taking 
pUoe  between  them.  For  sonnding  at  this  station,  light  leads  and  lines  were  nscd  in 
prefereDce  to  the  nsually  heavy  ones  employed. 

The  velocity  work  with  float«  was  performed  in  the  following  manner :  The  floats 
iren  timed  over  a  100-foot  path ;  the  transit  of  float  over  the  ranges  inclosing  this  path 
iTM  located  with  transit,  tlie  bases  of  location  being  1,000  and  1,100  feet  fornpper  and 
lower  ranges  respectively.  At  the  section  lines  a  very  satisfactory  snbstitote  for 
traosits  to  line  the  floats  was  used.  It  consisted  of  fine  silk  threads,  weighted  with 
lead  plumb  bobs  and  suspended  from  the  apex  of  tripods  erected  over  the  fining  hnba 
on  toe  sections.    These  threads  j^ave  a  line  I  consider  practically  as  good  as  that 

£>en  by  the  cross  hairs  of  a  transit.  These  stations  were  established  oti  both  banks, 
klf  of  the  river  being  observed  from  each  bank ;  there  were  days,  however,  when 
tlie  atmosphere  was  clear  enough  to  take  all  the  observations  from  one  banl^  At  each 
of  the  lining-in  stations,  a  rude  stand  was  erected  for  holding  the  electric  key  and  re- 
cording. The  floats  were  all  started  from  points  located  on  a  section  600  feet  above 
the  upper  extremity  of  the  float  path.  Tnis  section  was  divided  into  a  sufficient 
number  of  stations  to  cover  all  the  velocities  between  the  banks ;  the  angles  corre- 
monding  to  chf  se  stations  were  calculated,  so  that  to  start  the  float,  it  was  necessary 
simply  to  run  out  this  section  line  until  the  line  indicated  by  signal  from  the  transit- 
man  was  reached.  At  this  point  the  float  starter  would  launch  the  float ;  the  depth 
or  immersion  of  float  was  always  determined  from  soundings  taken  previously. 
Doable  floats  were  always  run  at  mid  depth.  Bods  were  ran  as  close  to  the  bottom 
as  possible.  After  the  float  was  launched,  tne  boat  party  followed  the  float  over  the  path 
ana  noted  very  closely  its  action ;  if  anything  unnatural  was  visible,  the  float  was 
always  repeated  until  a  visibly  satisfactory  observation  was  obtained.  To  avoid  con- 
ftiaioD,  a  system  of  sisals  for  repeating  floats  was  adopted.  When  a  float  was  to  be 
repeated  for  reasons  discovered  by  the  boat  party,  the  float  starter  indicated  the  fact 
by  waving  a  flag.  When  a  float  was  to  be  repeated  for  reasons  disco \ered  by  the 
shore  party,  the  transit-man  waved  a  flag.  The  transit  of  the  float  over  the  sections 
at  extremity  of  path  was  signaled  to  the  transit-man  by  telegraph,  by  the  observer 
at  the  lining  stations,  the  observer  also  acting  as  time-keeper.  For  a  brief  time  when 
the  flood  was  at  its  height,  the  locations  at  path  extremities  were  omitted,  and  a  float 
path  of  100  feet  was  assumed.  The  washing  away  of  the  telegraph  supports  necessi- 
tated this  change. 

Vfhen  rods  were  used,  a  special  form  of  rod  had  to  be  devised,  as  at  the  deeper  por- 
tions of  the  sections,  the  weight  attached  to  rod  has  to  be  so  great  that  it  is  necessary 
to  arrange  the  attachments  m  such  manner  that  the  weight  may  bo  detached  before 
withdrawing  the  rod.  If  such  an  arrangement  is  not  made,  you  will,  in  a  majority  of 
eases,  break  your  rod.  If  ^ou  attempt  to  make  your  rod  heavy  enough  to  prevent 
breakintr,  you  will  find  it  will  be  too  cumbersome  to  handle  in  a  boat.  The  form  of 
rod  devised  for  this  work  was  the  same  as  that  shown  in  sketch  "A."  The  lower  ex- 
tremity of  this  rod  is  made  T-shaped,  as  at  **  B.'''  To  the  weight  **w"  two  pan-shaped 
metallic  wrists  are  attached  at  w  .  These  strips  fit  closely  to  the  T  portion  of  the  rod, 
as  shown  in  the  figure.  The  terminal  ends  spring  outward  at  ccf  for  reasons  that  will 
presently  be  given.  A  string  passes  from  the  weight  at  *'A"  to  the  top  of  the  rod. 
This  string  is  the  one  used  in  raising  the  weight.  The  small  ring  at  zz'  is  held  by  two 
rinff  strings  that  pass  from  this  ring  to  the  top  of  the  rod.  The  method  of  launching 
and  withdrawing  the  rod  is  as  follows:  The  rod  is  taken  in  tow  by  tho  skifl^.  The 
laanehing  station  having  been  reached,  the  weight  is  attached  by  simply  fitting  the 
weight  into  the  groove  at  "«"  and  turning  the  wrists  down  on  the  T  portion  of  the 
rod,  mafains  them  fast  by  springing  the  ring  over  the  spring  ends  as  at  gg\  This  be- 
ing done,  tne  rod  is  lowered  ^adually  into  the  water  untiltbo  desired  immersion  Is 
reached.  After  the  observation  is  complete,  to  withdraw  the  rod,  it  will  be  simply 
necfMsary  to  give  a  brisk  Jerk  on  the  ring  strings,  which  will  set  the  rod  free.  An  the 
rod  is  held  by  party  in  the  boat  the  weight  pressing  downward  will  throw  back  the 
wrists  which  are  hinged  at  hh*.  The  weight  navingl)een  detached,  yon  will  find  that 
the  rod  will  shoot  rapidly  upward  and  lie  flat  on  the  water  surface,  before  the  lead 
weight  can  be  drawn  to  the  surface.  While  one  of  the  boat  crew  is  raising  this  weight, 
the  other  members  of  the  crew  will  have  taken  the  float  in  tow  and  reached  the  next 
station,  without  loss  of  time,  breakage,  or  any  inconvenience  whatever.  So  it  is  seen 
the  laanehing  of  this  type  of  float  is  reduced  simply  to  a  minimum  as  to  time. 

The  work  with  the  meter  was  all  conducted  from  the  catamaran.  The  location  was 
done  by  intersecting  signals  established  on  the  bank.  This  system  of  location  was 
necessitated  by  reason  of  the  entire  force  having  duties  on  the  river.  The  plan  of 
working  was  as  follows :  The  catamaittn  was  lasned  to  the  launch  in  such  a  manner 
that,  the  suspending  wire  holding  the  met«r,  the  throttio  val  vo  of  engine  and  the  en- 
gineer would  all  be  in  plane  of  uie  section  when  on  line ;  the  pilot  taking  such  a 
position  with  reference  to  the  intersecting  signals  as  to  bring  the  meter  exactly  on 
the  station.  This  plan  enabled  the  pilot  and  engineer  to  keep  the  plant  in  perfect 
position  without  any  appreciable  variation.    The  greater  number  of  the  discharge 
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Telooit  J  obserrations  were  taken  bv  holdlDg  the  plant  np  against  tlie  oorrent.  It  was 
fonnd  by  making  a  larse  number  of  experiments  with  plant  anchored,  that  the  resolti 
taken  with  the  plaut  free  or  anchored  did  not  difier.    Experiments  were  made  fre- 

anently  at  the  yarioae  stations  in  order  to  folly  satisfy  myself  that  the  plans  did  not 
i£fer  appreciably.  In  doing  the  work  by  holding  np,  care  \^  as  always  taken  to  oom- 
mence  and  end  the  observations  on  exact  line.  The  vast  amount  of  time  it  would 
take  to  withdraw  and  cast  large  anchors,  the  continued  presence  of  passing  boats, 
and  the  vast  fields  of  drift  that  are  present  in  the  river  continually  at  flood  stages, 
necessitated  the  adoption  of  this  plan. 

In  taking  vertical  velocity-curve  observations,  the  plant  was  always  anchored. 
The  meter  was  worked  from  the  stem  of  the  catamaran.  The  connection  and  general 
arrangement  of  the  apparatus  was  as  follows :  The  suspending  and  ^y- wires  were 
attached  to  two  model  cog-reels  which  were  attached  to  the  platform,  m  the  bow  and 
stem  respectively.  The  suspending  wire  passed  from  the  stem-reel  over  to  an  iron 
sheave  held  by  a  pulley  etauchion  that  projected  about  4  feet  upwards  from  end  of  the 
stem ;  this  stancoion  leaned  outward  far  enough  to  let  the  meter  weight  dear  the 
platfomi.  The  wire  passed  from  this  sheave  to  the  loop-clasp  of  the  meter-weight 
pipe.  The  guy-wire  passed  from  the  stern-reel  to  a  wooden  sheave  held  by  a  pulfiy- 
block  in  the  long  beam  that  projected  from  the  center  of  the  platform  outward  between 
the  bows  of  the  catamaran.  This  beam  was  about  20  feet  long,  and  was  made  adjusta- 
ble, as  its  length  depends  on  depth  of  immersion  of  the  meter.  Its  length  with  refer- 
ence to  the  hypotenuse  and  altitude  of  the  triangle,  of  which  it  forms  the  base,  must 
be  such  as  will  keep  the  suspending  wire  vertical.  The  [juy-wire  passes  from  this 
sheave  to  a  small  clamp  that  is  attached  to  a  cylinder  ot  brassl  inch  long,  which 
works  up  and  down  on  the  pipe  of  meter  weight.  This  little  cylinder  has  a  clamp- 
screw  for  adjusting  it  to  the  pipe  at  any  desired  height.  The  arraa^ments  described 
above  will  without  doubt  keep  apparatus  perpendicular  to  the  section.  In  this  con- 
nection I  would  sa^  that  were  it  possible  to  use  a  rigidly  fixed  pipe  for  holding  the 
meter  it  would,  I  think,  be  preferable.  But  we  know  on  the  Lower  Missibsippi  at  cer- 
tain stages  this  would  be  impossible,  on  account  of  immense  quantities  of  submerged 
drift  that  will  be  met  with  continually. 

In  AnnaleB  de$  Pants  et  Chausa^eet  by  M.  De  La  Greve,  a  very  wood  form  of  pipe  at- 
tachment is  described.  I  give  a  sketch  of  this  in  figure  **  B."  it  consists  of  a  pieee  of 
;a8-pipe  of  desired  length  with  a  small  longitudinalsectiou  removed,  as  shown  in  the 
lorizontal  section,  figure  **  a."  The  meter  slides  down  this  pipe  and  is  kept  from  tum- 
iJDg  by  the  projection  at  o.  Though  the  device  is  a  good  one,  yet  the  guy  plan,  when 
worked  carefully,  is  the  more  satisfactory  and  is  always  practicable.  Tne  battery 
connections  were  Urst  made  through  the  reels  direct ;  but  it  was  found  advisable 
afterwards  to  use  two  small  insulated  wires  for  conducting  the  electric  currents. 
These  wires  served  also  as  safety  wires,  as  the  suspending  wire  often  broke.  In  audi 
cases  the  conducting  wires  would  hold  the  meter.  The  guy  would  prevent  loss  were 
these  wires  missing,  but  it  would  not  prevent  the  injury  that  would  be  done  by  with- 
drawing it  with  the  guy- wire.  The  oattery  connections  were  centralized  in  aadi 
manner  that  but  two  simple  connections  on  the  meter  completed  the  circuit.  The 
battery  and  register-cases  were  combined  and  attached  by  angle-wires  to  the  cata- 
maran in  such  manner  as  to  prevent  loss.  The  stem  reel  was  graduated  and  con- 
nected with  an  index  pointer  in  such  manner  that  depths  of  less  than  one-tenth  of  a 
foot  could  be  read  off. 

The  meter  weight  consisted  of  a  lead  cylinder  weighing  about  60  pounds.  This 
cylinder  was  about  10 inches  long  and  about  4^  inches  in  diameter.  A  piece  of  |-inoh 
gas-pipe  passed  through  the  cylinder.  This  pipe  was  about  16  inches  long.  The 
meter  was  attached  to  this  pipe.  The  top  of  the  pipe  terminated  in  a  screw-tap  con- 
taining the  suspending  wire  clamp. .  A  small  brass  cylinder  containing  the  guy-wirs 
clamp  was  attached  to  this  pipe  also. 

The  furniture  of  the  catamaran  consisted  of  a  small  skiff,  a  large  sweep  oar,  a  long 
pike  pole,  an  ax,  and  set  of  signal  flags.  Life  preservers  for  the  party  were  also  on 
boara.  This  outfit,  and  careful  training  of  the  party,  prevented  losses  or  accidents  of 
any  kind  durins  the  year,  which  was  one  of  the  most  trying  ones  that  in  all  proba- 
bility will  ever  be  encountered  by  parties  on  work  of  this  character. 

The  velocity  work  done  with  double  floats,  rod- floats,  and  the  meter  was  refined  in 
every  detail  possible,  as  the  necessity  of  employing  three  methods  made  it  absolutely 
necessary  to  secure  as  nearly  perfect  results  as  possible,  in  order  to  make  a  comparison 
of  the  methods,  and  to  make  the  discharge  work  in  general  satisfactery.  The  final 
reductions  and  the  curves  of  velocity,  area,  and  discharge  deduced  attest  fully  the 
accuracy  of  the  work  in  detail. 

The  cause  of  not  using  the  meter  exclusively  was  doe  to  the  non-arrival  of  the 
launch  and  the  loss  of  one  of  the  connectiuff  parts  of  the  meter.  Work  witii  the 
meter  was  a  perfect  success  from  the  start.  After  the  equipment  for  making  repairs 
was  received  from  Saint  Louis,  not  a  single  observation  was  taken  by  any  other  plan. 
Aside  ftom  this,  I  think  the  partial  use  of  floats  fortunate,  as  it  will  admit  of  a  com- 
parison of  the  methods  and  under  favorable  circumstances. 
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Bttidee  the  regular  serial  work  done  bj  the  part][,  an  exhaustire  exaaiination  of 
the  grand  cutoff  near  Black  Hawk  was  made  during  the  flood.  No  flow  through 
the  cDt-off  was  manifest.  In  Red  River,  from  the  mouth  of  the  bayou  cut-ofi'  down 
to  Spanish  Foi  t,  the  current  was  yerr  feeble  during  the  flood.  An  examination  was 
also  made  of  the  Bayou  des  Glaises  bom  the  mouth  to  Hamburg,  La.  A  dtsobarge 
was  also  taken  through  a  section  about  i  mile  above  the  mouth  of  this  bayoa. 

Tho  notes  were  kept  written  up  daily.  The  calculations  were  kept  up  daily,  and  a 
diMharge  sheet  transmitted  weekly  up  to  August  17, 1^82.  After  that  date  no  compu- 
tation could  be  made,  as  my  assistant,  Mr.  John  C.  Cammack.  left  the  party,  he  having 
received  oflScial  orders  to  rei>ort  in  Saint  Louis. 

A  daily  log  wa«  kept,  also  a  daily  summary.  The  latter  book  contained  the  gauge 
readings,  temperatures  of  the  air  and  water,  direction  and  force  of  the  wind,  dates  of 
rain,  fro6t(»,  fofs,  and  other  marked  features  of  the  weather :  also  a  complete  record 
of  the  kind  and  amount  of  work  done  daily,  the  condition  or  the  data,  ^c   - 

When  work  on  tho  river  was  impossible,  the  boat  party  were  engaged  in  the  shop, 
fabricating  such  articles  as  were  requirea  on  the  work,  making  repairs  on  the  appa- 
ratus, &o. 

The  launch  was  kept  in  complete  repair  and  improved  considerably  by  the  party. 
The  stability  of  the  launch  and  its  excellent  running  power  were  fully  established  by 


the  excellent  eondition  it  was  in  at  the  close  of  the  work,  after  having  been  used  se- 
er a  year.    Forworkof  this  character  launches  of  this  tvpenav 
The  results  of  the  daily  discharge  observations  are  given  so  fully  in  the  tables  of 


calculations  and  curve  charts  appended  to  this  report,  that  a  discussion  of  them  here 
is  nnnecessary. 

The  work  was  inspected  by  you  in  person  on  January  25  and  26, 1682,  and  again  on 
November  23,  1882.  The  meter  work  in  actual  operation  on  the  river,  the  plant^  and 
all  the  auxiliary  apparatus  were  inspected  on  November  23,  1682,  by  General  U.  G. 
Wright,  Chief  of  Engineers,  United  States  Army,  General  C.  B.  Comstock,  president 
MiBsissippi  River  Commission,  Maj.  Amos  Stickney,  M^J.  Chas.  R.  Suter,  United  States 
Aimy,  Mj^.  B.  M.  Harrod,  Prof.  Henry  Mitchell,  and  Judge  R.  C.  Taylor. 

The  work  of  the  party  at  Red  River  Landing  closed  on  November  26, 1882,  orders 
having  been  received  on  that  date  to  close  the  work  and  proceed  with  party  to  the 
Bonnet  Carrd  crevasse.  The  note-books  and  field  supplies  no  lonser  required  were 
transferred  to  the  steamer  Mississippi  on  November  26. 1882.  All  Uie  calculations  of 
discharge  work  for  both  the  Mississippi  and  Atchafalaya ;  charts  showing  deduced 
curves  of  velocity,  discharge,  and  area ;  a  map  showing  relative  position  of  cross-sec- 
tions; a  map  of  transverse  velocity  curves  taken  in  bend ;  a  map  showing  contour  of 
river  bed  at  all  of  the  sections,  are  all  appended  to  this  report. 

Before  dosing  this  part  of  my  report  I  desire  to  acknowledg|e  the  valuable  assistance 
rendered  by  my  assistant,  Mr.  John  C.  Cammack ;  the  cheerful,  prompt,  and  accurate 
manner  in  which  he  performed  his  arduous  duties  during  the  most  trying  times  of 
the  great  flood,  and  at  all  times  while  with  my  party,  is  worthy  of  praise  which  words 
are  but  meager  to  express. 

The  changes  and  action  of  the  river  in  the  vicinity  of  Red  River  Landing,  and  some 
fiicts  regarcnnff  the  flood  height  of  1882  and  previous  years,  and  other  personal  obser- 
vatitms  made  during  the  year,  will  doubtless  be  of  interest  in  connection  with  the  above 
report. 

The  weather  during  the  year  was  variable.  It  rained  on  143  days:  fogs  prevailed 
periodically  from  January  5  to  June  13.  The  minimum  temperature  di  the  air  for  the 
jear  was  38^  ^n  January  30).  The  maximum  temperature  of  the  air  was  98°  (on 
Aagost  17).  The  minimum  temperature  of  the  water  was  44°  (on  January  30);  the 
maximum  temperature  of  the  water  was  84°  (on  June  30,  July  1  to  6,  Auffost  17  to  31). 

The  temperatures  of  the  water  were  taken  at  points  of  the  section  from  bank  to  bank, 
and  as  near  mid-depth  as  possible.  These  temperatures  were  valuable  during  the 
flood.  The  arrival  of  flood  water  from  the  Tensas  reeion  was  shown  by  the  tempera- 
ture of  the  Atchafalaya  during  the  flood.  On  the  day  preceding  the  arrival  on  the 
Atehafalaya  of  the  flood  water  referred  to,  the  temperatures  of  the  Mississippi  and 
Atchafalaya  were  the  same,  which  might  be  expected,  as  the  Mississippi  was  discharg- 
ing a  portion  of  its  waters  into  the  Atchafalaya  via  Old  River.  On  the  day  of  the 
arrival  of  additional  flood  water  on  the  Atchafamya  the  temperatureof  the  Atchafalaya 
rose  several  de^^rees,  thus  indicating  the  source  of  the  additional  volume  of  water 
present  in  the  river. 

The  river  was  rising  on  December  3, 1881,  the  day  of  the  arrival  of  party  at  Red 
River  Landing,  and  continued  rising  until  December  6,  when  it  began  falling.  It  fell 
nntil  December  27,  on  which  date  it  oegan  rising,  and  continued  until  March  27, 1862, 
on  which  date  it  reached  its  maximum  stage  not  only  for  the  year,  but  the  highest 
ever  known.  The  gauge  at  12.30  o'clock  on  that  day  read  48. 53  feet  above  the  low-  water 
mark  of  1872,  whicn  is  the  zero  of  the  gauge.  This  zero  is  2.4  feet  above  sea  level. 
This  remarkable  stage  of  the  river  was  1.53  feet  above  high- water  mark  of  1874,  and 
%26  feet  above  high-water  mark  of  1867.    The  high-water  mark*  of  the  yeais  1867, 
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1874,  and  1883.  are  46.97,  47.05,  and  48.53  respectively.  It  will  be  seen  from  these 
figures  that  the  flood  intervals  from  1867  to  1882  are  7  and  8  years,  respectively ;  the 
rise  of  the  flood  surface  for  these  periods,  0.78  and  1.48  feet. 

The  general  character  of  the  Old  River  water-way,  and  the  efleots  of  the  periodic 
flow  inward  and  outward,  will  doubtless  be  of  intefest  here.  The  period  of  change 
of  flow  is  generally  3  days.  The  first  sign  manifest  is  a  marked  checking  of  the  car- 
rent  in  Old  River,  and  a  more  marked  degree  of  clearness  in  the  water.  These  changes 
are  very  easily  noticed  on  the  first  day.  On  the  second  day  the  current  nearly  ceases. 
On  the  third,  the  change  of  flow  is  found  to  have  taken  place ;  the  current  will  be 
found  as  swiit  as  usuid,  and  the  water  will  have  the  usual  mud  color.  The  direction 
of  flow  is,  of  course,  governed  by  the  relative  stages  of  the  Mississippi  and  the  At- 
chafalaya,  the  Red  Kiver,  of  course,  governing  the  Atchafalaya.  The  current  is 
swifter  when  the  flow  is  outward.  The  general  effects  of  an  inward  flow  are  more  in- 
jurious to  the  Old  River  water-way  than  an  outwasd  flow  is,  and  for  this  reason,  that 
when  the  flow  is  inward,  the  current  is  greatly  diminished  and  the  percentage  of 
sediment  in  the  water  is  visibly  greater. 

These  two  ruling  elements,  which  under  the  circumstances  act  in  unison,  caose  a 
more  rapid  fill,  while  the  checking  of  the  current  diminishes  the  scouring  that  char- 
acterizes an  outward  flow. 

TumbuU  Island  is  also  an  obstacle  to  the  flow  through  Old  River,  and  at  flood 
stages  it  forms  the  basis  of  marked  fills  all  the  way  around  the  island.  It  is  in  fact 
the  nncleus  of  all  the  sand-bars  in  the  vicinity.  The  effects  of  an  outward  flow  are 
more  beneficial  to  navigation  than  an  inward  flow,  though  at  certain  points,  which 
will  be  described  presently,  it  has  a  damaging  effect.  It  is  in  general  more  beneficial, 
as  the  current  is  more  rapid,  and  the  percentage  of  sediment  in  the  water  is  much 
smaller,  as  Red  River  water  has,  I  think,  a  smaller  percentage  of  sediment  than  Mis- 
sissippi water.  The  deep-red  color  of  the  former  is  due  to  matter  held  in  solution 
rather  than  that  held  in  suspension.  These  are  the  thin^  which  make  an  outward 
flow  favorable  to  navigation.  The  shoal  places  in  Old  River  are  three  in  number,  and 
are  situated  as  follows :  At  Barbre's  crossing,  in  vieinity  of  Ash  Cabin  Bend,  and  at 
the  Mississippi  mouth  of  Old  River.  The  causes  that  have  produced  this  shoaling  I 
consider  to  nave  been  as  follows:  At  the  Barbre  crossing  the  shoaling  is  due  to  the 
checking  of  the  current  of  Red  River  as  it  sweeps  around  the  bend  where  it  enters 
Old  River.  In  turning  this  bend,  it  loses  a  sreat  part  of  its  velocity,  which  it  cannot 
possibly  recover  until  it  gets  some  distance  beyond  Barbre's  crossing.  The  efifect  of 
this  is  the  piling  up  of  the  sediment  which  the  river  has  pushed  to  this  point,  and 
which  the  loss  of  velocity  prevents  from  being  carried  fiftrtner.  The  deposit  from  the 
water  itself  is  also  augmented,  owing  to  the  slackening  up  of  the  current.  The  flow 
either  way  fV-om  Old  River  causes  a  ml  at  this  crossing,  and  for  this  reason,  that  when 
the  flow  is  outward  the  current  is  checked  in  the  Red  River  bend  as  before :  when 
the  flow  is  inward  the  current  is  checked  near  the  turn  at  the  Ash  Cabin ;  and  when 
it  gets  to  Barbre's  crossing,  it  encounters  Red  River,  which  is  moving  nearly  at  right 
angles  to  it.  So  it  is  seen  both  streams  meet  at  this  point  in  a  somewhat  exhausted 
condition.  Their  forces  are  so  nearly  equal  that  equilibrium  is  nearly  produced, 
which  action,  as  is  obvious,  causes  the  fill  or  shoaling  referred  to. 

The  equalization  of  the  forces  of  the  water  at  this  point  is  verified  by  the  well- 
defined  color  line  that  is  always  seen  at  this  point.  The  shoaling  near  the  Ash  Cabin 
is  due  to  the  decrease  of  velocity  caused  by  Old  River  encountering  the  bends  it  meets 
before  it  reaches  this  point.  The  fill  is  greater  at  this  point  when  the  current  is  in- 
ward, as  the  arm  of  the  bend  with  reference  to  an  inward  flow  is  more  abrupt.  The 
shoaling  at  the  mouth  is  due  wholly  to  an  inward  flow.  The  large  volume  of  Mis- 
sissippi water  that  sweeps  around  the  turn  at  Carr's  Point  carries  with  it  a  vast  vol- 
ume of  sediment,  which  it  leaves  at  the  shoal  section  referred  to  for  want  of  suffi- 
cient velocity  to  carry  it  farther.  The  loss  of  velocity  in  this  case  is  much  greater 
than  in  any  of  the  others  mentioned  :  the  fill  is  in  consequence  much  greater.  The 
steamboat  channel  at  entrance  of  Old  River  attests  the  great  force  and  action  of  the 
water  as  it  sweeps  around  this  point.  This  channel.  Just  before  you  enter  Old  River, 
is  nearly  at  right  angles  to  the  Old  River  Channel.  On  both  sides  of  it,  immense 
sand  leefs  exist.    This  channel  resembles  a  canal  more  than  it  does  a  natural  passage. 

This  channel  is  due  to  the  action  of  the  maximmn  thread  of  the  current,  which 
sweeps  around  the  point  at  the  month  with  a  tremendous  force  and  passes  the  month 
without  entering.  It  is  this  portion  of  the  current  that  produces  the  chunnel  at  the 
entrance  of  Old  River.  -  This  point  of  Old  River  is  benefited  materially  by  an  out- 
ward flow,  as  the  volume  of  water  coming  out  scours  more  rapidly.  The  outward 
volume  pushes  the  Mississippi  water  as  it  rounds  Carr's  Point  farther  toward  the  left 
bank;  i.  s.,  it  has  that  tendency.  This  action  causes  the  bar  at  the  point  of  Old 
River  (the  nncleus  of  which  is  Oarr*s  Point)  to  make  rapidly  down  stream.  Its  make 
is  due  wholly  to  the  meeting  of  the  two  rivers  at  this  iM>int  when  the  flow  is  outward. 
By  meeting  they  lose  a  large  percentage  of  their  velocity,  and  thus  increase  the  sedi- 
mentary deposit  at  this  point.    This  bar  made  about  300  feet  down  stream  last  year. 
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Should,  the  flow  continue  outward  from  Old  River  without  changiuff,  and  low  stages 
of  the  TiYer  predominate  for  any  great  length  of  time,  this  har  would  eventnally  work 
its  ^vray  down  stream  and  connect  with  the  main  bank  of  the  Mississippi  below  Tor- 
TBJB^By  and  thus  close  up  Old  River  at  low  water  entirely.  Tlds  section  of  the  countir', 
and.  more  especiaUy  that  witiiin  a  radius  of  10  miles  from  the  center  of  Tumbulrs 
Island,  is  a  very  interesting  one,  and  is  a  wide  field  for  investiffation  at  the  present 
ti.ine,  as  it  no  doubt  contains  the  unknown  quantities  that  male  the  problem  of  the 
eliaii^  of  the  Mississippi  channel  at  the  present  time  a  vague  uncertainty. 
Beopeotfully  submitted. 

JOBIV  ElHENS, 

A9$Ukmi  Engimeer, 
First  Lieut.  Smith  S.  Lbach. 

Secretary  Mieeieeippi  Bwer  dwistisfioii. 

JHeekarffe  obeervatUme,  Bed  Biver  Landktg,  La, 

In  this  tabulation  the  gauge  readings,  water  area,  maximum  depth,  width,  mean 
velocity,  discharge,  direction  and  force  of  wind,  temperature  of  air  and  water,  and 
mei^faod  were  copied  from  note-books  Nos.  831-835,  839-844.  854. 

Rise  or  fall  between  any  two  days  was  obtained  by  taking  the  difference  between 
the  gauge  readings  on  those  days. 

Scour  or  fill  between  any  two  days  was  obtained  thus:  Take  the  difference  be- 
tween the  water  area  on  the  first  day,  counted  for  rise  or  fall  for  the  time  considered, 
And  the  water  area  of  the  second  day.  If  the  area  of  the  second  day  is  the  larger,  the 
difference  is  scour ;  and  if  the  smaller,  this  difference  is  fill. 

Datum  was  taken  at  a  gauge  reading  of  48.5  feet,  and  surface  width  of  3,918  feet, 
on  March  27. 

Datum  area  is  the  water  area  of  March  S7  and  =  234,480  sanare  feet. 

Subsequent  datum  areas  were  obtained  by  successively  adding  and  subtracting  the 
scours  and  fills. 

Datum  areas  between  December  14  and  March  27,  1882,  were  obtained  by  working  , 
hackward  firom  March  27. 

Mean  depth  was  obtained  by  dividine  the  water  area  by  the  water  width. 

Mean  datum  depth  was  obtained  by  mviding  datum  area  by  datum  width. 
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Discharge  ohservaHons,  Atohttfalaya  Biver. 

The  computations  for  the  discharge  of  the  AtchafalayafiiTer  were  made  in  thelbl- 
lowing  manner: 

The  areas  were  ohtained  by  plotting  the  sections  on  cross-section  paper,  locating 
the  position  of  velocity  observations,  then  dividing  the  section  into  partial  areas,  ana 
counting  the  small  squares  in  each  area ;  thus  giving  to  each  velocity  an  area,  anle« 
two  or  more  velocities  were  taken  very  close  together,  in  which  case  an  area  was 
given  to  the  mean  of  this  group  of  velocities. 

The  sum  of  these  partial  areas  beinff  the  total  area  of  section. 

The  discharge  for  partial  areas  was  obtained  by  multiplying  the  area  b^  its  velocity. 

The  total  discharge  beinff  the  sum  of  the  partial  discharges  thus  obtiiined. 

The  mean  velocity  was  obtained  by  dividing  the  total  discharge  by  the  total  area. 

The  mean  depth  is  obtained  by  dividing  the  area  by  the  water  width. 

The  maximum  depth  is  the  deepest  actual  sounding  taken. 

Scour  or  fill  is  the  difference  m  sectional  area  obtained  by  actual  area  difference 
compared  with  difference  due  tx)  change  of  gauge ;  51  feet  was  taken  as  datum  gauge- 
reading,  being  .13  foot  above liighest  gauge-reading  when  observations  were  taken; 
the  difference  in  area  due  to  this  difference  in  gauge  was  added  to  the  water  area  of 
March  26;  the  area  thus  obtained  being  used  as  the  datum  area. 

The  other  datum  areas  were  obtained  by  successively  adding  or  subtracting  the 
scours  and  fills. 

Mean  datum  depth  was  obtained  by  dividing  the  datum  area  by  the  datum  width, 
1,030  feet. 

Owing  to  the  recorded  gauge-readings  in  the  note-books  being  veiy  unsatisfaotoiy, 
they  were  discarded  and  a  set  of  i-eadings  interpolated  from  the  Barbres  Landing 
gauge  in  the  following  manner. 

The  gauge  is  at  the  head  of  the  Atchafalaya,  about  1,500  feet  above  the  discharge 
section.  A  curve  was  plotted  on  profile  paper  from  this  gauffe,  and  readings  were 
interpolated  for  4  p.  m.  of  each  day,  which  time  is  the  mean  time  of  daily  observa- 
tions. 

The  difference  in  readings  between  the  gauge  at  section  and  Barbres  gauge  was  de- 
termined (1.1  feet).    This  correction  was  applied  to  readings  on  Barbres  gauge. 

The  computations  up  to  August  16  were  made  in  the  fiSd;  after  that  date  in  the 
ofllce. 

A  discharge  curve  was  plotted  and  several  of  the  observations  farthest  firam  the 
line  were  rsoomputed;  some  of  them  found  in  eiror,  others  checking  closely. 
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6.— At  Winona,  Minn.,  John  Ewbns,  Assistant  in  Chabgb. 

(NOTS.— BetnltB  in  Boport  of  ConuDlflsloii  for  1882,  page  127.) 

Office  Mississippi  Biveb  Commission, 

Saint  LauU,  Mo.,  June  1, 1883. 

Bib:  I  have  the  honor  to  inform  yon  that  m  accordance  with  Tonr  iDjBtraction& 
received  in  September,  1880,  I  proceeded  to  Wabasha,  Minn.,  where  I  completed 
organization  of  party  and  made  immediate  preparations  to  carry  out  your  instructions. 

After  a  careful  examination  of  the  topography  of  the  country  in  the  vicinity  of 
Wabasha,  I  found  that  a  formidable  outlet  known  as  **  Beef  Slough,"  situated  soma 
distance  back  from  the  left  bank,  would  make  the  locality  a  very  undesirable  one  for 
the  work  of  gau^ng,  which  first  of  all  for  its  success  requires  the  absence  of  outlets. 
Surveys  and  sectional  sounding  of  the  river  at  this  point  were  sent  to  Saint  LoaiB 
for  examination.  In  a  very  brief  time  afterward  orders  were  deceived  for  the  party 
to  remove  to  Winona,  47  miles  below.  Examinations  similar  to  those  made  at  Wa- 
basha were  made  at  Winona,  and  at  the  town  of  Homer,  about  4  mUes  below.  A 
large  number  of  sections  were  sounded  at  both  of  the  places  mentioned,  and  a  seo- 
^on  for  discharge  measurement  selected  at  both.  The  Winona  section  was  situated 
about  1^  miles  below  the  Chicago  and  Northwestern  Bailroad  bridge.  This  section 
was  selected  on  account  of  the  banks  being  higher  than  elsewhere  in  the  vicinity, 
and  owing  to  the  absence  of  eddies  and  other  disturbing  elements  that  detract  from 
the  accuracy  of  discharge  work.  The  Winooa  section,  though  the  best  to  be  found 
in  the  vicinity,  presented  many  disadvantages  which  no  doubt  have  their  influence  on 
work  of  this  character,  where  refinement  is  so  desirable.  The  most  nrominent  draw- 
l)ack  was  the  presence  of  large  numbers  of  immense  rafts  which  skirted  the  right 
bank  for  miles  above  and  below  the  discharge  section,  extending  for  some  distance 
out  in  the  river.  The  effect  of  such  obstructions  on  the  velocity  and  changes 
of  bed  is  so  obvious  that  a  description  here  of  their  effect  is  unnecessary.  In  conse- 
quence of  the  constant  presence  of  these  rafts  I  thought  for  a  time  that  the  Homer 
section  would  beprefersU>le,  but  found  that  at  high  water  the  discharge  would  be  par- 
tial on  account  or  a  small  outlet  fed  by  the  river  above  this  section.  So,  in  view  of  all 
these  facts,  Winona  was  finally  decided  on. 

On  account  of  the  absence  of  supplies,  work  with  the  electric  plant  designed  by 
you  could  not  be  commenced  until  tne  spring  of  1881.  Bod-floats  were  employed  for 
velocitv  measurements  until  the  closing 'of  the  river,  which  took  place  on  November 
20, 1880.  After  the  closing  of  the  river  preparations  were  begun  immediately  for 
the  winter  work  through  the  ice  with  the  water-meter.  The  severity  of  the  winter 
in  this  State  suggested  to  me  the  propriety  of  devising  some  plan  by  which  the  work 
oould  be  oontinued  without  interraption  from  the  cold.  To  meet  this  difficulty,  a  sled- 
bouse  was  designed  and  constructed.  It  consisted  of  an  oblong  structure,  large 
oQOugh  for  three  members  of  the  party  to  conduct  the  work  in.  This  house  was ' 
mounted  on  two  wooden  runners,  which  were  clad  with  steel ;  a  window  on  the  front 
side  of  the  structure  admitted  all  the  light  required.  A  trap-door  with  a  portable 
casing  was  made  in  the  floor  of  the  house  for  lowering  and  raising  the  meter.  The 
interior  furnishings  consisted  of  a  desk  for  recording  and  holding  the  register,  a  stove, 
thermometer,  and  two  pulley-galleries  for  lowering  and  raising  the  meter  and  inte- 

f grating.  The  plan  of  working  was  as  follows:  The  stations  having  been  previously 
ocated,  a  square  hole  was  cui>  in  the  ice  at  each  station,  the  center  of  the  liole  being 
the  original  location  of  the  station-hub.  A  path,  the  center  of  which  was  the  section 
line,  the  width  conforming  to  the  gauge  of  the  runners  of  the  sled,  was  then  cat 
Across  the  rlVer.  With  these  arrangements  to  perform  the  work,  it  was  simply  neces- 
sary to  draw  the  house  over  the  opening,  raise  the  trap-door,  and  insert  the  trap-cas- 
ing and  lower  the  meter  for  the  observations.  The  trap-casing  proved  to  be  an  ex- 
oellent  feature  of  the  house.  It  excluded  the  air  completely,  and  formed  a  wooden 
casing  around  the  opening  in  the  ice.  To  illustrate  how  admirably  the  house  plan 
worked,  it  will  suffice  for  me  to  state  that  the  party  continued  the  work  successiully 
on  many  days  when  the  wind  blew  a  perfect  gale,  and  the  thermometer  indicated  a 
temperature  of  iSP  below  zero.  On  these  (^ays  the  temperature  within  the  house  was 
About  6(P  above. 

Though  the  work  through  the  ice  was  conducted  with  all  the  care  and  refinement 
possible,  the  continued  presence  of  slush  ice  beneath  the  surface  no  doubt  detracted 
l^reatly  from  the  accuracy  of  the  work.  Were  it  not  for  this  fact,  the  work  would 
have  been  as  fine  as  ever  has  been  done  elsewhere,  as  the  manner  of  working  and  ap- 
paratus used  could  hardly  be  improved  on.  This  work  was  continued  until  tne  break- 
ing up  of  the  ice,  which  occurred  on  the  morning  of  April  4,  1881.  Though  the  river 
became  free  fh)m  ice  on  the  night  of  April  7,  the  party  had  made  arrangements  dur- 
ing the  winter  so  completely  tnat  they  were  enabled  to  begin  discharge  work  with 
the  electric  plant  and  rod-floats  on  the  morning  of  AprU  8,  six  hours  after  the 
ffivei's  becoming  free  from  ice.    The  system  of  wire  anchorage  used,  and  the  general 
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plan  of  plant  and  method  of  working,  haye  been  described  ao  Ailly  by  yon  in  tbo 
pTOgrefls  report  of  the  Commiasion  for  1881,  that  a  description  here  is  nnneceasary* 
The  open-river  work  was  continued  saccessfuUy  nutil  October  23, 188L  orders  hav- 
ing beten  received  to  leave  Winona  with  the  j^arty  on  October  25, 1881.  In  connection 
with  the 'regular  discharge  work,  the  following  work  was  done :  slope  observationa 
were  taken  dai]y,  sediment  and  dredge  specimens  were  taken  at  regular  periods,  and 
longitudinal  soundings  were  taken  as  often  as  time  would  permit.  The  dredee-work 
was  made  of  more  than  passing  interest  on  account  of  the  refinements  introduced  in 
analyzing.  The  system  of  sieves  used  enabled  the  party  to  do  this  work  perfectly. 
The  work  was  inspected  by  yon  in  person  on  July  15, 1881.  The  computed  aischargea 
and  other  calculations,  with  maps  of  reach,  chart  showing  deduced  corves  of  dis- 
charge, velocitv,  and  areas ;  also  sketches  snowing  portable  sled-house  and  dredge  ; 
also  photograph  of  electric  plant  in  actual  working  position,  are  all  appended  to  uiia 
report.  The  discharge  data,  with  map  of  reach  and  curve  chart,  appeared  in  thei 
promss  report  of  the  ComuiiBsion  for  1881.  The  necessity  of  beginning  the  work  on 
the  Lower  Mississippi  as  soon  as  possible  after  closing  the  work  at  Winona  prevented 
this  report  from  accompanying  the  data  mentioned  at  that  time. 

In  oonclusion,  I  desire  to  acknowledge  the  valuable  assistance  rendered  by  my 
recorder,  Mr.  Hiram  Phillips,  who  i>erformed  all  his  duties  in  a  manner  worthy  of  the 
highest  commendation  I  can  give  him. 

Very  respectfully,  your  obedient  servantt  * 

John  Ewxns, 
AatiBtani  Enginetr^ 
First  Lieut.  Smith  S.  Leach, 

Secretary  MieeieHppi  River  Ccmmis^mi, 


7.— At  Hannibal,  Mo.,  Homeb  P.  Rittbb,  Assistant,  in  Ghabos* 

(NOTB.— BesnltB  in  Sqport  of  CommiMion  for  1882,  page  188.) 

Office  Mississippi  River  Commission, 

Saint  Louie,  Mo.,  October  8,  1883. 

Sir  :  I  have  the  honor  to  submit  herewith  a  report  on  the  observations  of  the  gang- 
ine  party  stationed  at  Hannibal,  Mo.,  i^om  October,  1880,  to  October^  1881. 

In  accordance  with  instructions  received  from  you,  I  left  Saint  Louis  October  9, 
1880,  and  proceeded  to  the  mouth  of  the  Des  Moines  River  to  make  a  reconnaissance 
for  a  favorable  location  for  obtaining  the  discharge  of  the  Mississippi  River  below  the 
mouth  of  the  Des  Moines  River. 

I  arrived  at  Warsaw,  HI.,  October  11^  and  proceeded  at  once  to  make  a  reconnais- 
sance of  the  river  in  this  vicinity.  On  October  15 1  received  your  communication  in- 
forming  me  that  the  Commission  had  examined  the  lollowing  location,  i.  s.,  500  feet 
above  the  Hannibal  bridg[e  and  connecting  with  the  Sny  Levee,  and  found  it  well 
adapted  for  a  gauging  station,  and  that  it  should  be  occupied  unless  a  decidedly  bet- 
ter one  be  discovered. 

I  started  immediatly  for  Hannibal,  Mo.,  and  after  examining  the  location  indicated, 
I  decided  to  locate  there,  finding  it  well  adapted  for  gauging  purposes. 


A  preliminary  surxey  of  the  jfocality  was  then  made ;  the'discliarge  section  estab- 
Uahed ;  ranffe  polls  and  targets  erected ;  slope  gauges  established  and  put  up ;  the 
necessary  plant  collected  ^  the  wire  anchorage  laid  and  the  electiical  float  apparatus 
put  together.  Everything  being  ready,  observations  were  commenced  November  12, 
1880,  and  continued  until  October  24,  1881,  when  orders  were  received  to  discontinua 
the  observations.  The  party  consisted  of  one  recorder  and.  two  boatmeu,  with  au 
additional  boatman  durine  high  water. 

Location  of  the  wc(Mm.—The  section  was  located  500  fe«  t  above  the  Hannibal  bridge 
"el  t     *  ""     ~ 


and  parallel  to  the  same.  The  Mississippi  River  at  this  point  is  very  narrow,  bein^ 
only  1,200  feet  wide  at  low  water ;  1,500  feet  at  a  bank-full  stage,  and  2,rio0  feet  at  ex> 
treme  high  water,  1,0C0  feet  of  the  latter  width  being  the  distance  from  the  left  bank 
to  the  Sny  Levee,  this  distance  being  covered  only  a  few  feet  in  depth  daring  hi^h 
water.  On  the  richt  bank  the  blufts  run  close  to  the  river.  The  deepest  water  in 
the  section  was  about  30  feet,  at  low  water,  distant  abont  400  feet  from  the  righte 
bank.  The  bottom  of  the  river  was  uniform,  sloping  from  each  bank  towards  the 
deepest  part.    The  path  of  the  current  was  normal  to  section. 

Natmre  of  the  oheervatione. — ^The  observations  made  during  the  season  consisted  of : 
(1)  A  measurement  of' the  river's  discharge,  taken  ever>'  available  day,  (2)  Slope 
of  the  river  surface  for  a  distance  of  2,000  feet  above  and  2,000  feet  below  the  dis- 
charge-section. (3)  Sediment  samples  of  the  water  taken  at  different  points  in  the 
section  at  various  stages,  to  determme  the  amount  of  sediment  carried  in  suspension* 
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<4)  Dredj^Dg^  obtuniDff  spedmenB  of  fhe  bottom  of  tlie  riyer,  to  detennine  material 
.aud  changes  m  material.    (5)  Tri-daily  readings  of  the  water-gauge. 

Discharge, — ^Discharge  observations  with  the  rod-float  plant  were  commenced  No- 
Tembcr  ll,  and  were  continued  November  12,  13,  and  15.  These  observations  had  to 
1)0  discontinued,  with  the  exception  of  December  13  and  14,  on  account  of  running  ioe, 
Tintil  the  river  ftx>£e  over,  which  occurred  on  December  29.  From  January  3  to  Marcb 
10,  inclusive,  discharge  observations  were  taken  bv  cutting  holes  in  the  ice  and  osiDg 
«  current  meter.  After  the  ice  had  broken  up  and  ceased  running  (April  7),  the  wire 
o&nchorage  was  a^ain  put  in,  and  the  discharffe  observations  with  rod-float  plant  re- 
sumed, and  continued  to  October  12,  when  observations  at  the  station  were  discon- 
tinued. Dnrins  the  season  94  discharges  were  obtained,  29  of  which  were  meter  dis- 
•charges.  The  uischarge  observations  were  reduced  and  computed  during  the  season, 
and  the  results  forwarded  to  the  office  at  Saint  Louis,  Mo.  Taking  a  discbarge  oon- 
«i8ted  in  obtaioins  a  cross-section  of  the  river  hj  means  of  soundings,  and  determin- 
ing the  velocity  of  the  current  at  various  points  in  the  section.  The  soundings  were 
tasen  either  with  a  pole  or  a  lead-line,  and  were  25  feet  apart.  A  20-pound  lead  was 
tised.    Velocities  were  taken  every  100  feet  by  means  of  rod-float«  or  current-meter. 

In  determining  velocities  by  means  of  rod-floats  6  rods  were  run  to  each  station,  and 
4k  mean  taken  for  the  observed  velocity  at  that  point.  When  the  current-meter  was 
uyd  a  mid-depth  and  an  integrr&ted  velocity  were  taken  at  each  station. 

In  reducing  and  computing  rod  discharges,  the  observed  velooities  of  the  rods  ware 
reduced  to  the  mean  Telocity  in  the  vertical  section  by  Frauds'  formula,  i  e.  .* 

v'  =  mean  Telocity. 

OBobaerred  velocity. 
D  B  depth  of  water. 
D' = immersion  of  rod. 

The-oeaa  section  was  divided  into  partial  areas  by  ordinates  midway  between  the 
observing  stations.  The  mean  of  the  result  of  rods  run  at  any  station  was  multiplied 
ante  the  ooneeponding  partial  area,  and  the  partial  discharges  thus  obtained  were 
^ded  together  for  the  total  discharge.  The  latter  ouantity  was  divided  by  the  total 
cross-section  for  the  mean  Telocity  of  the  river.  The  meter  discharges  were  com- 
puted in  the  same  manner,  with  the  exception  that  a  mean  of  the  mid^lepth  and  in- 
tegrated velocity  at  each  station  was  multiplied  into  its  coTrespondiug  partial  oross- 
«ection. 

In  taking  discharges  with  rod  floats,  the  following  plant  was  used,  the  principal 
features  being  the  wire  anchorage,  the  electrical  float  apparatus,  and  the  rod  floats: 

The  wire  anchorage  consisted  of  a  No.  9  steel  wire  running  across  the  riTer  ana 
fastened  at  each  shore.  From  this  cross-wire  anchor  wires  ran  up  stream  every  100 
feet.  The  anchor  wires  were  200  feet  lone,  one  end  being  fastened  to  tbe  crosa-wire 
«nd  the  other  to  a  large  stone  weighing  from  two  to  three  hundred  pounds.  When 
not  in  use,  t^is  wire  system  lay  at  the  bottom  of  the  river. 

The  electrical-float  apparatus  used  was  rigged  in  the  following  manner :  Across  the 
ctem  of  a  22  foot  skiff  is  bolted  an  outrigger  20  feet  long  and  five  inches  wide,  which 
as  graduated  to  feet.  From  the  extremities  of  this  outrig^r  two  wires,  each  100 
ieet  long,  supported  on  battens,  trail  down  stream,  and  to  their  lower  ends  is  attached 
4uiuther  similar  strip  supportea  on  three  buoys;  the  upper  and  lower  strips,  together 
with  the  two  side  wires,  forming  a  parallelogram  20  by  100  feet.  On  the  up-stream 
tf'ace  of  the  lower  outrigeer  is  fastened  a  strip  of  sheet  copper  one  inch  wide  extending 
the  whole  length  of  the  Doard.  In  front  of  the  above  copper  strip  is  stretched  a  sim- 
ilar copper  band,  supported  at  each  end  on  wooden  bridges. 

The  strip  of  copper  which  is  fastened  to  the  face  of  the  lower  outrigger  is  oon- 
cected  with  an  insulated  wire  running  along  one  of  the  wires  forming  the  parallelo- 
^aui,  and  the  copper  band  in  front  of  the  strip  is  connected  with  a  similar  insulated 
wire  running  along  the  other  wire  of  the  parallelogram.  The  two  insulated  wires 
lead  into  the  upper  skiff,  where  they  are  connected  with  a  battery  and  electric  bell. 
A.t  the  middle  of  the  lower  outrigger  is  attached  a  skiff  used  in  catching  the  floats. 
The  rods  used  were  cylindrica]  in  shape,  H  inches  in  diameter  and  from  3  to  25  feet 
iiii  length.  To  the  bottom  of  the  rods  were  attached  tin  cans  of  the  same  diameter  as 
the  rods  and  from  12  to  30  inches  long.  These  cans  were  filled  with  shot,  thus  enabl- 
sng  the  rods  to  float  in  an  upright  position.  A  discharge  with  the  float  apparatus 
was  taken  in  the  following  manner:  The  apparatus  having  been  gotten  ready,  tbe 
^ore-end  of  the  cross-wire  was  raided  and  put  over  the  bow  of  the  upper  skiff,  where 
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it  ran  over  a  wheel.  The  whole  apparatus,  consistuiff  of  upper  skiff,  side  lines,  and 
lower  skiff,  was  then  moyed  along  the  cross-wire.  At  every  25  feet  halt  was  made 
and  a  sounding  taken.  When  a  velocity  station  was  reached,  which  was  every 
hundred  feet,  heing  also  Where  one  of  the  anchor  wires  ran  up  stream,  the  skiff  was 
made  fast  and  velocity  observations  taken  in  the  following  manner :  A  rod  float  was 
taken  and  weighted  so  as  to  ran  as  near  as  possible,  without  touching,  to  the  bottom, 
and  allow  from  one  to  two  feet  proieclanff  above  the  surface  of  the  river.  It  was  then 
put  into  the  water  at  the  head  of  tne  skiff  and  allowed  to  float,  aud  as  it  passed  under 
the  upper  outrigger  a  stop-watch  was  started.  At  the  instant  the  float  struck  the 
lower  outrigger  the  stop-watch  was  stopped  and  the  time  taken.  The  striking  of  the 
float  was  announced  in  the  upper  skiff  by  means  of  the  electric  beM,  a  circuit  beiuff 
formed  by  means  of  the  two  copper  strips  on  the  lower  outrigger  coming  in  contact 
when  the  float  struck  it.  Both  outriggers  were  graduated  from  1  to  20  feet,  and  as 
a  float  passed  under  the  upper  one,  the  number  under  which  it  passed  was  noted, 
likewise  the  number  on  the  lower  outrigger  where  it  struck  was  noted.  If  the  num- 
bers were  the  same,  the  distance  traveled  by  the  float  was  100  feet,  the  path  of  the 
float  being  parallel  to  the  sides  of  the  rectangle.  If  the  direction  of  the  float  was 
cither  to  one  side  or  the  other,  the  departure  was  denoted  by  the  difference  of  the  two 
readings,  on  the  upper  and  lower  outrigger,  and  the  distance  traveled  by  the  float 
computed.  After  a  sufficient  number  of  floats  had  been  run  at  a  station,  the  wholi) 
apparatus  was  moved  along  the  wire  to  the  next  station,  100  feet  distant,  and  the  vel- 
ocity observations  repeated,  halt  having  been  made  every  25  feet  to  take  a  soundiuff. 
The  above  observations  were  repeated  at  each  successive  station  until  the  other  siCM 
of  the  river  was  reached. 

During  the  time  that  the  river  was  frozen  over,  the  current  observations  for  the 
discharge  were  taken  with  a  current-meter.  Holes  were  cut  through  the  ice  every  25 
feet,  covering  the  whole  width  of  the  river.  Through  the  holes  soimdings  and 
velocity  observations  were  taken.  The  velocity  stations  were  100  feet  apart  and  in 
the  same  places  as  before,  i.  e.,  when  the  float  apparatus  was  used.  The  apparatus 
used  for  the  current  observations  consisted  of  a  modified  Ellis  meter,  an  electrical 
battery  of  two  cells,  an  electric  register,  a  stop-watch,  a  mushroom  anchor,  to  which 
IB  attached  a  ^inch  wire  rope  on  which  the  meter  was  let  un  and  down,  and  75  feet 
of  insulated  copper  wire,  in  taking  velocity  observations  tnrough  holes  cut  in  the 
ice,  the  meter  was  let  down  on  a  vertical  wire ;  this  vertical  wire  was  held  on  the 
bottom  of  the  river  by  means  of  a  mushroom  anchor,  the  upper  end  being  fastened 
to  a  stake  in  the  ice.  The  meter  was  let  down  by  means  of  a  wire  around  which  was 
twisted  the  insulated  wires,  forming  the  circuit  between  the  meter  and  the  battery 
and  register.  Mid-depth  velocities  were  taken  by  letting  the  meter  down  to  the  re- 
quired depth  and  allowing  it  to  run  from  three  to  five  minutes,  the  number  of  revo- 
mtions  as  recorded  by  the  register  being  put  down  at  the  end  of  each  minute. 

Integrated  velocities  were  taken  by  moving  the  met«r  at  a  continuous  uniform  rate 
from  top  to  bottom  and  back  to  surface,  time  and  number  of  revolutions  being  re- 
corded at  starting,  arrival  at  bottom,  and  return  to  surface.  The  meter  was  rat^  at 
beginning  and  tested  several  times  during  the  perioil  that  the  meter  was  used. 

8lmeif4niffe$. — ^The  slope-eauges  were  read  on  71  different  days,  eztendiuj^  from  June 
11,  Im,  to  October  12, 1881.  The  slope-gauges  had  been  erected  the  previous  Novem- 
bcr,  but  were  continually  knocked  out  by  Ice  and  lumber  rafts.  After  June  11  no 
trouble  was  experienced.  The  gauges,  9  in  number,  were  placed  on  the  Illinois  side 
of  the  river,  4  above  and  4  below  the  discharge-section,  the  remaining  one  being  on 
the  discharge- section.    They  werie  set  by  means  of  a  level,  and  were  fi^quently  tested. 

The  horixontal  distance  between  eacn  gauge  was  500  feet,  embracing  in  all  4,000 
feet  of  the  river. 

The  gauges  used  were  of  the  vertical  type,  graduated  to  feet  and  tenths,  and  the 
readings  estimated  to  hundredths.  They  were  read  as  near  simultaneously  as  possi- 
ble, the  entire  party  being  distributed  along  the  line,  reading  the  gauges  at  a  given 
iignal. 

SedtiMnt.— Sediment  was  taken  73  times  at  various  intervals  from  December  3, 
1880,  to  October  12,  1881,  the  intervals  dependin|c  on  the  turbidity  of  the  river. 
During  high  stages  the  observationB  were  taken  daily,  and  during  lower  staeesy  when 
the  river  contained  little  or  no  sediment,  once  a  week.  In  taking  sediment,  the  section 
▼as  divided  into  8  equi-distant  stations.  At  each  station  6  samples  of  2  ounces  of 
water  were  taken  by  means  of  the  slip-bottle,  two  samples  from  the  surface,  two  from 
mid-depth,  and  two  from  the  bottom.  The  samples  of  water  were  put  in  bottles  aud 
■ent  to  the  Saint  Louis  offloe,  where  they  were  analyzed  and  the  amount  of  sediment 
determined. 

Dredging, — From  January  5,  1881,  to  October  14,  thirty-nine  consecutive  sets  of 
^'^SiD^  were  taken  to  determine  the  change  in  the  material  composing^  the  bottom 
of  the  river  at  the  section.  The  section  was  dredged  once  a  week.  Specimens  of  the 
bottom  of  the  river  were  taken  from  seven  different  points  in  the  section  at  each 
^^C»ing  from  January  5  to  March  7. 
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From  March  24  to  October  14  nine  different  XK>int8  in  the  section  were  takeoi  two 
more  stations  being  added  on  the  Illinois  side  of  the  river. 

From  January  5  to  March  7,  the  dredfioes  were  made  throagh  holes  cat  in  the  ice  in 
the  manner  described  below.  From  Mar^  24  to  October  14,  the  dredging  was  done 
ftom  a  skiff,  by  means  of  a  canvas  bag  surrounding  an  iron  frame^  ^  which  a  rope 
was  attached. 

The  stations  used,  with  the  addition  of  the  two  mentioned  above,  were  the  same  as 
previous  dredgings.  • 

A  specimen  of  the  bottom  of  the  river  obtained  by  each  dredging  was  kept,  dried, 
and  analyzed.  ^ 

The  specimens,  324  in  number,  put  in  tin  boxes  and  labeled,  were  forwarded  to  Saint 
Louis,  Mo.  The  specimens  were  analyzed  in  the  field,  and  the  results,  in  tabular  form, 
comprising  SHsheete,  forwarded.  When  dredging  through  boles  in  the  ice  the  following- 
described  dredge  was  found  to  answer  the  purpose.  It  consisted  of  a  cylinder  of 
sheet-iron  18  inches  long  and  6  inches  in  diameter,  open  at  one  end  and  dosed  at  the 
other.  A  strip  of  wrought  iron  1  by  i  by  20  inches  was  riveted  to  the  outside  (length- 
wise) of  the  cylinder,  and  allowed  to  prolect  a  few  inches  beyond  the  open  end.  To 
this  strip  was  scrowed  a  rod  made  of  half-inch  gas-pipe.  The  rod  was  composed  of 
sections,  each  7  feet  long,  with  gas-pipe  couplings  for  screwing  together,  thereby  per- 
mitting the  rod  to  be  lengthened  or  shortened,  as  the  depth  required. 

The  section  nearest  the  cylinder  was  bent  upwards  at  an  angle  of  about  130^,  allow- 
ing the  cylinder  to  be  pulled  along  the  bottom,  scooping  up  the  material.  The  dredge 
was  let  into  the  water-cylinder— end  down  stream.  In  pulling  it  up  to  the  surface, 
the  cylinder  assumed  a  perpendicular  position,  theroby  enabling  the  material  from  the 
bottom  to  be  brought  up  without  undergoing  any  change  by  having  the  smaller  par- 
ticles washed  out.  The  dredge  was  found  to  work  without  fail  every  time  and  at  all 
depths  in  the  section. 

Very  respectfully,  your  obedient  servant, 

Homer  P.  Rittb^ 

Pint  Lieut.  Smith  S.  Leach, 

3eor0tary  MUHw^^  Biver  CknnmUHon, 


8.— At  Gbaftok,  III.,  J.  H.  Davis,  Absibtaut  m  Chaboi. 

(NoTB.^BesoltB  in  Beport  of  Coimnieirfan  for  1882,  page  142.) 

Office  Mississippi  River  Commission, 

Saint  Louis,  Mo.,  Jul^  13, 1883. 

Sir  :  I  haye  the  honor  to  submit  the  following  report,  on  the  observations  at  Graf- 
ton, Illinois,  made  firom  October  15, 1880,  to  October  25,  1881. 

llie  scene  of  operations  was  reached  by  the  assistant  about  the  middle  of  October. 
There  was  neither  material  nor  assistance  at  hand,  so  that  little  moro  than  locating 
could  be  done  during  the  first  week.  Upon  the  arrival  of  two  boatmen,  a  reoonnais- 
sance  of  the  most  favorable  portion  of  the  river  was  made,  for  the  purpose  of  locating 
a  gauging  section.  Upon  the  arrival  of  C.  L.  Harrison,  recorder,  the  party  was  com- 
plete, consisting  of  assistant,  recorder,  and  two  boatmen.  There  was  a  good  deal  of 
proliminary  work  to  be  done  in  putting;  up  gauges,  constructing  plant,  putting  in 
anchorage,  laying  off  ranges  and  putting  up  signals.  Owing  to  the  fact  that  no 
instruments  wero  furnished,  and  the  material  and  tools  wero  delayed,  much  time 
was  lost  unnecessarily  in  this  work.  Most  of  it  had  to  be  done  with  borrowed 
utensils.  Finally,  on  the  13th  of  November,  the  proparations  had  advanced  suffi- 
ciently to  measure  a  discharge  by  the  method  of  pl^t  set  forth  in  the  instructions. 

The  serial  work  consisted  of— 

1st.  Discharge  observations. 

2d.  Sediment  observations. 

3d.  Dredging  observations. 

4th.  Slope  observations. 

5th.  Determining  vertical  velocity  curves. 
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The  discharge  obseiratioDs  were  made  daily,  when  praoticable,  Sunday  excepted. 
DuriQ};  the  year  191  dieoharges  were  measured.  They  were  distnbntedi  by  method^ 
M  follows : 

By  doable  floats,  located  with  transit '. cK> 

By  rod  floate,  located  with  transit 25 

By  doable  floats,  with  plant 6 

By  rod  floats,  with  plant 39 

By  doable  floats,  not  located 26 

By  current  meter 15 

Total 191 

The  sediment  observations  were  very  irregular  in  the  early  part  of  the  season. 
Soon  after  the  work  b^gan,  the  boats  stopped  running  on  account  of  ice,  and  did  not 
resume  until  March.  During  this  period  tnere  was  no  way  of  forwarding  specimens, 
and  80  none  were  taken.  After  the  boats  commenced  running  again,  si^iment  waa 
taken  daily,  with  few  exceptions,  until  August,  when  it  was  token  weekly.  Several 
omissions  occurred  on  account  of  the  shipping-boxes  not  being  promptly  returned. 
During  the  3rear  98  sets  of  samples  were  tak^n  and  forwarded  to  the  omce. 

The  dredgings  w^re  taken  monthly,  after  and  inclndins  March.  The  instructiona 
to  take  them  were  not  received  till  late  in  December,  and  it  was  impossible  to  obtain 
samples  during  the  months  of  January  and  February.  Ten  sets  of  specimens  were 
taken  and  forwarded  to  the  ofiice. 

The  slope  observations  were  made  dail  v  when  more  important  work  did  not  occupy 
the  full  time.  A  large  number  of  the  observations  were  rendered  worthless  by  the 
gauj^es  being  destroyed  before  a  level  was  obtained  with  which  to  connect  them. 
About  I2b  sets  of  serviceable  observations  were  made. 

The  vertical  velocity  observations  were  made  with  the  meter  during  the  ice  period. 
Daring  the  month  of  January  119  curves  were  determined  at  13  diflerent  stations 
across  the  river. 

Dwekarge  ohBervalions. — As  already  stated,  the  first  discharge  was  taken  on  Novem- 
ber 13;  another  was  taken  on  the  15th,  both  being  by  the  plant  method.  On  the  16th. 
of  November  the  ice  commenced  to  flow  in  large  quantities,  and  from  that  date  till 
March  7  the  river  was  not  clear  of  it. 

After  a  few  days  of  running  ice  the  river  blocked,  but  did  not  freeze  over.  For 
several  weeks  there  were  immense  fields  of  ice  that  covered  more  than  half  the  river, 
but  were  not  solid  enough  to  work  upon.  This  continued  throughJDecember,  during 
which  time  it  was  impost<ible  to  measure  discharges.  As  soon  as  the  river  became 
solid  in  January,  the  meter  was  brought  into  immediate  use.  The  ice  remained  solid 
tin  the  2d  of  February,  and  the  meter  was  employed  up  to  that  time ;  there  were  a. 
few  omissions  owing  to  repairs  needed  on  the  instrument.  Although  the  ice  became 
too  weak  for  further  work  upon  it  early  in  February,  it  did  not  break  away  till  the 
last  of  the  month.  Meanwhile  no  discharges  could  be  measured.  As  soon  as  the  ice 
commenced  to  flow,  discharges  were  taken  by  timing  ice  chunks,  a  few  floats  being, 
nm  where  a  skiff  could  be  handled.  The  distances  were  all  estimated  by  guess. 
After  the  ice  stopped  running,  the  use  of  double  floats  was  continued  until  a  new  an- 
chorage coald  be  put  in  and  arrangement«  made  for  using  the  plant ;  during  March 
and  April,  twenty-six  sets  of  observations  were  made  in  this  way.  On  the  5th  of 
April  the  anchorage  waa  completed  and  the  original  method  by  plant  resumed.  By 
this  time  the  river  was  becoming  very  high.  After  five  sets  of  observations  were 
made  with  the  plant  the  anchorage  was  swept  away  by  the  swelling  volume  of  water.. 
Repeated  efforts  were  made  to  replace  it.  Several  wires  were  stretched  across  the 
liver,  but  were  broken  before  being  used ;  some  of  the  breaks  were  occasioned  by 
logs  catching  on  them  near  shore.  Finally,  upon  witnessing  the  wire  break  in  mid- 
stream from  the  force  of  the  current  alone,  all  efforts  to  keep  it  in  were  abandoned. 
Upon  an  urgent  request  a  transit  was  famished  the  party,  and  on  April  16  the  first 
set  of  observations  was  made  with  double  floats  located  from  shore.  This  method 
was  kept  up  till  the  middle  of  July,  ninety-one  discharges  having  been  taken  in  this- 
way. 

About  the  middle  of  July,  free  rods  were  substituted  for  double  Boats,  the  river  then 
being  low  enough  to  handle  them  conveniently.  This  was  not  practicable  in  high, 
water,  with  a  skiff  party  of  only  two  boatmen,  who  had  to  mauaee  the  skiff,  haudlo 
the  floats,  take  and  record  the  soundings.  Free  rods  were  used  and  located  with, 
transit  until  August,  25  discharges  being  taken.  On  the  19th  of  August  the  plant 
method  was  resumed,  the  river  having  become  sufiQciently  low  to  make  it  practicable, 
fieds  were  now  used  exclusively.  This  method  was  kept  up  till  the  4th  of  October^ 
thirty-eight  discharges  having  been  taken.    By  the  1st  of  October  the  river  had  agaiu, 
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risen  bank  full,  and  as  a  result  the  anchorage  was  again  carried  away.  Several  nn- 
naccesaful  attempts  were  made  to  pnt  in  a  new  one.  At  this  time  the  party  con- 
sistetl  of  an  aasistaut  and  two  boatmen,  the  recorder  having  been  assigned  to  other 
duties.  After  spending  nearly  two  weeks  in  trying  to  pat  in  a  new  anchorage,  it  was 
considered  useless  to  make  any  farther  effort  until  the  river  should  fall. 

The  party  was  now  too  small  to  reeume  any  of  the  other  methods  employed^  ao  it 
was  decided  to  occupy  the  time  in  running  some  additional  levels  to  check  the  slope 
gauges,  and  to  connect  the  daily  gauge  with  a  precise  level  bench. 

On  the  ir>th  of  October,  instructions  were  received  to  close  the  work  on  the  85th  of 
October,  and  report  at  the  office  at  the  earliest  convenience. 

DesoHpHon  of  method*  enkploffed  m  diicharge  maoMirfiiieifto. 

Ist.  By  plant. — ^The  method  described  in  your  report  contained  in  the  progress  re- 
port of  the  Commission  for  1682^  was  not  materially  departed  from.  In  case  of  an 
up-stream  or  cross-stream  wind,  it  was  found  necessary  to  drop  a  small  anchor  at  the 
stern  of  the  lower  skiff,  in  order  to  keep  the  side  wires  stretched.  The  immersion  of 
rod  required  at  each  station  was  determined  by  longitudinal  soundings  made  about 
three  times  a  week. 

2d.  By  douhls  floatB.—Thej  were  located  instrumentally  on  two  ranees  100  feet 
apart.  The  angles  were  taken  with  a  transit  stationed  at  the  end  of  a  OiO-foot  base. 
Telegraphic  signals  were  given  at  the  time  of  the  floats  crossing  the  ranges.  The 
observer  determined  when  the  float  reached  the  nmge,  bv  sif^hting  across  a  vertical 
wire  kept  in  line  with  a  signal  on  the  opposite  side  of  the  nvor.  A  pair  of  binocu- 
lars was  osed  to  enable  him  to  see  the  float  distinctly;  the  wire  and  signal  could  also 
be  seen  at  the  same  time.  The  observer  that  gave  signals  also  timed  the  float  with 
a  stop-watch.  Soundings  were  taken  upon  each  of  the  ranges  by  one  of  the  boatmen, 
who  also  acted  as  recorder.  The  boatmen  also  manipulated  the  floate.  The  skiff 
was  kept  directly  behind  the  float,  and  the  soundings  were  tiUcen  in  its  path. 

In  the  observations  made  without  the  use  of  a  transit,  the  distance  of  the  float 
firom  shore  was  estimated  by  guess  by  an  observer  in  the  skiff.  Only  four  or  flve 
points  in  the  section  were  estimated  in  this  way,  the  others  being  interpolated.  A 
surprising  degree  of  accuracy  was  attained  in  this  way,  as  shown  by  the  regular 
increase  of  the  water  area  for  that  period,  from  the  first  of  March  to  the  middle  of 
April.  The  velocities,  depending  to  considerable  extent  upon  the  corresponding 
stage  of  the  Missouri  River,  do  not  increase  so  regularly. 

3d.  By  the  current  mettr. — This  method  was  employed  when  the  river  was  frosen 
over.  Twelve  stations  were  located  at  equal  intervals  across  the  river.  At  each 
station  a  hole  was  cut  in  the  ice  sufficiently  large  for  lowering  the  meter  and  the 
accompanying  apparatus.  The  meter  was  clamped  to  a  foot-piece  that  worked  on  a 
standing  wire  attached  to  a  weight  that  rested  on  the  bottom.  The  meter  was  low- 
ered on  the  wire  by  means  of  a  cord,  graduated  so  that  any  desired  depth  could  be 
reached.  The  greatest  river  depth  at  that  time  was  about  14  feet,  so  that  the  meter 
could  be  lower^  to  the  bottom  with  perfect  ease.  At  each  of  the  stations  the  work 
«onBi8ted  of  velocities  at  mid-depth  and  by  inte^ation,  and  also  at  all  depths,  when 
it  was  desired  to  take  a  vertical  curve.  At  mid-depth  the  meter  was  run  several 
minutes,  being  timed  for  each  minute  separately.  The  integration  was  taken  flrom 
the  surface  to  the  bottom  and  return.  In  this  the  time  and  revolutions  of  the  meter 
were  taken  at  the  bottom  without  stopping  the  motion  of  the  meter.  A  uniform 
movement  was  maintained  during  the  integrations  by  letting  out  and  taking  in  the 
cord  regularly  by  hand.  It  was  impossible  to  use  a  reel  for  this  purpose  on  account 
of  the  cord  becoming  frozen  soon  alter  reaching  the  surface.  To  prevent  the  meter 
from  becoming  covered  with  ice  when  changing  stations,  it  was  immersed  in  a  tub 
of  water.    The  a4justmeuts  had  to  be  made  under  water. 

Rating. — The  meter  was  rated  in  the  following  manner :  A  longitudinal  cut  a  foot 
wide  and  about  150  feet  in  length  was  made  in  the  ice  of  a  pond  containing  water  1| 
to  2  feet  in  depth.  The  meter  was  clamped  to  an  iron  rod,  secured  in  a  vertical  posi* 
lion  at  the  front  end  of  a  sled  that  was  made  to  run  astride  the  longitudinal  opening. 
Two  flanges  were  placed  inside  of  the  runners  and  made  to  move  along  the  opening 
to  prevont  the  sled  from  turning  either  to  the  right  or  left.  A  uniform  movement  of 
the  sled  was  obtained  by  pushing  it,  the  men  taking  even  steps  meanwhile.  The  meter 
being  clanopcd  on  the  rod  was  immersed  to  a  depth  of  about  1  foot.  That  was  con- 
sidered sufQcient,  as  there  was  little  disturbance  of  the  surface  water  during  the  ope- 
ration. The  meter  was  timed  over  a  distance  of  100  or  125  feet.  A  rating  consisted 
of  from  20  to  30  observations,  the  rates  varying  from  ^  to  8  feet  per  second.  During 
the  use  of  the  meter  there  were  5  ratings  made. 

Sediment  observations.— S&m^leB  were  taken  at  8  points  on  the  gauging  section.  They 
were  taken  at  the  surface,  at  mid-depth,  and  near  the  bottom.  These  were  combined 
vertically  and  horizontally.  The  vertical  combination  for  any  station  contained  two 
ounces  at  each  depth  placed  in  one  bottle.    Eight  bottles  were  thus  required  for  one 
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d%y*8  Hunples.  In  the  hoiiaootal  oombinalion,  two  onnoen  of  each  of  the  sorfaoe 
ttmples  were  placed  in  one  bottle,  two  oances  of  each  of  the  mid-depth  samples  were 
placed  in  a  second  bottle,  and  two  oances  of  each  of  the  bottom  samples  were  placed 
in  a  third  bottle.  Three  bottles  were  thus  required  for  a  day's  samples.  The  bottles 
containing  the  samples  were  sealed,  properly  labeled,  and  forwarded  to  the  ofiSce  at 
legolar  intervals.    The  analysis  was  made  under  your  supervision. 

Dredghtg  ohservations. — The  samples  were  taken  with  a  backet  designed  and  con- 
vtrncted  during  the  progress  of  the  work.  It  was  of  the  following  constraction : 
Two  of  it«  faces  were  trapezoids,  the  remaining  four  being  rectangles.  The  bottom 
was  considerably  enlarged  in  one  direction.  The  height  was  about  one  and  a  half 
times  any  other  dimension.  The  bucket  had  a  bail  and  a  hinged  lid,  so  connected 
that  the  lid  was  closed  when  the  bucket  hung  vertically.  Upon  inclining  the  bucket 
the  lid  was  thrown  open.  The  bucket  was  so  balanced  that  when  empty  it  hun^  at 
an  angle,  tiie  lid  being  open.  Upon  filling  it  with  any  heavy  material  a  vertical 
position  was  assumed,  the  lid  then  being  closed.  There  was  also  a  strip  of  iron 
riveted  across  the  bottom,  that  caused  the  bucket  to  fall  forward  upon  reaching  the 
bottom.  In  this  position  it  wan  easily  filled.  Upon  lifting  it  up  a  vertical  position 
was  assumed,  the  iid  closed,  and  the  sample  preserved.  The  backet  was  made  water< 
tight  so  as  to  hold  the  finest  material.  The  backet  was  lowered  while  drifting,  and 
tilled  by  rowing  a  few  strokes  down-«tream.  The  boat  was  then  held  up  somewhat 
hy  backing,  until  the  bucket  was  brought  to  the  surface.  The  apparatus  worked 
with  entire  satisfaction.  The  samples  were  taken  at  six  stations,  distributed  at 
equal  intervals  across  the  river;  from  1  to  2  pints  were  preserved.  They  were  placed 
in  tin  cans,  which  were  carefully  closed,  packed  in  a  large  box  and  forwarded  to  the 
office.    N9  analysis  was  made  of  them  in  the  field  for  want  of  a  miscroscope. 

Slc^  vbaervaHone, — ^The  method  of  obtaining  slopne  was  by  making  simultaneons 
readings  on  a  series  of  gauges,  erected  at  regular  intervals  along  shore.  For  this 
parpose,  9  gauges  were  erected  600  feet  apart,  extending  for  a  distance  of  2,000  feet 
above  and  below  che  gauging  section.  The  gauges  were  graduated  to  half  tenths  of 
a  foot,  and  by  means  of  a  vernier  could  be  read  to  thousandths,  approximately.  In 
taking  the  reiwlings,  a  box  was  placed  around  the  gauge,  that  extended  about  2  feet 
below  the  surface.  The  wat<er  was  admitted  through  a  small  aperture  in  the  bottom 
of  the  box.  In  this  way,  surface  waves  were  kept  away  from  the  gauge  while  being 
read.  In  reading  the  gauges,  the  force  was  divided  into  two  parties,  each  one  having 
a  skiff.  One  party  went  to  the  upper  gauge.  A,  and  the  other  to  the  middle  gauge, 
£.  Upon  a  signal  passing,  both  parties  commenced,  and  read  down-stream  as  rapidly 
as  possible.  Uauge  E  was  read  a  second  time  by  the  upper  party  upon  reaching  it. 
Having  been  read  at  starting  by  the  lower  party,  any  change  tnat  had  occurred  could 
be  detected,  and  corrections  made  accordingly  on  all  the  readings.  Unfortunately, 
a  good  deal  of  work  in  this  connection  was  lost,  on  account  of  having  no  level  tUl 
late  in  the  summer.  All  the  gaages  that  had  been  read  previous  to  March  17  were 
destroyed  by  ice,  no  connection  having  been  made.  These  were  on.  the  Illinois  shore. 
A  new  set  was  erected  on  the  Missouri  shore  about  March  17.  A  great  number  of 
gaages  had  to  be  put  in  at  each  station  as  the  river  went  down,  when  a  new  one 
was  put  up,  it  was  checked  by  the  one  previously  in  use.  In  this  way  a  continuous 
set  of  gaage  readings  was  obtained  at  most  of  the  stations,  until  a  level  was  received 
about  July'  15,  and  connection  made.  However,  many  of  the  gauge  rods  were 
slightly  disturbed,  at  times,  by  caving  banks  and  floating  logs.  For  this  reason,  the 
slope  for  short  reaches  cannot  be  implicitly  relied  on  in  all  cases.  The  slope  for  the 
whole  reach  will  be  found  more  reliable,  as  the  errors  are  not  large  enough  to  mate- 
rially affect  the  total  fall. 

VerUoal  velodtn  curves, — These  were  taken  with  the  meter,  during  the  ice  season, 
and  in  connection  with  the  discharge  work.  The  velocities  were  obtained  by  taking 
minute  observations,  at  points  one  foot  apart,  from  the  surface  to  the  bottom.  The 
highest  point  was  ta^en  just  below  the  under  surface  of  the  ice.  The  lowest  point 
was  about  one  foot  from  the  bottom.  The  meter  was  lowered  as  in  the  discharge 
voik,  the  immersion  being  obtained  from  the  graduation  of  the  lowering  cora. 
Carves  were  taken  at  each  of  the  twelve  stations  used  in  measuring  discharges. 
Three  carves  were  taken  at  a  station  located  in  deeper  water  than  any  found  on  the 
discharge  section. 

REMARKS. 

After  the  observations  were  fairly  begun  in  Januarv',  the  greater  part  of  the  time 
of  both  assistant  and  recorder  was  required  in  the  neld.  All  the  spare  time  was 
occupied  in  computing  velocities  and  discbarges.  With  the  exception  of  about  two 
weeks,  when  the  assistant  was  away,  the  velocities  were  computed  m  the  field,  A  bout 
70  discharges  were  also  computed.  The  remainder  of  the  computations^  the  tabula- 
tiuD  and  plotting,  were  done  in  the  office  under  your  immediate  supervision.  During 
the  latter  part  of  November,  and  nearly  the  whole  of  December,  no  field  work  could 
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be  done  except  to  attend  to  the  slope  gangee.  The  remainder  of  the  time  of  the  f 
ant  and  recorder  was  occapied  in  computing  some  tables  for  redncine  Yelocities. 
In  this  way  mach  time  was  sayed  in  the  oompntations  made  during  we  working 
season.  Mr.  C.  L.  Harrison,  recorder,  was  an  able  and  reliable  assistant.  Daring  my 
leave  of  absence,  extending  from  the  12th  to  the  29th  of  September,  he  was  in  fnU 
charge  of  the  observation^,  and  executed  the  work  with  entire  satisfaction.  The  as- 
sistant labored  under  great  disadvantages,  owing  to  the  location  of  the  station.  It 
was  frequently  impracticable  to  carry  out  the  instructions.  In  this  case,  the  method 
was  pursued  that  seemed,  in  the  Judgment  of  the  assistant,  best  adapted  to  the  cir- 
cumstances. 

Respectfully  submitted. 

J.  H.  Dayib, 

A$9i9taiU  Enginetr. 

First  Lieut.  Smith  8.  Leach, 

Secretary  MisHesippi  Biver  Ck>mm4a$i4m. 


9.— Probable  Discharges  of  the  Mississifpi  Btver  at  Various  Points,  Dubino 

THE  Tears  1881  and  1882. 

Table  skowing  daily  discharge  of  the  Mieeieeippi  Biver  at  Preeeott,  Wis.f  Jamuary  1, 188^, 

to  January  1,  1883. 

[Computed  l!h>m  the  gaage  reftdings  by  a  formula  dodnced  from  diBcharge  obeerratioDB  at  the  eMiie 

poiut  in  1881.] 

IToTB.— As  fhe  Preeoott  gauge  was  not  read  in  1882,  the  saiigo  readings  at  Hastings,  Minn.  (8  miles 
above  Preteott),  were  taken,  after  correctlonB  for  slope  and  changes  of  slope. 


Date. 

Gauge. 

Discharge 

in  1,000^ 

onbio  feet 

per  second. 

Date.' 

Oange. 

Discharge 

in  1,000 
cubic  feet 
per  second. 

Date. 

Gange. 

Discharge 

in  1.000 
onbio  feet 
per  second. 

1882. 

1882. 

1882. 

Jan.     1 

180.8 

18 

Feb.  15 

180.4 

17 

Apr.     1 

184.2 

33 

2 

180.9 

18 

16 

180.4 

17 

2 

184.7 

35 

8 

181.0 

10 

17 

180.4 

17 

8 

185.2 

37 

4 

181.2 

10 

18 

180.5 

17 

4 

185.7 

39 

6 

•    181.4 

20 

10 

180.6 

17 

5 

186.2 

42 

e 

181.5 

20 

20 

180.5 

17 

6 

186l7 

46 

7 

181.6 

21 

21 

180.6 

17 

7 

187.2 

50 

8 

181.7 

21 

22 

180.6 

17 

8 

187.7 

54 

9 

181.0 

22 

23 

180.7 

18 

0 

188  2 

39 

10 

181.8 

22 

24 

180.7 

18 

10 

188.7 

63 

U 

181.8 

22 

25 

180.6 

17 

11 

180.2 

68 

12 

181.7 

21 

26 

180.5 

17 

12 

180.7 

73 

13 

181.6 

21 

27 

180.4 

17 

13 

190.3 

80 

14 

181.7 

21 

28 

160.5 

17 

14 

100  2 

79 

15 

181.7 

21 

Mar.    1 

180.5 

17 

15 

lOiLl 

78 

IS 

181.7 

21 

2 

180.0 

18 

16 

189.0 

75 

17 

181.7 

21 

8 

181.8 

20 

17 

180.8 

74 

18 

181.6 

21 

4 

181.8 

22 

18 

180.7 

78 

10 

18L6 

21 

5 

182.2 

24 

10 

180.6 

72 

20 

18L6 

21 

6 

182.7 

25 

20 

188.6 

72 

21 

18L6 

21 

7 

188.2 

28 

21 

180.5 

71 

22 

181.6 

21 

8 

188.2 

28 

22 

180.4 

TO 

28 

18L6 

20 

8 

188.2 

28 

28 

180.3 

68 

24 

181.4 

20 

10 

183.1 

27 

24 

188.2 

68 

25 

181.8 

20 

11 

183.0 

27 

25 

180.1 

67 

26 

181.4 

20 

12 

182.8 

26 

26 

189.1 

67 

27 

181.6 

20 

18 

182.7 

25 

27 

180.0 

66 

28 

18L4 

20 

14 

182.6 

25 

28 

189.0 

G6 

29 

181.8 

20 

15 

182.4 

24 

20 

180.0 

06 

80 

181.3 

20 

16 

182.2 

24 

30 

18&0 

65 

81 

181.2 

10 

17 

182.1 

28 

May     1 

18&6 

68 

Ttob.     1 

18L2 

10 

18 

182.1 

28 

188.5 

62 

181.2 

10 

10 

182.1 

23 

188.8 

60 

181.1 

10 

20 

182.1 

23 

188.2 

59 

181.0 

10 

21 

182.2 

24 

188.0 

57 

180.9 

18 

22 

182  2 

24 

187.8 

» 
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18 

23 

182.1 

28 

187.6 

53 

180.8 

18 

24 

182.2 

24 

187.4 

68 
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18 

25 

182.3 

24 

187.2 

50 

180.7 

18 

26 

182.8 

24 

10 

187.4 

S2 

180.7 

18 

27 

182.4 

24 

11 

187.6 

^ 
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17 

28 

182.7 

25 

12 

188.1 

SB 
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17 

20 

188.1 

27 

13 
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63 
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17 

80 

188.4 

28 

14 
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68 
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17 

81 

188.8 

80 

15 
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74 

Digitized  by 


Google 


xx 


-B£POST  OF  MISSISSIPPI  BIYl 


DiBoharge 

In  1,000 
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onbio  feet 
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Ang.   1 

183.1 

27 

72 
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27 

70 

182.9 

26 

68 
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26 

66 
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26 

63 
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26 

62 
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60 
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24 

60 
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28 

60 

10 

181.8 

22 

60 

11 
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21 

60 

12 

181.5 

20 

60 

18 

181.4 

20 

67 

U 

181.8 

20 

66 

15 

18L2 

19 

64 

16 

181.2 

19 

64 

17 

18L1 

10 

68 

18 

181.0 

10 

62 

19 

18a9 

18 

61 

20 

180.8 

18 

60 

21 

180.7 

18 

60 

22 

181.0 

19 

49 

23 

181.0 

10 

46 

24 
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10 

48 

25 
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18 

42 

26 
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18 

41 

27 
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20 

80 

28 
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21 

38 

29 
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21 

.      87 

80 
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21 

86 

81 
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2fl 

85 
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84 

2 

180.8 

le 

33 

8 
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17 

82 

4 
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88 

5 
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14 

84 

6 
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14 

89 

7 
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18 

86 

8 
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12 

38 

9 
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12 

41 

10 
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11 

46 

11 
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12 

178.5 
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14 
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16 
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16 
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17 
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18 
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8 

68 

19 
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i 

68 

20 

177.6 

C 

61 

.   21 

177.5 

fl 

40 

22 

177.4 

7 

48 

28 

177.8 

7 

49 

24 

177.8 

7 

40 

25 

177.8 

7 

60 

26 

177.2 

7 

60 

27 

177.2 

7 

61 

28 

177.2 

7 

48 

29 

177.2 

7 

45 

80 
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7 

48 

Oct     1 

177.2 

7 

41 

2 
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7 

89 

8 
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7 

38 

4 
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7 

87 

5 
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7 

86 

6 
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84 

7 
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8 

88 

8 
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Jan.     1 

487.8 

80 

Har.  16 

488.2 

86 

May  29 

442.7 

7S 

48&6 

89 

17 

48ai 

86 

80 

442.6 

74 

430.8 

48 

18 

48ao 

85 

81 

442.6 

74 

440.1 

60 

19 

48ai 

86 

JTone   1 

442.5 

TZ 

440.1 

60 

20 

48ai 

86 

2 

442.4 

n 

440.2 

61 

21 

48a2 

86 

8 

442.3 

71 

440.6 

64 

22 

488.8 

87 

4 

442.3 

71 

44a  8 

66 

23 

438.8 

87 

6 

442.3 

71 

440.8 

66 

24 

48a2 

86 

6 

442.1 

6» 

10 

440.8 

66 

26 

4S&1 

86 

7 

442.0 

68 

11 

440.9 

67 

26 

488.1 

86 

8 

442.0 

68 

12 

440.8 

66 

27 

48a2 

86 

9 

44L9 

«7 

18 

440.6 

64 

28 

48a6 

88 

10 

44L8 

66 

14 

440.4 

63 

29 

48&7 

89 

U 

441.7 

65 

16 

480.8 

48 

80 

439.8 

44 

18 

441.6 

Oft 

It 

489i4 

46 

81 

489.8 

48 

18 

441.3 

61 

17 

48a8 

87 

Apr.    1 

440.1 

60 

14 

441.2 

69 

18 

43&1 

86 

440.2 

61 

16 

44L0 

58 

19 

48a6 

89 

440.8 

62 

16 

440.8 

56 

20 

489.8 

44 

44a  4 

58 

17 

44a5 

54 

21 

4394 

46 

440.8 

66 

18 

44a  8 

52 

22 

489.7 

47 

441.4 

62 

19 

44ai 

50 

28 

489.6 

46 

441.6 

64 

20 

488.9 

49 

24 

489.8 

44 

442.7 

76 

21 

489.0 

46 

25 

489.2 

44 

448.6 

84 

22 

489.6 

46 

28 

489.1 

48 

10 

444.2 

90 

28 

439L8 

48 

27 

48a9 

41 

U 

444.7 

96 

24 

440.2 

51 

28 

439.0 

42 

12 

445.1 

100 

25 

440.3 

52 

29 

43&7 

89 

18 

445.4 

104 

26 

440.4 

68 

30 

437.6 

82 

14 

445.4 

104 

27 

44L0 

58 

31 

438.2 

36 

15 

445.2 

101 

28 

441.7 

66 

Felk     1 

438.6 

89 

16 

445.0 

99 

29 

442.1 

60 

2 

438.8 

40 

17 

444.8 

97 

3U 

442.8 

71 

3 

438.7 

39 

18 

444.6 

95 

July    1 

442.3 

71 

4 

488.7 

89 

19 

444.3 

91 

442.3 

71 

6 

438.6 

39 

20 

444.1 

89 

442.8 

71 

6 

438.6 

89 

21 

444.0 

88 

442.4 

72 

7 

48&6 

89 

22 

443.8 

86 

442.3 

71 

8 

438.6 

89 

23 

443.8 

86 

442.1 

69 

9 

48&6 

88 

24 

448.8 

86 

442.1 

69 

10 

438.6 

88 

25 

443.8 

86 

442L1 

60 

U 

43&4 

87 

26 

448.6 

84 

442.1 

69 

12 

438.6 

89 

27 

443.6 

84 

441.9 

67 

18 

43a7 

89 

28 

443.6 

84 

441.8 

66 

14 

438.6 

89 

29 

443.6 

84 

441.8 

66 

16 

43&6 

89 

80 

443.4 

82 

441.7 

65 

16 

438.7 

39 

May    1 

443.4 

82 

441.7 

65 

17 

48a8 

40 

2 

443.2 

80 

441.7 

65 

18 

489.1 

48 

8 

448.1 

70 

44L7 

65 

19 

430.7 

47 

4 

443.0 

78 

-      44L7 

65 

20 

440.2 

61 

5 

443.0 

78 

18 

441.7 

65 

21 

439.4 

45 

6 

442.8 

76 

19 

441.6 

63 

22 

439.7 

47 

7 

442.6 

74 

90 

44L1 

59 

23 

440.1 

50 

8 

442.4 

72 

21 

440.8 

56 

24 

440.3 

62 

9 

442.8 

71 

28 

44a6 

55 

26 

440.4 

68 

10 

442.8 

71 

28 

44a2 

51 

26 

440.2 

61 

11 

442.8 

71 

24 

440.0 

50 

27 

440.7 

66 

12 

442.8 

71 

26 

439.8 

4« 

28 

440.7 

66 

13 

442.4 

72 

26 

48a6 

46 

liar.    1 

439.8 

48 

14 

442.9 

77 

27 

439.  <r 

46 

439.0 

42 

16 

443.8 

86 

28 

439.8 

44 

438.6 

89 

16 

C:t 

96 

29 

439.1 

43 

43a6 

89 

17 

07 

80 

489.0 

42 

43&6 

89 

18 

444.7 

96 

81 

439.0 

42 

43a  8 

40 

19 

444.6 

95 

Ang.    1 

48a9 

41 

48^9 

41 

20 

444.4 

92 

43a9 

41 

439.0 

42 

21 

444.2 

90 

438.9 

41 

439.0 

42 

22 

444.0 

88 

48a9 

41 

10 

43a  8 

40 

23 

444.4 

92 

48a8 

40 

11 

43a  7 

89 

24 

443.5 

83 

43a9 

41 

12 

43a6 

89 

25 

443.3 

81 

439.0 

42 

18 

43a6 

88 

26 

443.2 

80 

489.0 

42 

14 

43a  4 

87 

27 

443.8 

81 

48a8 

40 

16 

488.8 

87 

28 

442.8 

76 

10 

48a6 

89 
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81 
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IS 
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8 

8 

487.9 

10 

487.3 

80 
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8 

8 
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80 
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27 
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26 
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» 
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81 
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8 
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87 
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8 
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8 
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26 

437.7 
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27 
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8 
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in  1,000 
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Oange. 
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1888. 

1882. 

jS?*'! 

78.5 

8 

Jan.  18 

78.5 

8 

Jan.  8 

75.1 

1 

77.8 

8 

14 

75.2 

8 

8 

74.4 

Z 

77.8 

78 

15 

78w0 

51 

27 

74.6 

4 

77.2 

77 

16 

74.7 

8 

8 

75.1 

77.0 

74 

17 

74.8 

44 

8 

74.4 

75.8 

8 

18 

74.3 

44 

30 

75.1 

76w8 

8 

19 

78.6 

8 

81 

75.6 

7&2 

8 

8 

78.5 

86 

Feb.     1 

75.4 

7fii0 

51 

21 

74.1 

42 

76w2 

10 

74.8 

8 

8 

74.8 

44 

75.3 

u 

74.8 

8 

8 

74.7 

8 

76.7 

8 

7&8 

8 

U 

74.8 

8 
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Date. 
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1882. 

1881 

1881 

VBb.     • 

76.9 

60 

Apr.  24 

80l6 

247 

July  10 

816 

905 

7 

76.1 

68 

26 

87.2 

263 

U 

84.2 

186 

8 

76.8 

66 

26 

87.9 

280 

12 

84.0 

191 

9 

7&2 

64 

27 

88.2 

287 

18 

10.7 

188 

10 

75.9 

60 

28 

8a2 

287 

14 

88.4 

180 

U 

76.8 

60 

29 

87.8 

278 

16 

88.1 

174 

12 

75.8 

60 

80 

87.6 

271 

16 

82.9 

170 

13 

76.0 

62 

H»y     1 

87.1 

261 

17 

816 

164 

14 

7&0 

62 

86.7 

251 

18 

82.2 

150 

16 

76.8 

69 

86L2 

240 

19 

810 

ISS 

16 

76.9 

60 

86.0 

286 

20 

81.6 

144 

17 

76.1 

63 

86.7 

229 

•      21 

81.2 

13S 

18 

76.2 

64 

86.7 

229 

22 

80.7 

lac 

19 

76.8 

65 

86.4 

244 

28 

80.4 

12S 

20 

76.4 

66 

87.2 

263 

24 

80.1 

IM 

21 

77.0 

74 

87.6 

273 

26 

79.9 

in 

22 

76.7 

70 

10 

87.6 

273 

26 

79.6 

lU 

23 

78.1 

63 

11 

87.6 

273 

27 

79.4 

i« 

2i 

76w8 

60 

12 

87.3 

265 

28 

79.2 

i« 

26 

76.6 

67 

18 

87.0 

258 

29 

79.1 

lo: 

20 

76.6 

66 

14 

87.0 

258 

80 

79.0 

1(K 

27 

76.8 

64 

16 

8&8 

253 

81 

79.1 

i« 

28 

76.8 

64 

16 

86.6 

247 

Aoff.    1 

79.2 

10^ 

Mat.    1 

76.7 

58 

17 

8&0 

286 

79.2 

10^ 

76.2 

64 

18 

86l6 

225 

79.0 

10! 

76.7 

70 

19 

84.9 

211 

78.8 

91 

77.2 

77 

20 

84.8 

198 

78.9 

10 

77.7 

84 

21 

88.7 

186 

79.2 

H> 

7&1 

89 

22 

88.1 

174 

78.9 

10 

78.4 

94 

23 

82.6 

162 

79.0 

la 

78.7 

96 

24 

82.1 

164 

78.6 

91 

7a9 

101 

26 
26 

82.2 

156 

10 

78.6 

a 

10 

79.9 

117 

82.8 

158 

U 

7a  2 

9 

u 

79.9 

117 

27 

88.2 

£? 

12 

77.9 

8* 

12 

79.8 

116 

28 

84.7 

18 

77.6 

8i 

18 

79.7 

118 

29 

85.7 

229 

14 

77.8 

7 

14 

79.6 

110 

80 

8&8 

242 

16 

77.2 

T 

16 

79.8 

106 

31 

86.6 

247 

16 

T7.2 

T 

16 

79.1 

103 

June   1 

86.4 

244 

17 

76.9 

T 

17 

79.8 

106 

2 

8&6 

247 

18 

76.7 

7 

18 

79.4 

108 

3 

86.6 

249 

19 

76.6 

61 

19 

80.0 

119 

4 

86.9 

256 

20 

76.5 

61 

20 

80.3 

124 

6 

87.2 

263 

21 

76.4 

61 

21 

80.4 

125 

6 

87.2 

263 

22 

76.4 

61 

22 

80.8 

124 

7 

86.7 

251 

28 

76.8 

61 

28 

80.4 

126 

8 

86u8 

281 

24 

76.2 

6( 

24 

80.4 

125 

9 

85.0 

214 

26 

76.1 

61 

26 

80.4 

125 

10 

84.2 

196 

26 

76.0 

6! 

26 

80.4 

125 

11 

84.0 

192 

27 

76.8 

a 

27 

60.2 

122 

12 

84.7 

207 

28 

75.6 

9 

28 

80.2 

122 

13 

85.8 

820 

29 

76.6 

S 

29 

80.1 

120 

14 

85.9 

288 

80 

76.6 

9 

80 

80.8 

124 

16 

85.8 

281 

31 

76.6 

S 

81 

80.7 

180 

16 

86.6 

227 

Sept    1 

75.6 

a 

▲ft.    1 

81.0 

184 

17 

85.2 

218 

2 

75.6 

61 

2 

8L1 

186 

18 

84.6 

808 

8 

76.6 

61 

8 

8L2 

138 

19 

88.7 

186 

4 

76.6 

y 

4 

81.8 

189 

20 

88.2 

176 

6 

75.7 

5( 

6 

81.8 

189 

21 

82.7 

166 

6 

76.8 

61 

6 

81.8 

139 

22 

82.9 

170 

7 

76.1 

61 

7 

81.8 

189 

28 

82.4 

160 

8 

7613 

« 

8 

81.6 

144 

24 

82.4 

160 

9 

76.6 

6f 

9 

82.0 

162 

26 

82.7 

166 

10 

76.4 

61 

10 

82.6 

164 

26 

88.0 

172 

11 

76.3 

6S 

11 

82.9 

170 

27 

84.2 

196 

12 

76.2 

M 

12 

88.0 

172 

28 

86.2 

218 

18 

76.2 

M 

18 

88.2 

176 

29 

86.6 

247 

14 

76.0 

m 

14 

88.8 

178 

80 

87.6 

278 

16 

75.9 

60 

16 

8a.4 

180 

July    1 

88.1 

285 

16 

76.7 

n 

16 

88L4 

180 

88.4 

292 

17 

76.6 

67 

17 

88.6 

182 

8&2 

287 

18 

76.6 

6fl 

18 

88.6 

182 

87.9 

280 

19 

76.6 

5fl 

19 

88.6 

184 

87.4 

268 

80 

75.8 

61 

20 

88.9 

190 

86.9 

256 

21 

76.2 

SB 

21 

84.8 

198 

86.2 

240 

22 

76.0 

51 

22 

84.8 

209 

86.2 

218 

23 

74.8 

48 

28 

86.6 

227 

84.9 

211 

24 

74.7 

48 
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AFP£NI>IX   T  'f — ^BEPOET  OP  MISSISSIPPI  RIVKB  COMMISSION.      2673 
Table  skawing  daUy  dUdharge  of  ike  MiBsisdppi  Biver  at  Hannibdlf  Mo.,  ^. — ContiDaed. 


Bmte. 

Oaage. 

In  1,000^ 
onbiofeet 
per  second. 

D%to. 

Gttose. 

onbiofeet 
per  second. 

Bttte. 

Gwige. 

cnbiofeet 
per  second. 

1882. 

1882. 

1882. 

Sept.  25 

74.6 

47 

Got.   28 

77.2 

77 

Nov.  80 

77.0 

74 

26 

74.6 

46 

20 

77.2 

77 

Deo.    1 

76.7 

70 

27 

74.4 

45 

80 

77.2 

77 

76.6 

68 

28 

74.8 

44 

81 

77.2 

77 

76.8 

65. 

29 

74.8 

44 

KOT.     1 

77.2 

77 

76.2 

64 

80 

74.2 

48 

77.1 

75 

76.0 

60i 

Oct      1 

74.2 

48 

77.1 

75 

76.8 

69< 

74.2 

43 

78.9 

72 

7i5.1 

52 

74.2 

43 

76.7 

70 

74.6 

47 

74.2 

43 

76.5 

68 

74.0 

41 

74.1 

42 

76.8 

65 

78.6 

87 

74.1 

42 

76.2 

64 

72.6 

27 

74,1 

42 

76.0 

62 

71.6 

rr 

74.1 

42 

10 

76.0 

62 

71.7 

18; 

74.1 

42 

11 

76.0 

62 

72.2 

23. 

10 

74.2 

43 

12 

76.0 

62 

72.1 

22 

u 

74.2 

48 

18 

75.0 

60 

78.0 

81 

12 

74.4 

45 

14 

75.8 

50 

7L9 

20 

13 

74.7 

48 

15 

75.7 

58 

18 

72.0 

21 

14 

74.7 

48 

16 

75.6 

57 

10 

•    7L7 

18 

15 

74  7 

48 

17 

76.2 

64 

20 

72.4 

25. 

18 

7&1 

52 

18 

76.4 

66 

21 

73.2 

33 

17 

75w0 

57 

10 

76.5 

68 

22 

^     74.0 

41 

18 

78.0 

62 

20 

76.6 

60 

23 

74.8 

40 

19 

76.2 

64 

21 

76.7 

70 

24 

76.1 

52* 

20 

76.2 

64 

22 

76.7 

70 

25 

75.2 

53 

21 

76.2 

64 

23 

76.8 

71 

26 

75.6 

56, 

22 

7&8 

65 

24 

76.0 

72 

27 

75  6 

67 

23 

76.6 

60 

25 

77.1 

75 

28 

75  0 

60 

U 

76.7 

70 

26 

T7.1 

75 

^         29 

'         80 

76.0 

62 

25 

76.0 

72 

27 

77.2 

77 

75  0 

62 

28 

77.0 

74 

28 

77.2 

77 

81 

758 

60- 

97 

77.2 

77 

20 

77.2 

77 

Table  Bktnrtmg  doilg  disciharge  of  the  Miseissiitpi  Biver  at  Graftony  lU.,  January  1,  1882,. 

to  January  1, 1883. 

rCoDpated  from  the  gaage  readings  by  a  formula  dednoed  from  discharge  observationa  at  the  sama- 

point  in  1881.1 


Dvta. 

Oaoge. 

cubic  feet 
per  second. 

Date. 

Gauge. 

Discharge 

In  1,000 
cubic  feet 
per  second. 

Date. 

Gftuge. 

Discharge- 
in  1,000^ 
cubic  feet 

1882. 

1882. 

1882. 

Jan.     1 

28.7 

163 

Jan.   27 

18.8 

76 

Peb.  22 

29.7 

270^ 

23.0 

142 

28 

1&3 

76 

28 

29.2 

260^ 

22.6 

185 

29 

IM 

78 

24 

26.2 

197 

S2.8 

181 

80 

17.0 

70 

25 

24.7 

170 

22.0 

126 

31 

18.2 

74 

26 

22.9 

141 

21.7 

121 

Feb.     1 

18  3 

75 

27 

21.8 

122 

2L8 

115 

8 

18.6 

77 

28 

2L3 

115 

21.0 

110 

3 

las 

76 

Mar.    1 

2L7 

121 

2L1 

112 

4 

1&2 

74 

22.1 

127 

10 

21.0 

110 

6 

ia7 

70 

21.9 

124 

11 

20i9 

100 

6 

ia7 

70 

22.0 

126 

12 

20.7 

106 

7 

ia7 

70 

22.2 

129 

18 

20.6 

105 

8 

ia7 

79 

22.5 

134 

U 

20.6 

105 

9 

las 

80 

22.7 

137 

15 

20.8 

106 

10 

lao 

81 

2ao 

142 

18 

20lO 

06 

11 

ia7 

70 

2a8 

147 

17 

19.8 

90 

12 

ia5 

77 

10 

24.2 

161 

18 

1812 

85 

18 

lao 

78 

11 

25.1 

177 

18 

lao 

81 

14 

ia6 

78 

12 

256 

186 

20 

1&7 

79 

16 

ia6 

78 

18 

25.4 

183 

21 

las 

75 

16 

ia5 

77 

14 

250 

176 

28 

lao 

72 

17 

lao 

81 

15 

24.7 

170 

28 

17.9 

70 

18 

19.1 

84 

16 

24.4 

166 

24 

lao 

72 

19 

19.8 

86 

17 

24.3 

163 

25 

ia8 

76 

20 

24.5 

167 

18 

24.2 

161 

28 

18L8 

75 

21 

2a7 

247 

19 

24.2 

161 

5908  T?W- 


-168 
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Bftte. 

GMge. 

JyMODMiyft 

in  1,000 
persMoad. 

DiUie. 

Oftoge. 

in  1,00^ 
«abio«MV 
perteoond. 

Bate. 

Gange. 

lnl.60J^ 
eaU^ftel 
perMOood. 

1882. 

1888. 

1882. 

Mar.  20 

24.4 

166 

June    6 

82.0 

824 

Aug.  21 

18.8 

88 

21 

24.6 

168 

82.0 

824 

22 

lao 

78 

22 

25.1 

177 

82.1 

820 

28 

18.6 

77 

28 

25.2 

170 

82.1 

826 

24 

ia4 

76 

24 

25.2 

170 

8L9 

821 

26 

1&4 

76 

26 

25.2 

170 

10 

81.6 

812 

26 

1&4 

76 

20 

25.1 

177 

U 

8L2 

806 

27 

las 

75 

27 

25.1 

177 

IS 

80.0 

290 

28 

lai 

71 

28 

25.0 

176 

18 

8a4 

885 

29 

17.9 

79 

20 

2&0 

176 

14 

80.4 

285 

80 

17.7 

68 

80 

25. 1 

177 

15 

80.0 

290 

81 

17.6 

66 

81 

25.1 

177 

10 

80.8 

296 

Sept    1 

17.7 

68 

Apr.    1 

26.1 

177 

17 

81.8 

807 

2 

17.9 

70 

*^      2 

25.2 

170 

18 

81.7 

817 

8 

17.7 

68 

8 

25l8 

181 

19 

816 

814 

4 

17.7 

08 

4 

25.5 

185 

S 

81.2 

805 

6 

17.7 

08 

6 

25.6 

186 

80.9 

297 

0 

17.9 

70 

6 

25.6 

185 

22 

8a7 

292 

7 

17.9 

70 

7 

25.5 

185 

28 

80.8 

288 

8 

lai 

73 

8 

25.8 

181 

24 

80.1 

279 

9 

ia8 

75 

9 

25.6 

186 

26 

20.7 

270 

10 

ia4 

70 

10 

25l6 

185 

20 

20.4 

203 

11 

ia4 

70 

11 

25.8 

100 

27 

29.7 

270 

12 

ia4 

70 

12 

26.1 

105 

28 

80.1 

270 

18 

ia2 

74 

13 

20.4 

201 

29 

80.7 

292 

14 

lai 

78 

14 

26.8 

200 

80 

81.6 

812 

16 

lao 

72 

16 

27.1 

215 

July    1 

32.5 

830 

10 

17.8 

09 

16 

27.4 

221 

1              2 

83.1 

850 

17 

17.8 

69 

17 

27.5 

223 

8 

84.0 

874 

18 

17.5 

66 

18 

27.0 

^ 

4 

84.5 

887 

19 

17.3 

64 

10 

27.8 

6 

84.7 

892 

20 

17.2 

68 

20 

27.2 

217 

0 

84.7 

862 

21 

17.1 

62 

21 

27.1 

215 

7 

84.6 

887 

22 

l&O 

00 

22 

27.8 

210 

8 

84.2 

879 

28 

16.7 

58 

28 

2&8 

230 

9 

88.7 

800 

24 

lao 

67 

24 

28.1 

257 

10 

83.0 

848 

25 

ia5 

66 

25 

20.6 

208 

11 

82.8 

831 

20 

ia4 

66 

20 

80.2 

281 

12 

81.7 

817 

27 

ia8 

64 

27 

80.0 

200 

18 

8a  0 

297 

28 

lai 

S8 

28 

80.8 

205 

14 

80.2 

281 

29 

lai 

68 

20 

8L1 

802 

15 

29.5 

280 

80 

l&O 

51 

80 

81.2 

805 

10 

28.9 

252 

Oet     1 

16.0 

80 

ICfty    1 

81.2 

805 

17 

2a  3 

289 

15.0 

60 

31.1 

802 

18 

27.9 

231 

15.8 

48 

80.0 

287 

10 

27.4 

221 

ia7 

48 

80.0 

200 

20 

27.0 

213 

15.7 

48 

80.2 

281 

21 

26.5 

203 

15.7 

48 

20.0 

268 

22 

25.2 

179 

15.6 

47 

2&6 

243 

23 

24.8 

172 

15.6 

47 

28.5 

243 

24 

24.6 

168 

1&6 

47 

80.3 

283 

23 

24.4 

1G5 

15.6 

47 

30.4 

285 

20 

24.0 

158 

18l7 

48 

81.1 

302 

27 

2&5 

150 

1&7 

48 

81.8 

807 

28 

23.1 

143 

18 

16.7 

48 

18 

81  8 

807 

29 

22.8 

130 

- . 

16.0 

50 

14 

81.8 

807 

80 

22.6 

135 

ia2 

53 

15 

81.2 

805 

81 

22.8 

181 

ia8 

54 

16 

31.1 

302 

Aug.    1 

22.1 

127 

ia4 

55 

17 

8L0 

800 

2 

22.0 

120 

lao 

00 

18 

80.0 

200 

8 

22.0 

120 

17.5 

66 

10 

80.7 

202 

4 

21.9 

124 

20 

17.7 

68 

20 

80.4 

285 

5 

2L7 

121 

21 

17.8 

69 

21 

80.0 

277 

0 

21.7 

121 

22 

17.9 

70 

22 

2a6 

248 

7 

21.9 

124 

28 

lao 

72 

28 

28.0 

252 

8 

21.9 

124 

24 

lao 

72 

24 

28.1 

235 

9 

21.8 

122 

26 

lai 

78 

.      25 

27.0 

231 

10 

2L5 

118 

20 

lai 

78 

20 

27.0 

218 

11 

21  2 

118 

27 

ia2 

74 

27 

27.1 

216 

12 

20.8 

108 

28 

ia4 

71 

28 

28.2 

287 

18 

20.4 

102 

29 

lao 

78 

20 

29.8 

1^4 

14 

20.1 

97 

80 

ia7 

71 

80 

29.9 

16 

19.9 

94 

81 

IB.  6 

80 

81 

80.0 

290 

10 

19.8 

98 

Not.    1 

lao 

81 

June  1 

81.8 

807 

17 

19.7 

92 

ia9 

81 

2 

8L5 

812 

18 

19.6 

89 

ia8 

80 

8 

81.8 

819 

19 

19.2 

86 

ia7 

79 

4 

82.0 

824 

80 

lOlO 

88 

ia6 

78 
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/ 
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Birtiu 

Gaega 

Diaofaarae 

1111,000 
cabfofiaet 
porsaoond. 

Bate. 

Gaogfi. 

inl,Oof^ 
onbiofeet 
per  second. 

Date. 

Gaoge. 

Dieoharae 

in  1,000 
cubic  feet 
per  eecond. 

M82. 

1882. 

1882. 

^      31 

Not.  6 

l&S 

77 

Nov,  25 

1&8 

80 

Dec  14 

13.8 

7 

1&2 

n 

26 

18.9 

81 

15 

1&8 

31 

8 

l&l 

73 

27 

1&9 

81 

16 

140 

33 

9 

18.0 

72 

28 

19.0 

88 

17 

142 

34 

10 

17.8 

69 

29 

19.1 

84 

18 

142 

84 

11 

17.7 

68 

30 

19l2 

85 

19 

144 

36 

12 

17.0 

67 

Deo.  1 

19.3 

86 

20 

147 

39 

13 

17.7 

68 

19.2 

85 

21 

14  7 

39 

14 

17.0 

70 

.18.5 

77 

22 

15.1 

42 

15 

17.fi 

69 

1&2 

74 

23 

15.9 

50 

16 

17.7 

68 

17.9 

70 

24 

16.4 

55 

17 

17.fi 

60 

17.5 

66 

25 

16.9 

69 

18 

17.8 

69 

17.2 

68 

26 

17.3 

64 

19 

l&l 

78 

16.7 

58 

27 

17.5 

66 

20 

1&2 

•74 

16.2 

58 

28 

17.5 

66 

21 

1&4 

76 

10 

15.2 

43 

29 

17.6 

67 

22 

1&4 

76 

11 

14.8 

40 

80 

17.7 

68 

23 

18.0 

78 

12 

142 

34 

31 

17.7 

68 

24 

lao 

78 

13 

%L0 

38 

ToMe  8kow4mg  daUff  diaoharge  •/  MitHuippi  River  at  FuUan,  Tmn,,  January  1,  Itidl,  to 

Jwuary  1, 1883. 

(CoBipaled  firom  the  icavuee  readinin  by  a  fimniila  dedneed  ftom  dieoharge  obBerratkma  at  the  same 
point  extending  aom  November,  1879,  to  November,  1880.  ] 


HoiB.— I  in  the  odomn  of  remarks  i 


I  that  gange-readlngs  were  interpolated. 


Dia<duir» 

In  1,000 
cable  liMt 

DIachanre 

in  1,000 
cubic  feet 

Date. 

Gaoge. 

Bemaiks. 

Date. 

Oange. 

Bemarka. 

peraecond. 

per  second. 

188L 

188L 

Im.     9 

157.86 

109 

Peb.  17 

182.58 

876 

10 

157.86 

109 

18 

188.06 

895 

11 

158.10 

114 

I. 

19 

188.37 

910 

12 

108.84 

U9 

I. 

20 

183.76 

928 

IS 

16869 

126 

21 

18415 

947 

14 

ISO.  54 

142 

22 

18463 

863 

15 

160.89 

170 

23 

18489 

982 

16 

168.13 

218 

24 

185.18 

996 

17 

16459 

282 

25 

185.45 

1,010 

18 

166.30 

278 

r 

26 

186.61 

1^018 

to 

166.J0 

205 

I. 

27 

185.83 

1^027 

20 

166.90 

818 

L 

28 

186.94 

1^032 

21 

167.71 

887 

ICar.    1 

186.92 

1^081 

22 

169.00 

377 

2 

185.88 

1,027 

23 

17L10 

448 

3 

186.61 

1,016 

L 

24 

178.14 

507 

1 

4 

186.89 

1.007 

25 

17489 

668 

5 

184.90 

962 

26 

176.15 

616 

6 

184.07 

944 

27 

177.05 

648 

7 

182.80 

£89 

28 

177.65 

672 

8 

181.48 

827 

29 

17&e8 

687 

9 

160.01 

767 

30 

17&14 

^K 

10 

178  76 

716 

31 

177.84 

680 

11 

17816 

692 

Fab.    1 

177.03 

648 

12 

177.27 

657 

178.01 

610 

13 

178  60 

687 

17437 

549 

14 

178  29 

621 

172. 0 

488 

15 

176.10 

614 

170.99 

489 

16 

178  08 

613 

loaoo 

395 

17 

177.22 

656 

16844 

369 

18 

178  09 

680 

167.64 

385 

19 

17868 

718 

107.36 

827 

20 

179.28 

738 

10 

167.57 

882 

21 

180.20 

775 

11 

171.36 

464 

r 

22 

181.26 

818 

12 

17468 

688 

I. 

23 

182.27 

862 

18 

177.00 

647 

L 

24 

182.66 

879 

U 

173.40 

748 

26 

188.09 

889 

15 

18L80 

830 

26 

188188 

911 

16 

18L96 

847 

27 

183.66 

919 

Digitized  by 
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2676      REPORT   OF  THE   CHIEF  OF  ENGIKEERS,  U.  S.  ABKT. 
TabU  showing  daily  discharge  of  the  Mississ^^  Biver  at  Futtoti,  Temi,,  ^—Caatinneil. 


Date. 

GAOge. 

BisohftTge 

iiii.ooa 

cubic  feet 
per  second. 

Bemarks. 

Dftte. 

Oange. 

Diacham 

inl,00S 

cable  fieet 

peraeocnuL 

Bemaclca. 

188L 

^ 

1881. 

• 

\ 

Km.  28 

188.71 

928 

Jnnel4 

170.26 

412 

» 

188.84 

982 

15 

17a  88 

484 

80 

184.83 

979 

s. 

16 

171.58 

466 

81 

188.75 

928 

17 

172.82 

478 

Apr.    1 

188.45 

914 

18 

172.96 

499 

188.20 

903 

19 

178.96 

538 

182.95 

891 

20 

174.96 

670 

182.87 

887 

21 

176.27 

620 

182.76 

888 

22 

17a  86 

642 

L 

182.68 

874 

28 

177.45 

664 

182.80 

868 

24 

177.54 

668 

18L99 

850 

1             25 

177.85 

660 

181.65 

835 

26 

17a  59 

638 

10 

18L67 

835 

27 

17a  34 

622 

11 

181.92 

846 

28 

175.77 

601 

12 

182.41 

868 

29 

175.19 

680 

18 

182.95 

891 

80 

174.64 

558 

14 

183.49 

917 

Jnly    1 

174.18 

542 

15 

184.10 

945 

2 

178.71 

524 

10 

184.68 

971 

8 

178.29 

510 

17 

186.18 

996 

1              4 

173.08 

508 

18 

185.68 

1.020 

5 

173.25 

608 

19 

186.11 

1,040 

6 

178.43 

514 

90 

186.46 

1,058 

7 

173.61 

520 

I. 

21 

186.78 

1,074 

8 

173.68 

623 

L 

22 

187.12 

1,090 

9 

178.57 

519 

28 

187.88 

1,099 

10 

178.15 

606 

24 

187.79 

tin 

11 

172.52 

485 

25. 

187.99 

1,181 

12 

17L67 

458 

20 

188.09 

i;i36 

High  water. 

13 

17a  71 

427 

27 

188.07 

1,135 

14 

169.78 

400 

28 

187.«8 

1,180 

15 

168.93 

874 

20 

187.96 

1,129 

16 

168.28 

853 

80 

187.85 

1,128 

17 

167.06 

345 

M»y    1 

1?7.67 

1U4 

18 

168.02 

846 

187.85 

1^100 

19 

168.81 

855 

187.18 

1^096 

20 

168.60 

864 

187.05 

1087 

21 

168.84 

871 

186.99 

1,085^ 

22 

160.00 

377 

18&94 

1,082 

28 

169.28 

884 

186u93 

1.082 

24 

160.41 

880 

8 

186.95 

1,082 

25 

109.49 

892 

9 

186.97 

1,088 

26 

109.52 

896: 

10 

187.05 

1087 

27 

169.44 

800 

11 

187.07 

1,086 

28 

169.20 

888 

12 

187.00 

1,085 

29 

16a  07 

876 

18 

186.87 

1,078 

80 

168.49 

861 

14 

186.58 

1,067 

81 

167.74 

838 

15 

185.90 

1,030 

Ang.    1 

167.04 

321 

16 

186.07 

990 

^     2 

16a87 

soar 

17 

184.08 

944 

8 

165.88 

289 

18 

188.05 

896 

4 

165.50 

279 

19 

181.68 

836 

5 

165.29 

278 

20 

180.78 

796 

.  6 

166.08 

267 

21 

179.59 

760 

7 

164.89 

263 

22 

178.69 

714 

8 

164.71 

257 

28 

177.92 

688 

9 

164.49 

252 

24 

177.18 

651 

10 

164.20 

244 

25 

176.85 

628 

11 

168.84 

236 

20 

175.78 

600 

12 

163.42 

224 

27 

175.81 

588 

18 

163.06 

217 

28 

175.07 

675 

14 

162.63 

207 

29 

174.86 

566 

15 

163.27 

199 

80 

174.55 

654 

16 

161.90 

191 

81 

174.02 

537 

17 

161.78 

188 

June   1 

173.86 

511 

18 

161.53 

183 

172.69 

491 

19 

161.41 

181" 

171.96 

468 

20 

161. 10 

176 

171.87 

450 

21 

162.53 

205 

170.97 

438 

22 

161.96 

192 

170.58 

422 

23 

161. 81 

189 

170.50 

420 

24 

161.66 

186 

17a  64 

424 

25 

161.53 

183 

•' 

17a  78 

430 

I. 

26 

161.41 

181 

10 

17a  72 

428 

27 

161.81 

179 

11 

170*48 

419 

28 

160.02 

151 

12 

17a  26 

412 

29 

15a82 

128 

18 

17ai8 

410 

80 

169.68 

145 
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APPENDIX  TT — ^REPORT  OP  MISSISSIPPI  BIVEB  COMMISSION.      2677 


Guge. 


berlOtoBe- 
oemb«r  Ono 


Diito. 


1B8L 
Nov.  16 
16 
17 
18 
1« 
20 
21 
22 
28 
24 
26 
28 
27 
28 
28 
80 
Dea  1 
2 
8 
4 
5 


Owifo. 


« 

28.42 

•7 

22.27 

8 

20.88 

8 

10.88 

10 

18.00 

U 

17.86 

12 

10.88 

18 

18.27 

14 

16.80 

15 

15.85 

18 

16wl8 

17 

15u08 

18 

15.88 

18 

16.24 

20 

17.64 

21 

18.21 

22 

20.88 

28 

22.66 

24 

23.77 

25 

24.68 

28 

25.88 

27 

27.11 

28 

28.18 

28 

2&87 

80 

29.61 

81 

28.88 

388SL 

Jan.     1 

80.02 

80.12 

80.14 

80.17 

30.11 

80.07 

28.58 

28.75 
28.50 
20.28 


28.24 
29.50 
28.88 
80.38 
80.91 
81.41 
8L85 
82.28 
82.50 
88.12 
88.54 
S&98 
84.86 
84.72 
85.02 
85.82 
85l50 


In  1,000 
oabiofeet 
perieoood. 


667 

624 
570 
528 
491 
461 
488 
416 
408 
890 
884 
881 
891 
415 
461 
510 
578 
685 
660 
717 
764 
816 
860 
898 
821 


946 

950 

951 

962 

960 

048 

922 

982 

921 

912 

910 

910 

921 

989 

950 

987 

1,011 

1,082 

1,052 

1,009 

1,096 

1,118 

1,182 

1,158 

1,J72 

1.189 

1,207 

1,217 


Bemarko. 


f  rouk  SoptoBi- 
berlOtoDe- 
Oemb«r  6  no 
ge  read- 


E2f 
mgt 


*L«w  water  1872  (154.12)  s  mco  of  gaage  eatablkhed  Dooember,  188L 
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2678      REPORT  OF  THE  CHIEF  OF  EKOINEEBS,  U.  8.  ABMT. 
Ikble  ikawing  doily  discharge  •/  Mi99i»Hppi  Bi^er  at  FulUm,  Tmn.,  ^--Cloiitiiiiiea. 


Bate. 

Omc*. 

pcrMoond. 

Benurki. 

Biito. 

GMfO. 

eabiofeel 

.-. 

1882. 

1888. 

Jan.  » 

85  62 

1,224 

ApT.  17 

27.81 

846 

80 

8567 

1,226 

18 

87.88 

848 

81 

8^78 

1,234 

10 

37.92 

861 

Tth.    1 

86.74 

1^281 

26 

27.61 

887 

2 

8&71 

1^228 

31 

27.08 

816 

8 

8574 

1,281 

22 

9584 

781 

4 

8574 

1^281 

28 

85CI 

766 

6 

8565 

1,226 

24 

9170 

TM 

0 

8565 

1,226 

26 

34.06 

602 

7 

85  64 

1.226 

26 

3598 

687 

8 

85  66 

1,226 

27 

2582 

688 

• 

8560 

1^228 

28 

3506 

688 

10 

8567 

1226 

20 

24.21 

698 

11 

855!» 

1,228 

80 

24.46 

706 

19 

8550 

1^217 

H^r    1 

24.73 

710 

18 

85  61 

1,217 

24.87 

724 

% 

14 

85  87 

1^211 

24.96 

720 

15 

85. 2& 

1^201 

9511 

736 

16 

8518 

1,100 

2522 

740 

17 

8511 

1,104 

25  25 

741 

18 

8505 

1,101 

25  05 

788 

3» 

85  08 

1,100 

34.86 

•       724 

20 

8512 

1,194 

24.68 

716 

21 

8517 

1,190 

16 

2586 

745 

22 

85  23 

1,201 

11 

27.02 

818 

28 

85  82 

1,207 

12 

25  58 

880 

24 

85  60 

1,222 

13 

29.88 

880 

25 

85  89 

1,239 

14 

80.85 

084 

2§ 

8510 

1,256 

16 

8L63 

1,022 

27 

85  43 

1,268 

16 

82.16 

1,047 

2» 

85  68 

1,276 

17 

82.52 

1^066 

Mat.    1 

8560 

1,282 

18 

82L67 

1,078 

86.66 

1,279 

10 

82.70 

1,075 

8560 

1,277 

20 

82.00 

1.076 

85  51 

1  272 

21 

82.85 

1,083 

86.44 

1,269 

22 

82.83 

1,081 

85  44 

1.269 

23 

82.79 

1,080 

85  38 

1.266 

34 

32.81 

1080 

85  28 

1,260 

26 

82.80 

1,080 

8526 

1,250 

26 

82L68 

1,074 

10 

8518 

1,256 

27 

82.51 

1,066 

u 

8511 

1,250 

28 

32.14 

1,047 

12 

85  04 

1247 

29 

31.59 

1,021 

18 

85  04 

1,247 

80 

31.04 

994 

14 

8518 

1,251 

81 

30.66 

875 

U 

8513 

1,251 

Jniie    1 

3566 

075 

16 

85  00 

1,246 

80.81 

988 

17 

85.86 

1,287 

81.00 

002 

18 

86.70 

1,232 

31.27 

1,006 

1» 

85.68 

1,226 

3L55 

1,018 

20 

85  62 

1,224 

8L71 

1,036 

21 

85  SB 

1,218 

3L85 

1,082 

22 

85  44 

1,214 

3L97 

1^089 

28 

8517 

1,107 

32.04 

1^042, 

24 

8407 

1,187 

10 

82.07 

i044' 

25 

84.73- 

1,172 

11 

82.07 

1,044 

26 

84.46 

1,160 

12 

31.96 

1,089 

27 

84.25 

1,148 

18 

31.69 

1,026^ 

28 

83.86 

1,138 

14 

31.25 

1,005< 

28 

8568 

1,120 

15 

30.50 

967^ 

86 

83^42 

1,108 

16 

29.49 

921 

81 

8a  25 

1,100 

17 

28.46 

874 

Apr.    1 

8511 

1,004 

18 

27.45 

880 

82.86 

1,087 

10 

27.90 

850 

82.84 

1,082 

80 

27.21 

820 

82.70 

1,075 

21 

27.86 

847 

82.58 

1,060 

22 

25  60 

881 

32.80 

1,055 

23 

29.01 

800 

3L70 

1,030 

24 

20.35 

914 

31.10 

007 

25 

29.61 

926 

8516 

860 

26 

29.79 

985^ 

16 

28.38 

918 

27 

29.81 

985^ 

11 

2505 

901 

28 

29.69 

980 

12 

25  70 

880 

20 

29.39 

917 

18 

25  68 

882 

80 

29.09 

908 

14 

2541 

872 

July    1 

28.56 

879 

15 

25  06 

866- 

-V    J 

2537 

870 

16 

27.87 

846 

8 

2526 

866 

Digitized  by 
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T4mti^  t^awHmff  ^UUZ^  ^Usdhar^  €^  JiMMmi^  mo»  stlViUMs  Timi.,  #ou 


nge. 

DiMluim 
in  1,000 

12.47 

800 

18.03 

822 

18.  M 

887 

13.52 

884 

13.01 

828 

12.88 

800 

11.84 

201 

11.80 

270 

10.70 

261 

10.80 

248 

0L86 

288 

0.68 

280 

0l81 

224 

ao2 

218 

8.84 

214 

8.75 

212 

8.70 

218 

8.70 

213 

an 

212 

&70 

211 

a63 

210 

8.60 

200 

&58 

208 

a67 

208 

&48 

207 

&40 

206 

&80 

202 

&20 

200 

&01 

106 

7.92 

106 

7.82 

102 

7.78 

100 

7.70 

189 

7.70 

190 

7.87 

198 

7.08 

'       196 

aoo 

197 

ao6 

108 

aoo 

lOfl 

aio 

lOfi 

a  13 

19C 

ai8 

1« 

aao 

203 

aso 

20S 

a88 

20S 

a88 

2W 

a47 

20( 

asi 

20- 

a5o 

20* 

a  51 

20* 

a54 

20 

a64 

20 

a77 

21 

0.11 

22 

a  18 

2S 

0.30 

22 

aso 

28 

0.70 

23 

&68 

29 

0  74 

2a 

aao 

2S 

0.00 

24 

0.78 

2£ 

a  62 

2: 

a54 

7k 

a  41 

2* 

a22 

2' 

ai8 

2* 

a  12 

21 

ao8 

2 

003 

2 

a  08 

2 

aoo 

2 

a  10 

2 

an 

2 

a  12 

2 

an 

2 

ail 

2 
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2680   BEPOBT  OF  THE  CHIEF  OF  ENGINEERS,  U.  8.  ARMT. 


Date. 

Oftoge. 

Disehazge 

in  1,000 

oabiofMt 

perMOond. 

BamarkB. 

Bate. 

GangOb 

toiJoSr 
onbio&et 
paraeoond. 

— . 

1882. 

1882. 

Deo.    7 

a25 

228 

Deo.  20 

a64 

187 

8 

9146 

228 

21 

a66 

167 

9 

9180 

289 

22 

a78 

168 

10 

8.84 

226 

28 

7.12 

177 

11 

ao8 

219 

24 

7.70 

189 

12 

a74 

212 

26 

a25 

901 

18 

a47 

206 

26 

a86 

215 

14 

a  17 

200 

27 

a6i 

282 

15 

7.86 

198 

28 

10.48 

254 

18 

7.47 

184 

28 

1L26 

274 

17 

7.22 

179 

80 

11.87 

291 

18 

7.04 

176 

81 

12.81 

804 

^^ 

18 

a78 

169 

TMs  tikowing  daUg  di$ekarg$  of  the  MisiisHppi  Biver  ai  MemphiB^  Tmn.,  January  1, 1861, 

to  January  1,  18B3. 

[Gpmpnted  from  tbegance  readings,  by  a  formula  dednoed  from  diacharge  obaervationa  at  Hampton 
Landing,  Ark.,  1S79-18W  (12  mlleo  below  Mamphis),  and  tranaferred  to  Memphis  by  aimaltaneona 
gaoge  roadings.] 


Date. 

OangOb 

Inl.OOl^ 
onblofiMt 
peraeoond. 

Data. 

Gaoga 

inl^OOd^ 
enbiofeet 
per  second. 

Date. 

Gaoge. 

Diacharge 

inl.OO<r 

cubic  feet 

paraeoond. 

188L 

1881. 

188L 

Jan.     1 
2 

Feb.  16 

17 

27.20 
2a  00 

860 
882 

22  80 
22  60 

914 

i'ii" 

iii' 

902 

8 

ass 

188 

18 

2a  60 

906 

5 

2a  50 

802 

4 

4.85 

169 

19 

29.10 

926 

6 

2240 

806 

6 

aso 

162 

28 

29.60 

948 

7 

2a  10 

886 

6 

a95 

141 

21 

29.80 

965 

8 

2a  00 

882 

7 

a7o 

186 

22 

80.10 

968 

9 

27.80 

874 

8 

2.65 

188 

28 

80.60 

965 

10 

27.00 

806 

9 

a45 

181 

24 

80.70 

888 

11 

27.40 

858 

10 

a85 

129 

25 

8L00 

1,005 

12 

27.40 

w 

-  U 

.  a86 

180 

26 

81.00 

1,005 

18 

2240 

888 

12 

288 

180 

27 

81.20 

1,014 

14 

2a  80 

914 

18 

2.62 

184 

28 

8L60 

1,036 

15 

2240 

939 

14 

a22 

126 

Mar.    1 

81.60 

1,080 

16 

29.00 

960 

15 

4.04 

163 

2 

81.70 

1,034 

17 

80.40 

861 

16 

a8o 

108 

8 

81.70 

1,034 

18 

80.80 

997 

17 

7.90 

249 

4 

81.40 

1.022 

19 

81.20 

1.014 

18 

aso 

279 

5 

81.10 

1,009 

20 

81.50 

1,626 

18 

ia4o 

809 

6 

80.50 

1,026 

21 

8L80 

1038 

29 

1X80 

886 

7 

29.80 

955 

22 

82  20 

1,057 

21 

laso 

860 

8 

2a  70 

910 

23 

8260 

1.072 

22 

laso 

885 

9 

27.80 

854 

24 

82  75 

1,064 

28 

laso 

461 

10 

25.70 

792 

25 

8200 

1.097 

24 

17.60 

608 

11 

24.40 

744 

28 

8220 

1,W5 

25 

lft50 

578 

12 

28.50 

711 

27 

saao 

1.109 

26 

2a  90 

621 

18 

22.80 

687 

28 

8a  30 

1.109 

27 

22.20 

666 

14 

22.20 

666 

28 

8a  20 

1,105 

28 

2a  00 

683 

15 

2L70 

650 

80 

8a  15 

1.188 

29 

2a  00 

715 

16 

21.70 

660 

May     1 

83.05 

1,088 

80 

2a  95 

727 

17 

2210 

662 

2 

8a  00 

1,097 

81 

2a  95 

727 

18 

22.80 

687 

8 

8285 

1,068 

rob.  1 

2a  50 

711 

19 

28.60 

711 

4 

82  75 

1,'084 

2a  00 

680 

20 

24.10 

788 

5 

8265 

1,079 

21.40 

6A1 

21 

24.70 

755 

6 

82  55 

1,074 

laso 

583 

22 

2\90 

800 

7 

8255 

2074 

laoo 

525 

28 

2a  80 

836 

8 

82  55 

1,074 

1&50 

482 

24 

27.60 

866 

9 

82  60 

1,077 

14.90 

481 

25 

2a  10 

886 

10 

82  05 

1.079 

ia70 

897 

26 

2a  50 

802 

11 

82  65 

^^ 

laoo 

874 

27 

2a  80 

914 

12 

8260 

1,077 

ia20 

882 

28 

20.10 

920 

18 

8260 

1,077 

ia70 

897 

29 

29.30 

935 

14 

8245 

1.009 

laoo 

484 

80 

29.80 

935 

15 

8215 

1.064 

ia5o 

573 

81 

28.40 

939 

16 

81.75 

1.006 

2a  00 

683 

Aw.    1 

2220 

980 

17 

81.00 

1,005 

15 

2a  80 

796 

2 

29.00 

822 

18 

8210 

J80 

Digitized  by 


Google 


APPENDIX    TT — REPOBT  OP  MISSISSIPPI  RIVER  COMMISSION.      2681 
IMle  shawimg  dailjf  difeharge  of  ike  Mi99i99ippi  Biver  at  MmphU,  Tenn^  #«.— Continned. 


BMte. 

1 

Diaeharge 

in  1,006^ 
eubic  feet 
peraeoond. 

Bute. 

GMge. 

W!5P 

onblc  feet 
peraeoond. 

Date. 

Oange. 

Diacharfe 

in  1,000 
onblc  feet 
peraeoond. 

IfiSl. 

188L 

1881. 

imj  ]£ 

29.00 

022 

Ang.  6 

aoo 

884 

Oct.    22 

1240 

802 

20 

27.80 

874 

9.20 

276 

28 

12  50 

864 

21 

26^70 

882 

aoo 

271 

24 

ia70 

887 

22 

2&40 

780 

a80 

267 

26 

14.50 

419 

28 

24.40 

744 

aoo 

268 

26 

15.10 

437 

24 

23w50 

711 

10 

aoo 

256 

27 

15.50 

451 

26 

22.00 

680 

11 

aoo 

240 

28 

laoo 

460 

28 

21.80 

658 

12 

7.50 

237 

29 

ia2o 

474 

27 

2Lao 

684 

13 

7.10 

228 

80 

ia4o 

477 

28 

20.80 

617 

14 

a  70 

216 

81 

ia4o 

477 

29 

20L20 

607 

15 

aoo 

208 

Nov.    1 

laoo 

477 

80 

20.00 

500 

16 

aoo 

108 

2 

laoo 

«       469 

81 

10.70 

670 

17 

a5o 

102 

15.80 

461 

JmM    1 

10L20 

563 

18 

a  10 

184 

15.70 

457 

1&40 

687 

10 

4.80 

178 

1&80 

561 

17.00 

611 

20 

4.60 

174 

laoo 

469 

16.80 

488 

21 

4.60 

172 

laio 

472 

lOLlO 

472 

22 

4.40 

170 

ia4o 

479 

IS.  SO 

461 

28 

4.86 

169 

17.00 

483 

ifi.ao 

4U 

24 

4.80 

.      168 

10 

17.40 

502 

18.10 

487 

26 

4.10 

i      164  . 

11 

17.80 

517 

18.  ao 

444 

26 

aoo 

160 

12 

17.00 

522 

10 

18.36 

446 

27 

aso 

168 

18 

l&OO 

526 

11 

16u20 

441 

^       28 

a  70 

156 

,  1* 

ia2o 

631 

12 

16.00 

484 

29 

a66 

166 

16 

ia70 

647 

18 

14.80 

428 

80 

a40 

150  1 

16 

10.30 

567 

14 

14.80 

428 

«        '^ 

aoo 

148  , 

17 

laoo 

586 

15 

101 00 

484 

Sept    1 

a  10 

144! 

18 

20.50 

607 

16 

16.70 

467 

2 

aoo 

140 

10 

21.00 

625 

17 

16.  CO 

482 

8 

aoo 

138  1 

20 

21.80 

653 

16 

17.30 

502 

4 

a  70 

136 

21 

22  60 

680 

10 

18.00 

525 

6 

260 

132 

22 

28.40 

707 

20 

10.10 

560 

6 

240 

130 

23 

24.20 

736 

21 

20.40 

604 

7 

235 

181 

24 

24.70 

756 

22 

2L60 

644 

8 

280 

128 

26 

25.10 

769 

28 

22.80 

660 

9 

225 

127 

26 

25.25 

774 

24 

22.70 

683 

10 

220 

126 

27 

2&26 

774 

26 

22.80 

687 

11 

210 

124 

28 

25.10 

769 

26 

22.60 

1680 

12 

210 

124 

20 

85.10 

769 

27 

22.10 

662 

18 

220 

126 

80 

25.20 

773 

28 

21.60 

647 

14 

220 

126 

Deo.     1 

26.20 

773 

20 

2a90< 

621 

15 

230 

128 

2 

2a  20 

773 

80 

20.80 

600 

16 

240 

130 

8 

25.10 

769 

JMy    1 

18.70 

678 

17 

250 

132 

4 

24.80 

759 

18.20 

568 

18 

260 

134 

6 

24.30 

740 

ia7o 

547 

10 

280 

138 

6 

28.40 

707 

1&80 

634 

20 

200 

140 

7 

22.40 

673 

laio 

528 

21 

220 

146 

8 

21.10 

628 

ia2o 

581 

22 

a70 

156 

9 

ia70 

079 

18.46 

688 

28 

4.10 

164 

10 

ia40 

537 

ia7o 

647 

24 

4.20 

166 

11 

17.20 

400 

1&70 

647 

26 

480 

168 

12 

laoo 

460 

lO 

laoo 

.     640 

26 

4.80 

168 

18 

ia2o 

441 

11 

laoo 

525 

27 

480 

166 

14 

1460 

422 

12 

17  80 

502 

28 

400 

180 

16 

U.00 

406 

IS 

ia40 

479 

20 

aso 

108 

16 

12  50 

891 

14 

1&30 

444 

80 

a  10 

204 

17 

12  40 

888 

U6 

14.20 

411 

Oct     1 

a2o 

206 

18 

ia4o 

888 

10 

1&20 

882 

2 

a26 

207 

18 

laso 

886 

17 

12.50 

864 

8 

aoo 

208 

20 

laoo 

434 

18 

12.30 

860 

4 

aoo 

212 

21 

ia4o 

479 

!• 

12.80 

860 

6 

aoo 

222 

22 

laio 

628 

90 

12.80 

860 

6 

7.80 

245 

23 

20.00 

500 

ai 

laoo 

876 

7 

aoo 

260 

24 

21.60 

647 

22 

laso 

886 

8 

laoo 

997 

26 

2a  00 

608 

2S 

lasof 

801 

8 

10.80 

321 

26 

24.20 

736 

24 

ia7o 

887 

10 

11.30 

386 

27 

2a  30 

776 

2S 

laoo 

408 

11 

11.70 

846 

28 

2a  50 

824 

26 

14.00 

406 

12 

12  20 

358 

20 

27.40 

858 

27 

18.80 

403 

18 

12  60 

366 

80 

2a  10 

886 

28 

ia8o 

400 

14 

12  80 

872 

81 

2a  60 

906 

20 

laoo 

804 

16 

12.00 

374 

1882 

SO 

18.30 

885 

16 

laoo 

376 

Jan.     1 

2a9 

018 

81 

12.70 

868 

17 

laoo 

376 

222 

030 

Aa«.    1 

11.00 

852 

18 

1200 

874 

29.8 

085 

ILIO 

880 

19 

1270 

369 

29.4 

939 

ia40 

300 

20 

12  50 

364 

20.4 

989 

4 

10.80 

806 

21 

1240 

862 

223 

986 
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Table  showing  dailg  discharge  of  the  Mieeieeippi  River,  at  Memphia,  Tenn.,  ^— Oontinned. 


Date. 

GMge. 

in  1,000 
cubic  feet 
per  second. 

Bate. 

Gauge. 

Diaoharge 

in  1.000 
cnblc  feet 
peraeoond. 

Date. 

1           

Gauge. 

Diacbartee 

in  1.000 
eabic  U-ei 
pemeoond. 

1882. 

1882. 

1882! 

■ 

Jtn.     7 

20.8 

985 

Mar.  26 

83.7 

1.126 

Jnnel2 

SL5 

1,626 

8 

20.2 

030 

27 

83.5 

1.117 

13 

81.4 

1,022 

» 

20.0 

022  ; 

28 

83.4 

1.113 

14 

81.8 

1,018 

10 

28.8 

014  : 

20 

83.2 

1.105 

15 

80.0 

1.001 

11 

28.75 

012  : 

80 

83.0 

1.007 

16 

80.1 

969 

12 

2B.6 

006 

81 

32.85 

l.OfcO 

17 

20.2 

030 

13 

2&0 

018 

Apr.     1 

82.7 

1,082 

18 

2&4 

888 

14 

20.1 

026 

2 

82.55 

1,074 

10 

27.6 

808 

16 

20.4 

030 

8 

82.4 

3,067 

20 

2^.2 

850 

16 

20.8 

055 

4 

82.4 

1.067 

21 

27.2  ^ 

850 

17 

80.6 

087 

6 

82.25 

1.050 

22 

27.8 

874 

W 

81.0 

1,005 

6 

82. 15 

1.054 

28 

28.6 

902 

10 

31.4 

1.082 

7 

81.0 

1.042 

24 

20.0 

928 

20 

81.7 

1,084 

8 

81.45 

1.024 

25 

20.2 

999 

21 

82.0 

1,047 

8 

80.7 

003 

26 

28.3 

935 

22 

82.8 

1.062 

10 

20.0 

060 

27 

20.4 

989 

28 

82.7 

1,082 

11 

20.2 

030 

28 

20.5 

943 

24 

82.0 

1,002 

12 

2&8 

014 

20 

20.5 

941 

25 

88.2 

1,105 

18 

28.5 

002 

80 

29.1 

929 

26 

88.4 

1.113 

14 

28.8 

804 

July    1 

28.8 

914 

27 

83.6 

1.121 

15 

28.0 

682 

2&5 

902 

S8 

88.0 

1,188 

16 

27.76 

872 

2&2 

899 

20 

34.0 

1,137 

17 

27.5 

862 

28.1 

880 

80 

84.1 

^142 
lil42 

18 

27.6 

862 

28.0 

888 

81 

84.1 

10 

27.6 

866 

28.0 

tkH 

Wb.    1 

84.15 

1,144 

20 

27.5 

862 

28.5 

902 

2 

84.0 

i;i37 

21 

37.1 

847 

28.0 

918 

8 

84.0 

1,137 

22 

26.5 

824 

20.2 

090 

4 

84.15 

1,144 

23 

26.7 

702 

10 

20.5 

943 

6 

34.1 

1,142 

24 

24.0 

762 

11 

20.7 

OJl 

6 

34.1 

1,142 

25 

24.1 

733 

12 

30.0 

965 

7 

84.25 

1,140 

26 

28.4 

707 

13 

20.8 

955 

8 

84.25 

1,140 

27 

23.0 

608 

14 

20.65 

949 

0 

84.8 

1,151 

28 

22.6 

080 

15 

20.2 

999 

10 

84.8 

1.151 

20 

23.4 

707 

16 

28.5 

002 

11 

34.25 

1.140 

30 

23.76 

T20 

17 

27.8 

874 

12 

34.25 

1,140 

M.,    1 

24.1 

733 

18 

27.1 

M7 

13 

84.25 

1,140 

24.8 

740 

10 

26.3 

816 

14 

34.25 

1.140 

8 

24.4 

744 

ft  20 

25.6 

784 

15 

84.25 

1.140 

4 

24.5 

747 

21 

24.6- 

751 

16 

84.15 

1,144 

6 

24.6 

751 

22 

28.7 

718 

17 

841 

1.142 

6 

24.7 

755 

28 

•       23.0 

696 

18 

84.05 

1,180 

7 

24.7 

755 

24 

22.5 

676 

10 

84.0 

1.137 

8 

24.6 

751 

25 

21.0 

639 

20 

88.05 

1.135 

0 

24.6 

751 

26 

21.8 

637 

21 

83.05 

1,135 

10 

25.2 

773 

27 

20.8 

609 

22 

83.00 

1,183 

11 

26.85 

838 

28 

10.8 

567 

23 

83.05 

1,135 

12 

28.50 

002 

20 

1&2 

531 

24 

34.0 

1,187 

13 

20.80 

035 

80 

17.2 

499 

25 

84.05 

1,130 

14 

80.0 

065 

16.3 

477 

26 

84.15 

1.144 

16 

80.5 

067 

▲vg.    1 

15.5 

451 

27 

84.2 

1,147 

16 

81.1 

1,000 

15.0 

434 

28 

84.55 

1,162 

17 

31.5 

1.026 

14.5 

419 

Kar.    1 

34.6 

1,105 

18 

81.7 

1.034 

14  8 

414 

2 

84.8 

1,174 

10 

31.0 

1,042 

14  0 

406 

3 

84.8 

1,174 

20 

82.0 

1,047 

18.7 

887 

4 

34.8 

1,174 

21 

82.1 

1.052 

18.7 

397 

5 

84.8 

1,174 

22 

82.2 

1,057 

144 

416 

6 

85.15 

1,188 

23 

82.2 

1,057 

15.2 

441 

7 

85.05 

1,184 

24 

82.2 

1.057 

15.9 

466 

8 

85.00 

1  182 

25 

82.2 

1,067 

16wl 

472 

0 

85.15 

1.188 

26 

82.15 

1,054 

16.0 

460 

10 

3.5.00 

i;i82 

27 

82.1 

1,052 

16.8 

461 

11 

35.00 

1.182 

28 

81.05 

1,044 

16.6 

454 

12 

84.8 

1.174 

20 

31.65 

1,082 

15.3 

444 

18 

84.7 

1.160 

30 

81.20 

1,014 

15.0 

434 

14 

84.55 

1.162 

80.7 

1003 

146 

422 

15 

86.55 

1.162 

June    1 

80.35 

070 

14.1 

409 

16 

84.45 

1,158 

80.3 

077 

118 

400 

17 

34.4 

1,156 

80.4 

081 

20 

18.6 

394 

18 

84.3 

1,151 

80.6 

080 

21 

13.4 

888 

10 

34.25 

1.140 

80.8 

007 

22 

18.2 

S 

20 

84.2 

1,147 

30.0 

1.001 

23 

12.8 

872 

21 

34.15 

1144 

31.1 

1.000 

24 

12.3 

360 

22 

84.05 

1  130 

81.25 

1.U16 

25 

11.8 

849 

28 

84.0 

1,137 

81.4 

1,022 

28 

11.3 

»3f 

24 

33.0 

1,138 

81.5 

1,020 

27 

10.8 

321 

25 

88.8 

1.120 

11 

8L6 

1,026 

28 

ia2 

301 
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***4        ^  TT ^SEPOBT  OP  MISSISSIPPI  BIVXB  COMMISSION 


^ft'*^. 


r^  daily  dUt^itrg^  of  MUtiae^ppi  Bw&r  at  Memphis,  Tenn.,  ^o.— do 


Cfmtfgi^ 

/  XHsoluuse 
/  oobiofoet 

Date. 

Gttose. 

cnMo  feet 
per  second. 

Date. 

Oange. 

7 

1882. 

1882. 

ft.  ff 

/                        884 

Oct   10 

&4 

100 

Nov.  21 

7.25 

ft.  O 

/                        271 

11 

6.4 

190 

22 

7.25 

&  ft 

f                  2eo 

12 

6.4 

190 

28 

7.00 

&  ft 

j                         2e9 

18 

6.4 

190 

24 

6.75 

8L8 

2C7 

14 

&4 

190 

25 

6.60 

&8 

267 

16 

6.85 

189 

26 

655 

&  8 

267 

16 

6.22 

186 

27 

650 

8.  70 

266 

17 

6.18 

184 

28 

645 

&  70 

266 

18 

6.18 

184 

29 

640 

&  80 

268 

19 

4.84 

179 

80 

635 

&  OO 

260 

20 

4.68 

175 

Dec     1 

6  80 

9l  2?0 

277 

21 

4.55 

178 

2 

625 

9.  •A0 

282 

22 

4.65 

173 

8 

625 

ft.  00 

286 

23 

4.47 

171 

4 

630 

9.  00 

285 

24 

4.47 

171 

5 

640 

9l  <40 

281 

25 

4.84 

178 

6 

640 

Ol  20 

277 

26 

4.88 

180 

7 

645 

ft.  €»0 

a.  0o 

271 

27 

4.97 

181 

8 

6  60 

260 

28 

4.97 

181 

9 

680 

8-30 
8.  20 

8.20 
ft.  OO 

255 

28 

4.97 

181 

10 

600 

254 

80 

4.93 

181 

11 

650 

254 

81 

•     6.01 

182 

12 

625 

271 

Nov.    1 

5.13 

184 

18 

600 

297 

2 

6.18 

185 

14 

5.70 

lOL   0O 

1:1-  -AO 
U.  20 
10.  'AO 
Ou  80 
Oc20 
8.  05 
8.00 
7-80 
<».  8 

0.0 
0.8 

&.7I 

0.4 

912 

8 

6.22 

1J?6 

15 

6.26 

338 

4 

6.22 

186 

16 

4.85 

884 

5 

&34 

188 

17 

4.45 

I                           800 

6 

6.43 

190 

18 

4.20 

I                           282 

7 

6.47 

191 

19 

4.00 

\                         277 

8 

6.61 

192 

20 

8.75 

I                         261 

0 

6.52 

192 

2L 

8.50 

\                        240 

10 

6.54 

192 

22 

3.66 

1                        233 

11 

6.55 

198 

28 

8.75 

\                        210 

12 

5.97 

201 

24 

4.15 

I                       208 

18 

6.18 

205 

25 

4.90 

\                       202 

14 

6.26 

207 

26 

6.07 

I                       108 

16 

647 

211 

27 

6  80 

S  I                      1«7 

16 

676 

217 

28 

7.20 

S  I                     IW 

17 

685 

220 

29 

8.20 

0   \                     IM 

18 

7.00 

226 

80 

9.00 

.      \                    IW 

19 

7.10 

228 

81 

9.70 

.  \ 

20 

7.20 

230 

TiJilft  akowiitii  ctoiZy  discharge  qf  the  Mieeieeippi  Binfer  at  Carrolltou,  La.^  Janut 

IODIC  B  V  ^^  jQ;i^^Qffy  l^    1JJ83. 


yComVotoA. 


-Date. 


1881. 


tEOAtl&e  gttnj 


readini 
ifeexi 


a  fonnida  deduced  ftom  dlscliarfre  observations 
ig  from  December,  1879,  to  October,  1880.] 


Gango. 

IMsebarge 

in  1,000 
cubic  feet 
per  second. 

Date. 

Oange. 

Discharge 

in  1,000 
cubic  feet 
per  second. 

Date. 

^ — 

Gauge. 

188L 

188L 

Jan.  20 
21 

2.1 
2.0 

296 
292 

Feb.     8 
9 

10.4 

ti 

488 

10.4 

6.1 

428 

22 

2.1 

296 

10 

10.0 

6.6 

451 

28 

2.4 

808 

11 

10.1 

6.0 

424 

24 

8.0 

833 

12 

9.9 

4.6 

406 

25 

8.2 

842 

33 

9.6 

4.8 

898 

26 

8.6 

861 

14 

9.8 

8.9 

874 

27 

4.1 

883 

15 

9.3 

8.7 

865 

28 

4.8 

415 

16 

9.8 

8.6 

866 

29 

66 

451 

17 

9.4 

2.9 

829 

80 

65 

492 

18 

9.8 

3.6 

812 

81 

7.2 

530 

19 

10.3 

2.4 

808 

Feb.    1 

7.9 

562 

20 

10.6 

2.1 

S5 

2 

63 

578 

21 

10.8 

10 

292 

8 

66 

691 

22 

11.3 

2.0 

292 

4 

69 

606 

28 

11.4 

1.0 

288 

6 

9.8 

626 

24 

11.6 

1.8 

284 

6 

10.0 

661 

25 

11.9 

1.8 

284 

7 

10.6 

601 

26 

12.0 

Digitized  by  VjOOQ IC 
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Date. 

Gauge. 

DiMharge 

in  1,000 
onbio  feet 
peraeoond. 

Date. 

Gange. 

to  1,000 
cabio  feet 

Date. 

GangOb 

Diaohane 
^inl,00r 
oabicfeet 
peraeoond. 

1881. 

188L 

188L 

Feb.  27 

12.8 

780 

May  16 

12.1 

769 

Aug.   2 

4.8 

998 

28 

12.1 

769 

'  17 

12.0 

764 

8 

4.4 

807 

liar.    I 

12.2 

774 

18 

12.1 

769 

4 

8.9 

374 

12.0 

764 

19 

12.1 

769 

6 

8.6 

881 

12.1 

760 

20 

12.1 

769 

6 

8.3 

847 

12.2 

774 

21 

12.26 

777 

7 

8.2 

842 

12.2 

774 

22 

12.3 

780 

R 

2.8 

825 

12.1 

769 

23 

12.8 

780 

9 

2.5 

812 

12.2 

774 

24 

12.8 

780 

10 

2.1 

296 

12.0 

764 

26 

12.8 

780 

11 

L9 

288 

12.0 

764 

26 

12.4 

785 

12 

L7 

280 

10 

12.2 

774 

27 

12.8 

780 

13 

L7 

280 

11 

12.8 

780 

28 

12.8 

780 

14 

L7 

280 

12 

12.4 

785 

29 

12.8 

780 

16 

1.6 

276 

18 

12.3 

780 

80 

12.4 

785 

16 

L8 

284 

14 

12.4 

786 

81 

12.8 

780 

17 

2.0 

298 

15 

12.6 

790 

June    1 

12.8 

780 

18 

2.0 

282 

16 

12.5 

790 

2 

12.2 

774 

19 

1.7 

289 

17 

12.4 

785 

8 

12.2 

774 

20 

L4 

267 

18 

12.3 

780 

4 

12.2 

774 

21 

LI 

255 

19 

12.8 

780 

6 

12.2 

774 

22 

LO 

251 

20 

12.2 

774 

6 

12.2 

774 

28 

LO 

251 

21 

12.8 

780 

7 

12.2 

774 

24 

0.8 

242 

22 

11.9 

758 

8 

12.2 

774 

25 

0.8 

242 

28 

12.1 

760 

9 

12.0 

764 

26 

LO 

251 

24 

12.1 

769 

10 

12.0 

764 

27 

LO 

251 

26 

12.1 

769 

11 

11.9 

768 

28 

0.7 

238 

26 

12.2 

774 

12 

11.6 

742 

29 

0.8 

242 

27 

12.2 

774 

18 

11.8 

726 

30 

0.8 

248 

28 

12.3 

780 

14 

11.1 

716 

81 

L8 

263 

29 

12.4 

785 

15 

10.9 

7U6 

Sept.   1 

L4 

267 

30 

12.26 

777 

16 

10.8 

701 

8 

L6 

272 

81 

12.2 

774 

17 

10.7 

696 

3 

L6 

272 

Apt,    1 

12.2 

774 

18 

10.5 

686 

4 

L4 

267 

2 

12.2 

774 

19 

10.3 

676 

5 

L8 

262 

8 

12.2 

774 

20 

10.2 

671 

6 

LI 

255 

4 

12.8 

780 

21 

10.1 

666 

7 

0.8 

242 

5 

12.8 

780 

22 

10.0 

661 

8 

0.7 

238 

6 

12.8 

780 

28 

9.75 

648 

9 

0.6 

230 

7 

12.3 

780 

24 

9.6 

641 

10 

0.3 

222 

8 

12.4 

786 

25 

9.6 

641 

11 

0.4 

220 

9 

12.4 

785 

26 

9.6 

641 

12 

0.6 

234 

10 

12.4 

785 

27 

9:6 

641 

18 

0.8 

242 

11 

12.4 

785 

28 

9.8 

651 

14 

L15 

257 

12 

12.55 

792 

29 

9.9 

656 

15 

L6 

272 

18 

12.5 

790 

80 

9.95 

«58 

16 

LI 

255 

14 

12.3 

780 

July     1 

9.9 

656 

17 

LI 

255 

16 

12.8 

780 

2 

9.9 

656 

18 

L3 

263 

16 

12.2 

774 

3 

10.0 

661 

19 

L2 

250 

17 

12.0 

764 

4 

10.0 

6tt 

20 

LO 

251 

18 

12.1 

769 

5 

9.9 

656 

21 

ao 

246 

19 

12.1 

769 

6 

9.8 

651 

22 

a7 

238 

20 

12.0 

764 

7 

9.6 

641 

23 

a66 

236 

21 

12.1 

769 

8 

9.4 

631 

24 

0.7 

2J8 

22 

12.1 

769 

• 

9.2 

621 

25 

0.8 

242 

28 

12.2 

774 

10 

9.1 

616 

26 

LO 

251 

24 

12.4 

785 

11 

a7 

696 

27 

L2 

259 

25 

12.2 

774 

12 

8.3 

578 

28 

L4 

267 

26 

12.8 

780 

13 

&1 

570 

29 

L4 

267 

27 

12.2 

774 

14 

7.9 

562 

30 

L8 

284 

28 

12.1 

769 

15 

7.9 

562 

Oct.      1 

2.0 

288 

29 

12.0 

764 

16 

7.7 

554 

L9 

288 

80 

12.0 

764 

17 

7.4 

541 

L8 

284 

^1*7     1 

11.9 

768 

18 

7.1 

625 

L4 

267 

'     2 

11.9 

758 

19 

6.7 

503 

LI 

255 

8 

12.0 

764 

20 

6.3 

488 

L2 

290 

4 

11.9 

758 

21 

5.6 

451 

2.1 

296 

5 

11.9 

768 

22 

4.9 

420 

L8 

284 

6 

12.1 

769 

23 

4.3 

393 

L6 

276 

7 

12-1 

769 

24 

3.9 

374 

10 

L4 

267 

8 

12.3 

780 

25 

3.7 

366 

U 

L7 

280 

9 

12.2 

774 

26 

3.4 

351 

12 

2.0 

292 

10 

12.2 

774 

27 

3.3 

847 

18 

2.2 

800 

11 

12.8 

780 

28 

8.2 

842 

14 

2.2 

800 

12 

12.2 

774 

29 

8.3 

847 

15 

2.4 

806 

13 

12.1 

769 

80 

3.4 

351 

16 

2.6 

812 

14 

12.2 

774 

31 

3.4 

851 

17 

2.7 

820 

15 

12.2 

774 

▲ag.    1 

8.9 

874 

18 

2L76 

8S2 
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^>iite.    /    Gaoge. 

Diaoharse 

iiil,00lf 

cubic  feet 

Bate. 

Gange. 

onbic  fdet 

Date. 

i 

/ 

per  second. 

per  second. 

law.   / 

art    JP/             2.75 

822 

1882. 
Jan.     4 

9.9 

666 

1882. 
Mar.  23 

SI         ^ 7*  / 

822 

5 

10.0 

661 

24 

22/              2.86] 

827 

6 

10.4 

681 

26 

22                 2.9    I 

828 

7 

10.7 

696 

26 

33                 2.9    1 

829 

8 

lao 

706 

27 

24  1              3.0     1 

833 

9 

ILl 

716 

28 

25                  2.9     1 

329 

10 

11.2 

721 

29 

26                  2.9     1 

829 

11 

11.2 

721 

80 

27                  8.0     1 

3S3 

12 

11.2 

721 

81 

28             as    / 

856 

18 

11.2 

721 

Apr.    1 

29                  4.0     1 

879 

14 

11.3 

726 

2 

90                  ^4      / 

897 

15 

11.8 

726 

8 

31  1               4.1      1 

883 

16 

1L4 

731 

4 

Vdr.     I  /              4.1     1 

883 

17 

11.7 

747 

5 

2                 4.2     1 

888 

18 

11.6 

742 

6 

3                  4.2      1 

888 

10 

U.7 

747 

7 

4                 4L3      \ 

893 

20 

U.8 

758 

8 

6                  4.4      1 

897 

21 

12.1 

769 

9 

el            ^3     1 

402 

22 

12.2 

774 

10 

7  /               4.9      ' 

420 

28 

12.8 

780 

U 

8  1              ^  8       I 

415 

24 

12.3 

780 

12 

9                 ^8       \ 

1q\              4^B       \ 

11  /                  iC  O         1 

415 

25 

12.5 

790 

18 

415 

26 

12.4 

785 

14 

424 

27 

12.8 

780 

15 

11                i5L2 

14                6. 3 

438 

433 
438 

28 
29 
80 

12.5 
12.6 
12.7 

790 
795 
800 

16 
17 
18 

438 

8t 

12.7 

800 

19 

15                -    « 
16 

i5w3 
&-3 

1       o.a 

8-  X 
8-3 

444 

455 

Feb.     1 
2 

12.7 
12.7 

800 
800 

20 
21 

17 

460 

8 

12.85 

807 

22 

18 

460 

4 

12.8 

806 

28 

19 

478 

5 

12.7 

800 

24 

20 

478 

6 

12.7 

800 

25 

» 

603 

7 

12.8 

805 

26 

22 

£30 

8 

12.9 

810 

27 

23 

Ml 

9 

18.0 

816 

28 

21 

550 

10 

12.9 

810 

29 

2S 

658 

11 

18.0 

816 

80 

26 

570 

12 

13.0 

816 

May    1 

« 

578 

18 

13.1 

821 

2 

28 

591 

14 

13.1 

821 

8 

29 

606 

15 

18.2 

826 

4 

80 

8.  9        1 

!     •  1:1 

611 

16 

13.2 

826 

5 

Dee.  1 

621 

17 

13.2 

826 

6 

2 

631 

18 

18.8 

831 

7 

8 

681 

19 

13.4 

836 

8 

4 

636 

20 

13.4 

836 

9 

8 

646 

21 

13.5 

842 

10 

i 

646 

22 

13.4 

880 

11 

' 

651 

23 

.  13.4 

836 

12 

1          •-•    \ 

1     1 
l\     ^5 

**  I                   il-5 

656 

24 

13.4 

830 

18 

656 

25 

13.6 

848 

14 

651 

26 

13.7 

853 

15 

651 
641 

27 
28 

13.8 
14.0 

858 
869 

16 
17 

636 

Mar.    I 

14.0 

869 

18 

606 

2 

14.0 

869 

19 

598 

8 

14.1 

874 

20 

582 

4 

14.1 

874 

21 

674 

5 

14.2 

879 

22 

558 

6 

14.8 

884 

28 

540 

7 

14.4 

890 

24 

530 

8 

14.6 

901 

25 

608 

9 

14.7 

907 

26 

492 

10 

14.6 

901 

27 

478 

11 

14.7 

907 

28 

488 

12 

14.8 

912 

29 

492 

13 

14.75 

909 

30 

»\                   «.6 

492 

14 

14.7 

907 

31 

^^  \              e.9 

514 

15 

14.75 

909 

June   1 

»\                   7.8 

536 

16 

14.8 

912 

»  \                   7.5 

646 

17 

14.8 

912 

» \             ao 

666 

18 

14.9 

918 

sx  \ 

19 

14  8 

912 

1882.^  \                  a.  5 

666 

20 

14.9 

918 

Jftxk.     W              &0 

606 

21 

14.9 

918 

i\ 

9.6 

680 

22 

14.8 

912 

Gange. 
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Date. 

Gftage. 

cnbio  feet, 
per  second. 

DAte. 

Osnge. 

Discbarge 

in  1,000 

cabio  feet 

per  second. 

Dftte. 

Osnge. 

cubic  tbst 
perseoond. 

1882. 

• 

1882. 

1882. 

June   9 

12.8 

805 

Aug.  17 

7.9 

662 

Oct.    25 

1.2 

299 

10 

12.8 

805 

*  18 

7.8 

558 

26 

1.2 

250 

11 

12.8 

805 

19 

7.6 

550 

27 

1.2 

250 

12 

12.7 

800 

20 

7.6 

646 

28 

1.26 

261 

13 

12.6 

795 

21 

7.4 

541 

29 

L6 

272 

14 

12.6 

795 

22 

7.3 

636 

80 

1.86 

286 

15 

12.6 

795 

28 

7.1 

525 

31 

2.0 

298 

16 

12.6 

795 

24 

6.7 

503 

Nov.    1. 

2.0 

S88 

17 

12.55 

792 

25 

6.4 

467 

2 

1.8 

284 

18 

12.56 

792 

26 

6.1 

474 

8 

1.8 

284 

19 

12.55 

792 

27 

6.8 

400 

4 

L7 

280 

20 

12.50 

79P 

28 

5.6 

451 

5 

L6 

278 

21 

12.60 

790 

29 

5.4 

442 

6 

1.5 

272 

22 

12.4 

785 

80 

6.0 

424 

7 

L2 

299 

28 

12.5 

790 

81 

4.9 

420 

8 

1.0 

251 

24 

12.5 

790 

Sept.   1 

4.6 

406 

9 

1.1 

256 

25 

12.6 

790 

2 

4.4 

897 

10 

LI 

255 

26 

12.5 

790 

8 

11 

1.1 

255 

27 

12.6 

790 

4 

12 

1.4 

287 

28 

12.6 

795 

6 

18 

1.8 

284 

29 

12.6 
12.6 

795 
795 

6 
7 

*        (♦) 

14 
15 

1.7 
L7 

280 

80 

280 

July    1 

12.5 

790 

8 

16 

L7 

280 

^    2 

12.5 

790 

9 

!7 

1.7 

280 

8 

12.45 

787 

10 

2.7 

820 

18 

1.7 

280 

4 

12.4 

785 

11 

2.7 

820 

19 

1.7 

280 

6 

12.4 

785 

12 

2.7 

820 

20 

1.6 

276 

6 

12.4 

785 

13 

2.6 

816 

21 

1.4 

267 

7 

12.4 

785 

14 

2.6 

816 

22 

1.4 

207 

8 

12.4 

785 

15 

2.6 

316 

23 

1.4 

267 

9 

12.4 

785 

16 

2.75 

822 

24 

1.6 

276 

10 

12.85 

782 

17 

2.7 

820 

25 

2.0 

292 

11 

12.35 

782 

18 

2.0 

816 

26 

2.4' 

808 

12 

12.35 

782 

19 

2.6 

316 

27 

2.9 

829 

18 

12.85 

782 

20 

2.6 

316 

28 

2.7 

320 

14 

12.85 

782 

21 

2.75 

822 

39 

2.7 

820 

15 

12.8 

780 

22 

2.75 

822 

30 

2.65 

118 

16 

12.2 

774 

28 

2.76 

822 

Deo.    1 

2.5 

818 

17 

12.2 

774 

24 

2.55 

314 

2 

2.4 

906 

18 

12.2 

774 

25 

2.35 

806 

3 

2.5 

812 

19 

12.1 

769 

26 

2.35 

3U6 

4 

2.7 

820 

20 

12.2 

774 

27 

2.35 

806 

6 

2.8 

825 

21 

12.1 

769 

28 

2.60 

816 

6 

2.9 

829 

22 

12.2 

774 

29 

2.9 

829 

7 

2.9 

329 

23 

12.1 

769 

80 

8.2 

842 

8 

8.0 

83S 

24 

12.2 

774 

Oct     1 

8.4 

851 

9 

8.0 

8S3 

25 

12.2 

774 

2 

8.2 

842 

10 

2.8 

825 

26 

12.2 

774 

8 

8.2 

342 

11 

2.8 

825 

27 

12.1 

760 

4 

8.1 

838 

12 

2.8 

825 

28 

12.0 

764 

5 

2.9 

329 

18 

2.85 

827 

29 

12.0 

764 

6 

2.6 

316 

14 

2.9 

829 

80 

11.9 

758 

7 

2.4 

308 

16 

8.0 

333 

81 

11.9 

768 

8 

2.4 

808 

16 

2.9 

829 

Ang.    1 

11.7 

747 

9 

2.4 

808 

17 

2.9 

829 

2 

1L7 

747 

10 

2.2 

800 

18 

8.0 

833 

8 

11.5 

786 

11 

1.9 

288 

19 

8.0 

813 

4 

11.6 

786 

12 

L5 

272 

20 

8.2 

848 

6 

1L4 

731 

13 

1.4 

267 

21 

8.0 

338 

6 

11.1 

716 

14 

1.5 

272 

22 

8.1 

888 

7 

10.8 

701 

15 

1.5 

272 

23 

2.9 

829 

8 

10.5 

686 

16 

1.6 

276 

24 

2.9 

329 

9 

10.0 

661 

17 

1.8 

284 

25 

2.6 

816 

10 

9.7 

640 

18 

1.7 

280 

26 

2.4 

806 

11 

9.3 

626 

19 

1.9 

288 

27 

2.2 

300 

12 

&9 

606 

20 

2.2 

300 

28 

2.0 

208 

18 

&5 

586 

21 

2.0 

292 

29 

L9 

886 

14 

&3 

678 

22 

1.7 

280 

80 

1.8 

884 

16 

&1 

570 

23 

1.5 

272 

SI 

1.8 

864 

*1« 

ao 

666 

24 

L25 

261 

*Q«igedowB. 
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APPENDIX  G. 

bepobt  of  assistant  bngikebb  j.  a.  0cker80n  on  chakob8  in  mississifn  rivbb 
between  grand  gulf  and  donaldsonyille. 

Office  Mississippi  River  Commission, 

Haint  Louis,  Mo.,  Sfptemher  15, 1883. 

Sib  :  While  in  the  field  tntoiiigs  were  made  of  local  maps  coverlDg  the  riyer  from 
Grand  Gulf  to  New  Orleans,  with  a  view  to  a  study  of  the  changes  that  have  oo- 
cnired.  Between  Natchez  and  Bayou  Sara  special  pains  were  token  to  identify  points 
of  the  old  surveys  and  connect  with  them.  From  Grand  Gulf  to  Fort  Adams  the  com- 
parisons were  made  with  the  land  surveys  of  1828.  These  maps  show  only  the  right 
bank  as  connected  with  the  t-ownship  and  other  lines,  while  the  left  hank  has  been 
sketched  in,  and  does  not  represent  correctly  the  width  of  the  river.  The  relative  po- 
sitions of  the  river  bed  in  1828  and  1883  are  shown  in  Plates  1  and  2.  submitted  here- 
with. In  making  these  comparisons,  old  boundary  lines,  bayous,  lakes,  towns,  roads, 
Ac,  which  were  common  to  the  two  surveys  were  used.  On  sheet  1  and  a  part  of  2, 
the  common  points  agreed  fairlv  well.  From  Dead  Man's  Bend  to  Fort  Adams  the 
comparisons  are  not  rdiable,  and  from  the  latter  point  down  i  o  Red  River  Landing 
the  discrepancies  between  tile  two  surveys  are  so  great  that  they  could  not  be  har- 
monized. Throughout,  the  comparisons  must  not  be  regarded  as  exact,  but  will  serve 
to  indicate  in  a  general  way  what  changes  have  occurred  in  the  past. 

The  river  at  two  p^ods  55  years  apart  is  here  compared,  but  there  may  have  been 
greater  changes  during  that  period  than  are  here  shown.  Islands  and  battures  have 
doabtless  been  made  and  washed  away  again  during  the  interval.  For  more  than 
one-half  of  the  length  of  the  above  reach,  the  present  bed  of  the  river  is  entirely 
ontside  of  the  limits  of  the  bed  of  1828,  and  in  some  cases  it  is  several  miles  from  it. 

From  Red  River  Landine  to  Donaldsonville  a  better  coniparison  can  be  made  by 
Qsins  the  survey  of  Humphreys  and  Abbot,  made  in  1851.  Tracings  of  the  latter^  on 
a  sc^e  of  1 :  10,000,  were  compared  with  the  surveys  of  1883  made  by  the  Mississippi 
Biver  Commission.    Numerous  points  on  the  old  survey,  such  as  angles  and  straight 

Sirtions  of  levee,  plantation  lines,  churches,  towns,  roads,  bayous,  &c.,  were  easily 
entified  and  agreed  very  closely  with  the  surveys  of  1883,  and  the  comparisons  shown 
on  sheets  3, 4,  and  5  may  be  considered  as  reliable.  There  was  some  doubt  about  the 
points  in  the  vicinitv  and  opposite  Baton  Rouge,  and  this  reach  has  been  omitted. 
The  Humphreys  and  Abbot  tracings  do  not  show  the  left  bank  of  the  river  above 
Baton  Rouge  except  in  the  vicinity  of  Red  River,  and  to  prevent  confusion  this  has 
been  sketched. 

The  lines  of  the  survey  of  1851  came  down  along  the  old  river;  hence  from  Raccourci 
cot-off  to  New  Texas  we  have  no  means  of  comparison. 

A  tracing  was  made  of  an  old  map  from  the  archives  at  Baton  Rouge,  showing  the 
bends  in  the  vicinitv  of  Red  River  as  they  were  prior  to  1810.  This  map  showed  the 
State  line  between  Mississippi  and  Louisiana. 

The  position  of  these  bends,  as  shown  on  sketch,  with  reference  to  the  later  surveys 
depends  on  the  State  line  ancl  on  the  river  bank  across  Routh's  Point,  which  is  still 
plainly  marked  and  apparently  common  to  the  three  surveys.  The  relative  positions 
are  therefore  ai^proximate. 

An  examination  of  the  sketches  shows  that — 

The  bends  have  moved  down  stream ; 

The  islands  have  moved  down  stream ; 

The  preponderance  of  the  movement  of  the  river  as  a  whole  has  been  to  the  west ; 

The  bends  have  grown  longer.  From  Grand  Gulf  to  Fort  Adams  this  lengthening 
amounts  to  about  4  miles.    ImIow  Baton  Rouge  the  changes  are  comparatively  slight ; 

The  changes  in  the  vicinity  of  the  two  cut-offs  near  Red  River  are  not  as  great  as 
at  distant  points  both  above  and  below; 

The  caving  has  been  very  much  the  greatest  on  the  upper  side  of  the  points. 

High-'WaUr  widths  of  the  river  between  Baton  Rouge  and  Donaldsonville, 

In  Humphreys  and  Abbot's  Report,  pages  118  and  119,  are  given  the  widths  of  the 
river  at  numerous  points.  From  Baton  Kouge  down  they  are  given  at  intervals  of 
about  4,000  feet.  Most  of  these  positions  are  easily  identified,  and  the  widths  as  given 
by  the  survey  of  1883  have  been  measured.  The  results  are  given  in  a  table  appended 
herewith. 

If  we  compare  the  last  68  sections  we  find  that  the  mean  width,  according  to  the 
survey  of  1851,  is  2,835  feet :  and  from  the  survey  of  1883  it  is  2,984  feet,  or  an  increase 
in  thirty-two  years  of  149  leet.  This  gives  an  average  of  a  little  less  than  5  feet  per 
year. 
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Widths  hetweet^  high-wcOer  hanJce. 


Fa 


Locality. 


M.  K  C, 

1868.    ^ 


H.  &A^ 
1851. 


Cole  Creek  Point 

Kat4)hes 

Ellis  CliA 

Bontli*8  Point 

Month  of  Bed  River 

4,000  feet  below  Bed  Riyer 

8,000  feet  below  Red  Biyer 

12,000  feet  below  Red  River 

Baoconrci,  upper  end 

Bacoonrd,  lower  end < 

TnnicaBend 

Baton  Rouge,  Arsenal 

Baton  Rouge,  State-Houae 

4,000  feet  below  State-House 

8,000  feet  below  State-House 

12, 000  feet  below  State-House 

ie,000  feet  below  State-House 

20,000  feet  below  State-House 

24, 000  feet  below  State-House 

28, 000  feet  below  State-House 

82,000  feet  below  State-House 

80,000  feet  below  State-House 

40,000  feet  below  State-House 

44, 000  feet  below  State-House 

48,000  feet  below  State-House • 

52, 000  feet  below  State-House 

66,000  feet  bvlow  State-House ■ 

60,000  feet  below  State-House 

64,000  feet  below  State-House 

68,000  feet  below  State-House 

Mouth  of  Bayou  Manohac 

4,000  feet  below  Bayou  Moacbao 

8,000  feet  below  Bayou  Manchao < 

12,000  feet  below  Bayou  Manchao 

16,000  feet  below  Bayou  Manchao 

20,000  feet  below  Bayou  Manchao 

24,000  feet  below  Bayou  Manchao 

Mouth  of  Plaquemine  Bayou 

4,000  feet  below  Plaquemine  Bayou.. 
8,000  feet  below  Plaquemine  Bayou. . 
12,000  feet  below  Plaquemine  Bayou. 
16,000  feet  below  Plaquemine  Bayou. 
20,000  feet  below  Plaquemine  Bayou. 
24,000  feet  below  Plaquemine  Bayou. 
28.000  feet  below  Phiqnemine  Bayou., 
32,000  feet  below  Plaquemine  Bayou. 
86,000  feet  below  Plaquemine  Bayou. 
40,000  feet  below  Plaquemine  Bayou. 
44,000  feet  below  Plaquemine  Bayou. 
48,000  feet  below  Plaquemine  Bayou. 
52,000  feet  below  Plaquemine  Bayou.. 
56,000  feet  below  Plaquemine  Bayou. 

BayouGoula 

4,000  feet  below  Bayou  Goula 

8,000  feet  below  Bayou  Ck>u]a 

1 2,000  feet  below  Bayou  Goula 

16,000  feet  below  Bayou  Goula 

20,000  feet  below  Bayou  Goula 

24,000  feet  below  Bayou  Goula 

28,000  feet  below  Bayou  Gk>nla 

32,000  feet  below  Bayou  Goula 

86,000  feet  below  Bayou  Goula 

40,000  feet  below  Bavou  Goula 

Opposite  CMbome  Isle 

4,000  feet  below  Claiborne  Isle 

8,000  fe^  below  Claiborne  Isle , 

12,000  feet  below  Claiborne  Isle 

16,000  feet  below  Claiborne  Isle 

20,000  feet  below  Claiborne  Isle 

Ashland  plantation 

4,000  feet  below  plantation 

8,000  feet  below  plantation 

12,000  feet  below  plantation 

16,000  feet  below  plantation 

20,000  feet  below  plantation 

2t,000  feet  below  plantation 

28,000  feet  below  plantation 

32,000  feet  below  pbuitation i 

Doniddsonville , 

MeanofOSseotions 


1,935 
4,182 
1,936 
8,792 
4,281 
4,329 
8,575 
8,936 
4,592 
8,280 
8.476 
8,181 
2,657 
2,460 
2,531 
2,313 
8,813 
2,859 
8.609 
8.673 
8,313 
8,675 
8.280 
2,574 
2,492 
2,771 
2,788 
2,624 
2,820 
8.903 
8,608 
2,568 
2,377 
2.460 
8,542 
8.845 
2.705 
2,132 
2,952 
2,689 
2,344 
2,066 
8.083 
4,296 
8,542 
2,691 
2,408 
8,038 
2,722 
2,755 
2,591 
2,655 
4,165 
8,444 
2,814 
2,099 
2.460 
2,476 
2,460 
2,624 
8,394 
8,903 
8,936 
2,952 
3,066 
2,919 
8,181 
2,853 
2,682 
2,682 
2,640 
2,939 
8,280 
8,627 
2,657 
2,296 
2,705 
2,657 
2,952 
2,984 


*2,860 
*4,540 
•3.250 
8.880 
8,500 
8.600 
8.700 
8,000 
2.400 
2.400 
•8,320 
2.900 
2,350 
2.200 
2,660 
8,025 
2,400 
3,100 
3,400 
8,000 
2,650 
8,260 
8,400 
2,250 
2,250 
2,475 
2.650 
2,600 
2.466 
8,700 
2,950 
2,400 
2,300 
2,450 
8,250 
2,900 
2,400 
2,700 
2,750 
2,675 
2,930- 
2,930 
2,930 
4,400 
8,500 
8,500 
2.400 
2,850 
2,700 
2,450 
2,450 
2,800 
8,750 
8.250 
2.650 
2,650 
2,500 
2.250 
2,400 
2,600 
8,100 
8,600 
3,700 
3,400 
2,450 
2,800 
8.100 
8,000 
2,500 
2,550 
8,550 
8,500 
8,000 
8,006 
2,450 
2,600 
2,700 
2,600 
8.300 
2,886 


*LocaUty 
*Do. 
•Do. 


•SI]0f  •  lepori. 
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III  order  to  flihow  the  lelatlye  widths  to  the  eye,  cuTrea  haye  been  plotted  with  the 
widths  as  oidinates.  These  cnires  foUow  one  another  verv  closely  till  we  reach  Ko. 
60|  where  the  wide  part  of  the  riyer  seems  to  haye  moyed  down-stream.  The  bar  on 
tiie  right  bank  has  moyed  down-stream,  hot  a  part  of  this  seeming  discrepancy  is 
probably  due  to  the  difficulty  of  identifying  the  high-water  bank,  where  a  rise  of  • 
few  tenths  of  a  foot  would  moye  the  shore  Ime  back  seyeral  hundred  feet. 

It  will  be  obseryed  that  at  Plaquemme  and  the  straight  reach  below,  the  riyer  has 
erown  narrower.  This  is  also  partially  due  to  the  difficulty  of  locating  the  high-water 
Dank,  but  mainly  to  the  large  oatture  which  has  formed  on  the  left  bank. 

The  aboye  comparisons  do  not  giye  any  dew  to  the  changes  below  the  high- water  line. 
It  is  eyident  that  accurate  results  cannot  be  obtained  by  measuriuff  the  widths  at  the 
lame  identical  points  unless  they  are  yery  dose  together.  Where  oends,  islands,  and 
ban  are  moying  down-stream,  the  measurements  should  rather  be  in  the  same  zelatiye 
positions. 

Cam^^ariMu  of  erou-teeHana  helow  motttk  of  Bed  Sioer. 

In  accordance  with  your  instructions^  comparisons  haye  been  made  with  all  ayaH- 
sble  cross-sections  of  preyious  soryeys  oetween  Red  Riyer  and  Donaldsonyille.  Sec- 
tions haye  been  selected  from  the  suryeys  of  1883  whose  positions  are  nearly  identical 
with  those  of  farmer  snryem  All  sections  compared  haye  been  plotted,  and  the  re« 
nits  are  appended  herewith.    (See  Plates  6,  7,  8.  and  9.) 

From  the  suryey  of  Humphreys  and  Abbot  in  1851  all  the  ayailable  sections  haye 
heeu  taken,  yiz,  three  near  Red  Riyer,  four  near  Baton  Rouse,  and  one  across  the 
Bed  Riyer  near  its  Junction  with  the  Mississippi.  The  data  for  the  aboye  has  been 
taken  from  Appendix  C,  pages  571  and  572,  Humphreys  and  Abbot's  Report. 

It  will  be  obseryed  that  section  24,  aboye  the  mouth  of  Red  Riyer,  nas  remained 
practically  the  same  shape,  although  it  has  moyed  bodily  to  the  west  nearly  half  a  < 
mile.  (See  Plates  3  and  6.)  Section  25,  Just  below  the  mouth  ofthe  Red  Riyer,  shows 
a  remarkable  change  in  the  form  of  tihe  section,  while  the  shape  of  the  bend  has  ro- 
msined  nearly  the  same.  There  are  no  other  sections  of  the  old  suryey  in  this  inmie- 
diate  yicinity,  hence  there  is  no  means  of  yeiifyinff  the  peculiarity  of  the  change. 
The  nearest  section  below  (No.. 27)  is  about  4  miles  distant,  and  here  we  find  a  deci&d 
deepening,  amounting  to  40  feet.  This,  howeyer,  might  oe  expected,  as  the  section 
is  immediately  bdow  the  cut-off,  and  the  section  of  1851  was  made  less  than  three 
Tears  after  the  cut-offi 

The  sections  at  the  Mississippi  mouth  of  the  Red  Riyer  also  show  a  decided  shoal- 
injL  amounting  to  20  feet. 

The  four  sections  in  the  yicinity  of  Baton  Rouge  do  not  show  yery  much  change. 
A  comparison  of  these  sections  is  giyen  in  the  following  table : 

ComparaHve  area  ofseotUme, 


ViimberofH.iDd 

Mlnto^BlTerCom. 

H.andA.,185L 

Locality. 

AaeotioiL 

depth. 

Area. 

Haxfanvm 
depth. 

Axea. 

H 

65 

4S 
129 
85 
94 
88 
85 
88 

FteL 
128,600 
187.625 
109.426 
160.760 
168,760 
148,000 
161.875 
28,125 

FmL 

59 
108 
80 
89 
96 
80 
101 
63 

119,600 
178,260 
126,760 
161,626 
186.260 
147,750 
166,000 
86,875 

1  mile  above  Bed  Kiver. 

SB 

Bed  Biver  Landing. 

27 

n 

Above  Baton  Bonge. 
Near  Convention  Station. 

n 

tt. 

H. 

n 

Month  of  Bed  Biver. 

In  these  comparisons  the  water  surface  at  time  of  sounding  in  1883  has  been  need  as 
the  Umitine  line.  The  areas  were  measured  with  a  polar  planimeter,  the  mean  of  three 
determinauons  being  used.  The  water  surface  of  1851  was  reduced  to  the  datum  plane 
of  the  later  suryey,  as  follows : 

Hampeon  bench  aboye  mean  tide  of  Quifl  H.  and  A.,  1851 7.9S 

Hampson  bench  aboye  mean  tide  of  Gulf;  M.  R.  0.,  1882 7.13 

Diffidrenoe  between  the  two  yalues 0.79 
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On  jiage  107  HnmphreyB  and  Abbot  Report,  the  elevation  of  the  biffh  water  of  1851 
above  the  Gulf  is  given  as  49.5  feet.  Correcting  this  by  0.8  foot,  the  difference  in  the 
two  determinations  of  the  Hampson  bench  above  mean  tide,  we  have,  48.7  feet  as  the 
height  of  the  water  surface  at  Ked  River  Landing:  or  56.7  feet  above  Memphis  datum 
plane,  which  is  225  feet  below  the  high  water  of  1858  at  Memphis,  Tenn.,  or  190.84 
iaet  below  the  zero  of  United  States  Engineers'  gauge  at  that  point.  It  is  A.1  feei 
above  the  mean  level  of  the  Gulf. 

No  comparison  of  the  benches  at  Red  River  or  Baton  Rouge  could  be  made.  Chief 
of  Engineer's  Report,  1872,  page  433,  states  that  ''no  vestige  of  the  old  United  States 
bench  remains.''^  Report  of  1873,  page  522,  gives  zero  of  Batoh  Rouge  gauge  as  0.90 
foot  lower  than  theDelta  Survey  gouge,  but  the  records  do  not  show  whether  eague 
has  since  been  changed  or  not.  The  comparisons,  therefore,  depend,  for  the  Delta 
Survey,  on  a  double  fine  of  levels  jErom  Carrollton  to  Baton  Rouge,  and  a  single  line 
**  run  with  the  greatest  care''  from  the  latter  point  to  Red  River  Landing,  and  for 
the  survey  of  18§3  on  a  line  of  "  precise  levels"  made  by  the  United  States  Coast  and 
Geodetic  Survey;  these  two  surveys  being  connected  only  at  the  lower  end,  on  what  is 
known  as  Hampson's  bench-mark.  It  is  probable  that  the  discrepancy  at  Red  River 
Landing  is  quite  small,  as  the  top  of  the  levee,  according  to  the  Delta  Survey,  is  59 
feet  above  the  Memphis  datum,  and  the  survey  of  1883  gives  it  as  68  to  59  feet  above 
same  datum. 

Seetions  in  the  vMnUjf  of  DonatdtonviUe. 

The  next  reliable  sections  with  which  comparisons  can  be  made  are  in  the  vicinity 
of  DonaldsonvHle.  The  soundings  were  maae  by  the  United  States  Coast  and  Geo- 
detic Survey  during  the  hitter  pa^  of  1880  and  the  first  half  of  1881, 
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Mean  ftrea  of  sectionB  in  1881 123,836 

Mean  area  of  seotions  in  1883 123,993 

Difference  of  means 757 

Depths  are  referred  to  the  plane  of  1883. 

Thirty-two  sections  which  are  identical  with  or  come  very  near  the  sections  of  1883 
have  been  plotted  and  are  shown  on  Plates  9, 10,  and  11. 

The  sections  of  the  Coast  Sorye^  and  Geodetic  Snryey  are  copied  from  tracings  (8. 48) 
on  file  in  this  office.  The  sonndinffs  there  shown  were  reduced  to  the  ''  ayerage  low 
water  of  the  year"  during  which  they  were  taken.  The  stage  of  the  liyer  when  tiie 
soundings  were  made  was  but  a  little  below  the  high  water  of  1881.  A  comparison 
of  the  sections  is  given  in  the  above  table,  the  area  of  the  sections  being  measured 
below  the  lowest  water  surface,  or  that  given  by  the  United  States  Coast  and  Geodetio 
Survey  sections.  The  sections  were  plotted  and  the  areas  measured  with  a  planimeter 
by  Assistant  H.  B.  Wood. 

Very  respectfully,  your  obedient  servant, 

J.  A.  Ogkbbsok. 

First  Lieut.  Smith  S.  Leach, 

Seoretary  MisHgsippi  Biter  Ccmmiadon, 


APPENDIX  H. 

bxpobt  of  captain  clinton  b.  8baks,  cobps  of  enoiniebbs,  t7nitjed  6tatb8  abut, 
bxbcutiye  officbb,  dbpaktbcbnt  of  construction. 

Department  of  Construction, 
Saint  Louis,  Mo.,  November  5, 1883. 

Colonel:  In  accordance  with  your  circular  letter  of  September  6, 1883, 1  have  tiie 
honor  to  submit  the  following  report  of  operations  performed  under  my  immediate 
supervision  as  executive  officer,  construction  department,  Mississippi  River  Commis- 
sion, since  the  date  of  my  last  annual  report,  which  was  brought  up  to  December  1, 
1682. 

My  office  has  been  fally  employed  during  the  past  eleven  months,  in  the  construo- 
tion  of  the  floating  plant,  recommended  by  the  Commission,  and  approved  by  the 
honorable  the  Secretary  of  War,  in  it«  distribution  to  the  various  works;  in  the  char* 
ter  of  steamers ;  in  the  purchase  and  supply  of  stone,  wire,  coal,  subsistence  stores, 
and  other  material  required  on  the  several  reaches ;  in  the  care  of  the  fleet  at  Cairo, 
consisting  of  coal  and  floating  plant  not  in  use ;  in  the  repair  of  boats  and  barges, 
and  in  the  management  of  the  general  service  steamers. 

The  general  system  of  purchase  and  supply  was  outlined  in  my  last  report,  and 
need  not  be  repeated  here.  This  system,  as  there  stated,  has  been  continued.  Special 
freight  rates  have  been  secured  from  commercial  steamers  and  from  the  railroads,  and 
shipments  have  been  made  by  one  or  the  other,  as  happened  to  be  more  favorable  at 
the  time,  whenever  the  shipment  has  been  so  small  as  not  to  Justify  bringing  one  of 
our  steamers  to  Saint  Louis. 

During  the  winter,  when  ice  has  closed  the  river  down  to  Cairo,  supplies  have  been 
shipped  l)y  rail  to  Cairo,  and  hence  by  our  steamers.  The  steamers  Mississippi  and 
Etheridge  have  been  kept  in  almost  constant  use  towing  our  barges  and  other  pluit 
In  Auffust  the  Etheridge,  in  bringing  down  a  tow  from  Louisville,  got  aeround  at 
Flint  Island  bar,  in  the  Ohio  River,  and  was,  after  some  difficulty,  pullea  off  into 
deeper  water  above  the  bar.  As  tnere  appeared  to  be  no  prospect  of  getting  her 
down  for  some  weeks,  owing  to  low  water,  she  was  laid  up  at  Louisville,  under 
charge  of  watchmen,  and  her  crew  transferred  to  the  steamer  Jack  Frost.  Her  tow 
was  taken  down  by  the  Reindeer,  a  small  light-draught  boat,  chartered  temporarily 
for  the  purpose.  October  16,  the  Etheridge  reached  Cairo  in  tow  of  the  Minnetonka, 
and  was  put  in  commission  immediately.  August  7,  the  steamer  John  Dippold,  a 
powerful  Doat  belon^g  to  the  Mississippi  Valley  Transportation  Company,  was  char- 
tered for  the  general  service  at  |50  per  day,  for  two  weeks,  or  louf^er.  if  necessaiy. 
She  was  kept  in  constant  use  until  October  7,  when  she  was  turned  m  io  the  owneis. 
Another  largo  steamer,  the  Jack  Frost,  was  chartered  for  the  general  service,  Septem- 
ber 15,  1883,  at  $50  per  day,  for  such  time  as  the  Etheridge  might  be  laid  up.  She 
was  surrendered  to  ner  owners  October  16,  lB8^i,  and  the  same  &y  the  new  tow-boat, 
Minnetonka,  was  chartered  for  three  months,  at  |60  a  day,  with  the  privilege  of  pnr- 
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ehase  at  $45,000,  leas  charter  money  paid.  At  present,  therefore,  we  have  in  the  gen- 
eral eervice,  throe  steamers,  two  belonging  to  the  United  States  and  one  chartered. 
During  the  ten  months  ending  October  31,  1883,  the  Mississippi  has  moved  489 
pieces  over  yarious  distances,  amounting  to  one  piece  moved  113,177  miles  at  a  cost  of 
S5.9  cents  per  mile.  Her  average  daily  expenses  while  doing  this  work  have  been 
$96.42 ;  this  inclndes  fiiel,  pay,  and  subsistence  of  crew,  and  supplies  aud  other  run- 
ning expenses,  but  does  not  include  interost  on  her  cost,  nor  the  cost  of  repairs.  She 
has  also  made  several  trips  with  the  Commission  or  the  construction  committee, 
most  of  the  running  expenses  of  which  have  been  paid  by  the  secretary  of  the  Com- 
mission, out  of  the  appropriation  for  Mississippi  River  Commission. 

The  Etheridge  during  the  eleven  months  has  moved  377  pieces  over  various  distances, 
amounting  to  one  piece  moved  104.861  miles,  at  a  cost  of  22  cents  per  mile.  Her  av- 
erage daily  expenses  have  been  t68.84f . 

"nie  Dippold,  while  under  charter,  moved  139  pieces  over  various  distances,  amount- 
ing to  one  piece  moved  37,930  miles,  at  a  cost  of  35.3  cents  per  mile.  Her  daily  ex- 
pensee,  including  charter,  averaged  |212.76.  She  was  in  service  63  days.  The  Jack 
Frost,  while  under  charter,  moved  69  pieces,  amounting  to  one  piece  moved  10,359 
milee,  at  a  cost  of  49.4  cents  per  mile.  Her  daily  expenses,  including  charter,  aver- 
aged |165.12^.  She  was  under  charter  31  da^s.  These  two  steamers  would  have  shown 
much  better  results,  from  an  economical  point  of  view,  had  circumstances  permitted 
us  to  have  worked  them  up  to  their  full  capacities.  For  reasons  to  be  hereafter  ex- 
plained this  was  impracticable. 

The  Minnetonka  nas  not  been  in  service  sufficiently  long  to  enable  me  to  report 
what  will  be  a  fair  average  as  to  her  daily  expenses.  She  was  built  for  our  work,  and 
nothing  has  been  left  undone  by  her  owners  to  make  her  an  acceptable  boat  for  that 
purpose.  She  is  fully  equipped  in  every  respect  for  towing.  My  original  arrange- 
ment with  her  owners  was  to  charter  her  for  six  months,  but  owing  to  their  delay  in 
oonmleting  her,  I  cut  this  down  to  three  months  with  the  privilege  of  a  renewal,  if 
needed.  Summing  up  the  above,  I  find  that  our  general-service  steamers  have  aver- 
aged |135.78f,  per  day  each,  as  to  running  expenses,  and  have  moved  1,074  pieces 
various  distances,  or  one  piece  266,327  miles,  at  an  average  cost  of  33.15  cents  per 
mile.  Estimating  each  piece  at  100  tons  (a  low  estimate)  will  make  the  cost  per  ton 
per  mile  one-thira  cent.  Had  we  had  this  towing  done  by  commercial  steamers  it 
would  have  cost  about  two-fifths  cent  per  ton  mile,  and  we  would  have  been  subjected 
to  many  vexatious  and  expensive  delays. 

My  steamer  captains  have  had  great  trouble  in  keeping  efficient  crews,  especially 
during  the  sickly  season.  Government  boats  pay  no  hospital  dues,  and  when  men 
ship  on  them  they  forfeit  their  right  to  treatment  and  care  at  the  marine  hospitals, 
thus  losing  the  benefit  of  dues  previously  paid  when  on  commercial  steamers.  The 
past  summer  and  fall  seasons  have  been  very  unhealthy  on  the  lower  river,  and  sev- 
eral times  our  boats  have  been  disabled  for  want  of  effective  crews. 

I  would  earnestly  recommend  that  the  Commission  take  some  action  towards  secur- 
inff.  either  through  the  Treasury  Department  or  by  Congress,  some  remedy  for  this 
evu.  It  seema  to  me  but  proper  that  men  employed  on  United  States  civil  vessels 
should  have  the  right  to  hospital  troatmeot.  Practically  this  is  at  present  denied 
them,  and  whether  proper  or  not,  it  would  certainly  add  to  the  efficiency  of  our 
steamer  service  if  such  medical  aid  could  be  given. 

The  chartered  steamer  Success,  in  use  on  Lake  Providence  Reach,  was  returned  to 
her  owners  April  20,  1883,  not  having  proved  satisfactory. 

January  1, 18^,  I  chartered  the  steamer  Graham  for  six  months,  at  $15  a  dav,  for 
use  on  the  Memphis  Reach.  July  1  this  charter  was  extended  three  months  with  the 
privily  of  six  months.    She  is  still  under  charter. 

January  2,  18^  I  bought  the  steamer  Charlie  De  Pauw  for  |17)404,  she  having 
mved  herself  a  valuable  and  efficient  boat.  She  was  kept  in  constant  use  on  Lake 
Providence  Reach  until  August,  when  she  broke  her  shaft.  She  was  sent  to  Saint 
Lonis  for  a  new  shaft  and  a  general  overhauling.  After  beine  thoroughly  repaired 
and  partly  repainted,  her  name  was  changed  to  the  Yidalia,  and  she  was  returned  to 
the  Lake  Providence  Reach,  where  she  is  doing  good  work. 

April  9, 1883, 1  chartered  the  steamer  J.  C.  Fisher,  for  the  Lake  Providence  Reach, 
ftt  $17  per  day  for  six  months.  Though  her  charter  has  expired  we  still  retain  her, 
and  expect  to  have  use  for  her  until  navigation  closes. 

June  1, 1883, 1  chartered  the  steamer  Little  Eagle  No.  2,  for  use  on  the  Plum  Point 
Beach,  for  seven  months,  at  $17.50  per  day. 

August  9, 1883, 1  chartered  the  steamer  Pearl,  for  use  on  Lake  "Providence  Reach, 
iinr  three  months,  at  $17.50  per  day. 

September  2, 1883, 1  chartered  tbt  steamer  Little  Andy  Fulton,  for  use  on  Lake 
Ptamdence  Reach,  at  $30  a  day  for  three  months. 

A  tog  and  launch  have  been  purchased  for  use  at  New  Orleans,  and  another  launch 
&r  use  on  Hum  Point  BMoh. 
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The  Commission  bas,  therefore,  the  following  steamers  in  oon 
Belonging  to  the  United  States : 

Mississippi,  Etheridge :  Steam  tow-boats  for  general  service. 

Pete  Kims,  Itasca :  steam  tow-boats  in  nse  at  Plnm  Point. 

Vidalia :  Steam  tow-boat  in  nse  at  Lake  Proyidenoe. 

Mineola:  Steam  launch  sank  at  Pium  Point. 

Nellie:  Steam  launch  in  use  at  Lake  Providence. 

Titania :  Steam  launch  in  nse  ar  Plum  Point. 

Alaska :  Steam  launch  in  use  at  New  Orleans. 

Tilda :  Steam  tug  in  use  at  New  Orleans. 
Chartered : 

Minnetonka :  Steam  tow-boat  in  general  service. 

Little  Eagle  No.  2 :  Steam  tow-boat  in  use  at  Plum  Point. 

Graham :  Steam  tow-boat  in  use  at  Memphis. 

J.  C.  Fisher :  Steam  tow>boat  in  nse  at  Lake  Providence. 

Pearl :  Steam  tow-boat  in  use  at  Lake  Providence. 

Little  Andy  Fulton :  Steam  tow-boat  in  nse  at  Lake  Providence. 

In  al]|  eleven  steamers,  one  tug,  and  four  launches;  six  of  the  steameis  being  nnder 
charter. 

The  most  difficult  problem  to  solve  has  been  the  supply  of  stone  to  the  works:  aiid« 
so  far,  owing  to  a  number  of  circumstances  beyond  my  control,  I  have  been  nnaole  to 
keep  up  the  supply  in  a  manner  satisfactory  to  myself  or  to  the  district  offioem.  Th(b 
entire  absence  of  suitable  quarries  between  Cairo  and  Yazoo  River,  neoesiitatea  the 
stone  being  brought  from  up  the  Ohio  River;  or,  from  Chester,  on  the  MisBiasippi 
River.  At  the  time  when  stone  is  needed  most,  navigation  is  in  the  worst  ocmditioiiy 
due  to  low  water  or  running  ice  in  the  Ohio,  and  low  water  or  solid  and  rnnnlng  ioe 
in  the  Mississippi. 

Last  winter  the  supply  was  entirely  inadequate  to  the  demmd^  owing  to  tlie 
danser  to  our  barges  from  the  running  ice  in  the  Ohio,  and  flrom  the  difficulty  in  load- 
ing barges  at  the  quarries,  due  to  bad  weather  and  sleet. 

During  the  summer  and  fall,  navigation  on  the  Ohio  River  has  been  so  bad  that  I 
have  taken  off  our  boats,  and  have  made  arrangements  with  the  contractor  to  receive 
and  deliver  our  barges  at  Cairo,  he  using  a  small  lig^ht-draught  boat.  It  has  alsQ 
been  dangerous  to  load  our  barges  to  their  full  capacities,  owing  to  low  wa^. 

For  several  weeks  I  could  not  get  barges  up  to  the  Ohio  River  quarries  with  even 
a  small  tow-boat.  Early  in  the  low-water  season  I  arranged  to  get  stone  at  Chiester, 
III.,  but  the  loading  facilitiesare  limited.  Another  cause  of  failure  in  supply  has  beea 
want  of  barges.  This  has  arisen  from  two  causes.  The  district  officers  of  two  dis- 
tricts have  been  pressed  for  barges,  owing  to  the  scattered  condition  of  their  parties 
and  the  loiig  towaee  of  brush,  and  have  had  to  utilize  whatever  emptsr  general-serv- 
ice barges  were  at  hand.  In  this  way,  there  resulted  a  large  accnmuiation  of  Kenend- 
service  barges  on  the  works,  leaving  the  quarries  without  any  for  some  two  weeks. 

Again,  our  barges,  necessarily  built  out  of  green  timber  and  sent  down  to  a  warm 
climate  in  the  hottest  season,  soon  began  to  need  recalking,  so  that  a  number  of  barges 
have  been  unavailable,  undergoiog  repair.  • 

After  getting  a  tow  made  up,  low  water  in  the  Mississippi  has  made  it  both  difficult 
and  dangerous  to  get  the  tow  down,  and  we  have  lost  two  barges  and  their  loads  at 
Tiptonvule  Bar,  and  one  barge  and  its  load  at  Old  Hen,  just  above  Hopefleld.  This 
condition  of  affairs  has  prevented  the  boats  from  being  worked  to  their  full  capacities. 
During  high  water  there  is  no  trouble  in  getting  stone  loaded  and  towed  down,  but 
this  is  the  time  when  there  is  least  demand.  In  March,  I  began  the  storing  ot  stone 
on  the  bank  at  Gold  Dust,  but  had  accumulated  only  some  3,000  yards  when  I  had  to 
take  it  all  for  use  at  Plum  Point.  In  August  I  contracted  for  the  delivery  of  80,000 
cubic  yards  on  the  bank  at  Arkansas  City,  for  the  use  of  the  Lake  Providence  Reach. 
Up  to  October  31  there  has  been  so  delivered  some  6,000  cubic  yards.  I  have  sent  a 
party  down  to  load  this  on  barges. 

The  only  way  to  insure  a  full  supply  of  stone  to  the  works  during  the  bosiest  sea- 
son is  to  begin  in  January  of  each  year  the  accumulation  of  stone  on  the  bauk  at 
two  or  more  points,  such  as  Gold  Dust  and  Arkansas  City;  this  to  continue  until  the 
demand  f^om  the  works  increases  so  as  to  take  all  the  quarries  and  towage  service  can 
supplv.  The  stone  so  stored  can  then  be  taken,  from  time  to  time,  as  the  direct  supply 
faus  during  low  water.  This  method,  at  best,  is  clumsy  and  expensive,  bat  I  see  no 
other  way  less  expensive  and  equollv  sure.  This  cannot  be  done,  however,  the  com- 
ing season,  unless  an  appropriation  is  made  immediately  available.  We  should  have 
by  August  1, 1884,  at  each  of  these  places,  some  20,000  yards  at  least.  Since  Novem- 
ber 30,  1832,  I  have  supplied  to  the  works  some  79,719  cubic  yards  of  stone;  459  toas 
of  galvanized  steel  wire,  and  several  hundred  tons  of  miscellaneous  freight  in  the 
shape  of  provisions,  rope,  lumber,  iron,  and  other  supplies.  Our  contracts  require  sa 
to  take  about  26,323  cubic  yards  of  stone  in  addition  to  that  alreadv  received.  I  sub- 
mit herewith,  marked  A,  a  table  showing  the  description,  first  cost,  and  distribution 
of  the  floating  plant  bought  by  me  since  November  30, 1882 : 
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A  ^nopns  is  herevith  sabmitted,  viz : 

1  Steam  to  w-boftt $17,404  00 

1  Steam  tog 6,000  OO 

1  Steam laonch 3,000  00 

7  Mattrees-boatfl 40,360  00 

4  Screen-boata 6,000  00 

13  Qnarter-boata 34,463  00 

134  Barges 275,127  40 

tt  PUe-driven 142,661  76 

2  Machine-shop  boats  (balaooe) 9,871  25 

1  Pnmping-boat 1,500  00 

6  Whitehall  boats 339  00 

9iakifb 2,126  00 

Outfit  of  plant 17,246  28 

Miscellaneoos  (anchors,  hoisting-engines,  boilers,  eleotrio-light  outfits, 

pmnp  and  deiriok) 9,968  78 

Bope 23,114  50 

568,20197 

Of  this  amount  9142,963.08  was  for  plant  now  in  nse  for  the  general  service.  An 
itemixed  statement  of  my  expenditures  fh>m  December  1, 1882,  to  October  31, 1883, 
acoompames  this  report,  and  is  marked  B. 

The  following  is  a  classified  statement  of  said  expenditure : 

8GHKDULB  OF  XXFBNDITUBB8  BT  CAPTAIN  CLINTON  B.  SEARS,  BXSCUnVB  OFFICBB, 
CONStBUCTION  DBFABTMBNT,  MISSISSIPPI  RIVER  COMMISSION,  ON  ACCOUNT  OF 
APPROPRIATION  FOR  IMPROVINO  MISSISSIPPI  RIVER,  FROM  NOVBMBBB  30,  1882,  TO 

ocroBER  31,  1883. 

OeMral  service. 
Office: 

Pay-roU 18,469  83 

Fnmitore  and  office  outfit 387  45 

Stationery 371  12 

Transportation  and  traveling  expenses 1,400  85 

loeand  water 79  91 

Bent  and  repairs 679  70 

Gasandftiel 170  97 

Telegraphing 344  75 

Mileage 1,289  06 

Fuel  for  Captain  Sean 160  48 

113,364  18 

Coal  Flebt. 

Material  and  supplies i |369  57 

Phmt  and  outfit 336  93 

Transportation 174  84 

Lsbor 16  00 

Ice 7  69 

Caieof  publio  property 4,074  00 

Bepabs 30  33 

5,009  26 

Stonb  Dbpot. 

Inspection  and  administration $13  50 

Material  and  supplies '.  --     338  06 

Plant  and  outfit 1,463  90 

TnaqKirtation .^ 14  35 

Ubor 2,681  00 

Sabsistenoe 54  00 

4,654  81 

Steambb  Mississippi. 

Office  expenses ..  $46  51 

Material  and  supplies 2,133  99 

Fuel 33  21 

Plant  and  outfit .- 224  17 

Transportation  and  steamer  expenses 12,832  85 

BepaiiB 1,517  42 

Labor 694  59 

Sabsistenoe ,,. 5,061  36 

Care  of  j^ubUcprojKKrtyVt;^: :...... .-.;;. 221  50 

r-  28,765  60 
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8TEAMEB  Emma  Ethebidob. 

Offloeezpenaes f65  31 

Material  aod  sapplies .'  8,172  00 

Plant  and  outfit 1,433  50 

Transportation  and  steamer  expenses 1S,952  72 

Repairs 1,003  94 

Labor - 496  20 

Subsistence 3,726  74 

Care  of  public  property 207  99 

t».ooa40 

Btbahbb  John  Dippold. 

Offioeezpenses i6  40 

Material  and  supplies 1,199  20 

Fuel 3,065  60 

Repairs 14  35 

Transportation  and  steamer  expenses ^..  6,372  65 

Labor 40  76 

SabsUtence 1,206  60 

12,607  66 

Stbambr  Jack  Fbost. 

Offloeexpenses ^ $12  07 

Material  and  supplies 1,739  02 

Plant  and  outfit 19  25 

Fuel 1,131  19 

Transportation  and  steamer  expenses 3,340  42 

Labor 10  00 

Subsistence 654  01 

6,80696 

Stbamxr  Reindebb. 

Material  and  suppUes |3  92 

Fuel 133  50 

Labor 8  00 

Transportation  and  steamer  expenses 459  98 

Subsistence 79  05 

68445 

Stbahbb  Mxnnbtonka* 

Offloeexpenses tlO  21 

Material  and  supplies 360  09 

Transportation  and  steamer  expenses 866  34 

Fuel 427  60 

Labor 23  92 

Subsistence 302  58 

1,990  74 

Total  account  of  general  service 89,732  89 

FOR  KBW  MADRID  RBACH. 

Inspection  and  administration $461  07 

OiBoe  expenses « 3  00 

Plant  and  outfit 187,195  63 

Transportation 1,870  66 

Matenal  and  supplies 686  18 

Labor 20  00 

Repairs  to  plant 9  50 

Care  of  public  property 18  50 

190,264  54 

FOR  PLX7M  POINT  RBAOH. 

Inspection  and  administration |1|383  42 

Offloeexpenses 200  25 

Material  and  supplies 64,662  67 

Fuel 1,765  26 

Plant  and  outfit r. 86,596  73 

Transportation..... 5,674  28 

Repairs  to  plant •  6,989  03 

Labor i^ 401  49 

Subsistence 32,191  86 

Care  of  public  property  ••••  • 622  00 

M  ■               202»486  90 
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VOB  MXMFHIfl  BBAOH. 

Impection  and  adminwtration |1,250  16 

OiBce  expensM • 2  00 

Material  and  Bupplies 12»966  21                    ^ 

Plant  and  ontfit 121,79164 

Ttamportation 6,712  24 

Repaiia  to  plant 407  46 

Labor 115  50 

Bnbeistence 1,277  02 

Care  of  pnblio  property 260  65 

1143,773  er 

FOB  LAKE  PBOYIDSNGB  RBACH. 

Inspeetion  and  administration $1,934  49 

Office  expensee .  13  10 

Material  and  auppliea 35,855  35 

Fuel 844  00 

Plant  and  outfit 144,152  84 

Transportation 13,064  08 

Repaira  to  plant 2,734  68 

Labor : 432  54 

Babdstenoe 27,257  94 

Care  of  pnbiio  property 586  46 

226,875  48 

Total  aeoonnt  on  impzoying  Miaaiflsippi  Biyer 853, 133  57 

8CHIDX7IJB  OF  XZFBNDITUBBS  ON  ACCOnNT  OF  APPROPRIATION  FOR  IMPROVINQ  HAR- 
BOR AT  NBW  ORLXANS,  LA.,  FROM  NOVBHBBR  30,  1882,  TO  OCTOBER  31,  1883. 

lospeetion  and  administration |299  67 

OffiGeexpenaes 10  00 

Material  and  supplies 3,290  03 

Plant  and  outfit 24,460  97 

Transportation 677  50 

Bepairs  to  plant 159  30 

Labor -. 168  97 

Subsistence 497  45 

Care  of  public  property 6  00 

29,569  89 

8GHKDULE    OF    XXPBNDFTURXS    ON   A00OI7NT   OF    APPROPRIATION    FOR    IMPROVINO 
HOUTH  OF  RBP  RIYXR,  LOUISIANA,  FROM  NOYXMBBB  30,  1882,  TO  OCTOBXB  31, 1883. 

Office  expenses $10  00 

Material  and  supplies 277  15 

Fuel 614  62 

Plant  and  outfit 4,624  00 

Labor 56  37 

8ubaist«iee 910  60 

Transportation 26  00 

Care  of  public  property 10  00 

6,428  74 

GLAB8IFIBD  8UM1CABT. 

Expended  for: 

Plant  and  outfit $574,189  46 

Material  and  supplies 126,043  44 

Subsistence 73,122  11 

Transportation 65,439  76 

Repairs  to  plant 12,866  00 

Fuel  and  gas 8,946  43 

Office  expenses  (indnding  pay-rolls) 8,848  68 

Care  of  public  property 6,007  10 

Inspection  and  administration 5,342  31 

Labor 5,167  33 

MUeage 1,289  06 

Rent  and  repairs 679  70 

Furniture  and  office  outfit 387  45 

fltationoiy 371  12 

Telegraphing ,.,, „ 344  75 

Ice  and  water 87  50 

889,132  20 
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OBNERAL  SUBOCART. 

Improving  harbor  at  New  Orleans,  La (29,569  89 

For  improving  mootli  of  Red  River,  Loaisiana 6, 428  74 

For  New  Madrid  Reach 190,264  54 

For  New  Madrid  Reach,  proportion  of  general  service 4, 605  84 

For  Plum  Point  Reach 202,486  99 

For  Plom  Point  Reach,  proportion  of  general  service 38, 144  57 

For  Memphis  Reach 143,773  67 

For  Memphis  Reach,  proportion  of  general  service 8, 837  91 

For  Lake  Providence  Reach 226,875  48 

For  Lake  Providence  Reach,  proportion  of  general  service. .  38, 144  57 


135,996  63 
194,870  38 
240,63156 
152,61158 
265,020  05 


889,132  20 


The  above  amount,  $89,732.89,  for  the  general  service,  has  been  divided  up  among 
the  several  allotments,  as  shown  in  the  general  sumnuuy.  Whenever  an  eziwnditnTe 
has  been  specifically  for  any  particular  reach,  it  has,  of  course,  been  charged  to  that 
reach.  There  have  been,  nowever,  large  expenditures  which  it  has  been  impossible, 
without  complicating  accounts  verry  seriously,  to  definitely  assign  to  any  particular 
allotment.  These  I  have  divided  among  the  several  allotments  in  proportion  to  their 
respective  amounts,  duly  considering  the  service  each  reach  has  received. 

When  towing  for  Red  River  and  l^w  Orleans  has  been  done  by  the  general  service 
steamers,  the  necessary  expense  has  been  met  by  assigning  sufficient  of  the  vouchers 
of  said  steamers  for  payment  by  these  appropriations.  Tdib  method  of  dividing  the 
generid  service  expenses  is  inaccurate,  clumsy,  and  unsatisfactory,  and  makes  m^ 
accounts  very  complicated.  I  would  recommend,  therefore,  that  if  another  appro];>n- 
ation  be  given,  a  special  allotment  be  made  for  the  general  service,  with  authort^ 
for  me  to  draw  on  the  several  allotments  for  such  amounts  as  cover  specific  expendi- 
tures for  the  corresponding  reaches.  I  would  further  recommend  that  the  officer  in 
charge  of  the  fourth  district  purchase  all  his  own  supplies  except  such  as  he  may  find 
convenient  to  have  me  buy  and  ship,  as  stone  and  coaL  New  Orleans  is  a  better  mar- 
ket for  this  district  than  Saint  Louis. 

I  summit  the  following  financial  statement  of  all  funds  expended  under  the  control 
of  the  Mississippi  River  Commission  to  November  1,  1883. 

Financial  Statbmekt. 

(July  1, 1882,  to  October  31, 1883.) 

NEW  MADBID  BBACH. 


By  Captain 
Sean. 


BjCaotaia 


Totd. 


Diawn  ftsom  Tveasory . . 
Bxpeadad 


$207.000  00 
204,672  16 


18,600  00 
4.498  06 


aoo.o7iu 


Balances  in  hand,  ayailable  NoTember  1, 1888. 


2^427  84 


1,00105 


8,42881 


All  the  allotment,  viz,  |212,500,  has  been  drawn. 

PLUM  POINT  BEACH. 


By  Captain 
Bean. 


ByCaptain 
Knlgfa" 


Kht. 


ToCaL 


Balances  on  hand  from  previouB  appropriation,  fiscal 

year  ending  Jane  80, 1882 

Dnwn  from  Treasury  of  coirent  appropriation 

Total  to  bo  accounted  for 

Expended 

BalaEDoesinhand 


$10.232  11 
814, 000  00 


$12,424  00 
635,000  00 


824,232  11 
298,860  96 


647, 424  90 
661.917  16 


26^865  10 


86^607  74 


$22.667  01 
9f0,000<ll 


971,657  01 
860.78412 


110,872  88 
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inotmeni from eoiwnt  •ppropriatton $1,000,000  00 

Bnwn  lh>m  TzeMOxy 949,000  00 

51,000  00 

dubnning offlpen 110,872  89 


inTiMsanr 
in  bands  of< 


AviiUk^NoT6BaMr  1,1863 100,878  89 

MXMFHIB  SSAOH  ASD  HABBOS. 


ByCftptain 
Sean. 

^^S" 

TotaL 

DnwBflfVB  TroMnRTi  Jto ..■...•■•.• 

$107,000  00 
102,879  64 

$125,000  00 
105^800  00 

$292,000  00 
268,209  04 

a^pHMWU-a 

IMmmtlnhiBd 

4,090  80 

10,U0  00 

28,780  86 

AIlotnMni  ikom  onzrent  appiopziation 
Dnwn  •• 


BaUum  in  Treasmy 

BaUnce  in  hftnds  of  dlBborsing  officers.... 

AyaiiAble  Noremberl,  1863 

BU&TST  OF  HSLE2YA  BBACH. 


Dnwn  by  Mi^or  Miller. 
Expended  by  Mi^or  Miller 


inTaHableNoTemberl,  1883 

All  the  nUotmenty  vis,  fSyOOO,  has  been  drawn. 

IiAXB  PBOTIDXNCX  BBACH. 


$325,000  00 
S92,000  00 

33,000  00 
23,730  36 

56,730  36 


$8,000  00 
7,511  29 

488  71 


By  Captain 
Bean. 

^Sfig" 

ToteL 

—^iffiFTO^W  IIM               . 

S10.282  U 
8M,000  00 

$8,84174 
450,000  00 

$18,578  85 
818,000  00 

864,282  11 
800,58188 

462,84174 
447,714  50 

826.573  85 
807,245  02 

iwMmijr            *** 

•"■ir 

<■>-« *H  Vamil 

4,700  78 

14,627  15 

19,887  86 

Allotment  from  cnrrtnt  apprqpxiation  . 
Dnwn 


Bslsnee  in  Tiessary , 

BslanoeinhandsoxdlsbiiiBingoffleerB 

ATsOable Norember  1, 1883 156,327  93 


$950,000  00 
813,000  00 

137,000  00 
19,327  93 


YICKSBXTBG  HABBOB. 


$50,000  00 
44,522  40 


Drawn  by  Captain  Marshall . 
Expended  by  Captain  Marshall. 

BaUnoeinhand 5,477  60 

100,000  00 

50,000  00 


Allotment  from  cnxrent  appropriation . 
Dtswn 


>  in  Treasury  , 
Bslaaoeinhand.,.. 


50,000  00 
5,477  60 


AvftOable  NoTember  I9 1883 • 65,477  60 
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HXW  OBLSAlinS  HABBOB. 


ByOaptein 
BettEB. 


ByHi^orStlok- 


BolaDoeiii  TraMuy  Jnly  1, 1888,  ftompierloaB  i^pio- 

priftUoiL 
Balanoes  in  hand  July  1, 1882 


Total  to  be  Hfooonntedlbr . 


BnKwn  from  Treacuiy. 
Expended 


$38,000  00 
28,660  80 


Salaocesin  hiuid. 


8,430  11 


13,267  91 


8,267  91 


8,207  91 
8.845  01 


-6k5niO 


$144.025  00 
8,267  91 


147,798  81 


41,267  91 
88,414  80 


2;  858  01 


Available  July  1,  1882 $147,793  81 

Drawn 41,287  91 

Balance  in  Treasury 106,525  90 

Balance  in  bands  of  disbarsing  officers 2,853  01 

AvaUable  November  1, 1883 109,378  91 


SAINT  FRAKCIS  FBONT.  FIBBT  DIBTBICTT. 


Drawn  by  Captain  Knight $5,000  00 

Expended  by  Captain  KJiight 3,312  91 


Balance  available  November  1,  1883 

All  tbe  allotment,  viz,  $5,000,  has  been  drawn. 


1,687  09 


SAOrr  FRANCIS  FRONT,  SECOND  DISTBICT. 

Drawn  by  Major  Miller $4,000  00 

Expended  by  Major  Miller 3,212  93 

Balance  available  November  1,  1883 787  07 

AU  the  allotment,  viz,  $4,000,  has  been  drawn. 


MOUTH  OF  BED  BIVXB. 


By  Captain 
MlUer. 

By  Captein 
Bean. 

ByH^orBtiok. 
ney. 

ToW. 

Drawn  from  the  TreaBniy  from  pro- 

$15,812  40 
7,658  46 

17.000  00 
6,428  74 

115,000  00 
87,883  46 

$87,812  40 
51,970  68 

BllfinOM  in    hftnd    ......  -rrrr,... 

*8,158  94 

67126 

-22,883  46 

-14,158  26 

*  Transferred  to  M^or  Stlclmey.  September  80, 1882. 

Available  Jnne  30, 1882 $90,812  40 

Drawn 37,812  40 

Balance  in  Treasnry 53,000  00 

Balance  in  hands  of  disbiunliig  officers --14,158  26 

Available  November  1,1883 38.841  74 


Digitized  by 


Google 


APPElft>IX   TT — ^REPORT  OP  MISSISSIPPI  RIVER  COMMISSION.      2701 
NATCHEZ  AND  YIDALIA. 


^y*^?^ 

ByHidor  Stick, 
ney. 

TotaL 

♦^^S 

8,920  02 

$2, 197  87 

you 

BaUmoe  ftTaflaUe  November  1, 1888 

*7,629  00 

—2, 197  m 

5,33142 

*TiaiD8fe]Ted  toH%jor  Stiokney,  September  9, 1882. 
OBSBRVATEONS  AT  CABBOLLTON^  LA. 

The  aUotment  of  |3,000  from  the  appropriation  for  improving  Miseissippi  River  has 
been  drawn  and  expended  by  Mi^or  Stickney.  The  observations  are  now  being  car- 
ried on  with  an  allotment  from  the  appropriation  for  Mississippi  River  Commission. 

SUBYBT  OF  UNUSYEBD  FBONTS  IN  THIRD  DISTRICT, 

Drawn  by  Captain  Marshall $1,000  00 

Expended  by  Captain  Marshall 496  96 


Balance  available  November  1, 1883 

AH  the  allotment,  viz :  $1,000,  has  been  drawn. 


503  04 


SUBVBV   OF  UmJBYBBD  FBONTS  IK  FOUBTH  DISTBICT. 

Allotment $1,000  00 

None  of  which  had  been  drawn  or  expended. 

SURTET  OF  CUBin'S  GAP. 


Brawn  b v  Midor  Stiokney . .  • . 
Expended  by  Mi^or  Sticlmey . 


$300  00 
137  14 


Balance  available  November  1, 1883 

All  the  allotment,  viz :  $300,  has  been  drawn. 

DELTA  POINT,  LOUISIANA. 


162  86 


$35,770  13 


BaUnee  from  another  appropriation 

Allotment  from  appropriation  for  improving  Mississippi  River 50, 000  00 

Available  Jnne  30, 1882 75,770  13 

Expended  by  Captain  Marshall 75,762  49 


Balance  on  hand . 
This  work  is  finished. 


7  64 


CHOCTAW  BKND  BURVBY. 


Drawn  by  Captain  Marshall $2,700  00 

Expended  by  Captain  Marshall 2,679  86 


Balance  in  hand. 


20  14 


AUotment  from  current  appropriation 4,000  00 

D»wn 2,700  00 


Balance  in  Treasury 
Balance  in  hand  .... 


1,300  00 
20  14 


Available  for  transfer  to  other  works 1,320  14 

This  Borv^  has  been  completed. 
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BONNET  CABBB  CBBTAfiOB. 

All  of  the  alloiment;,  Ti£ :  $15,000,  baa  been  dniwn  «nd  expended  by  Hi^fiikikiiajr. 

LBVXES,  SECOND  PIBTBICT. 

ToMoo  Front. 

Drawn  by  Mrior  MUler 160,950  M 

Expended  by  M^for  Miller • 79,832  85 

Balanoe  available  l^ovember  1, 1883 1,117  76 

All  the  allotment,  viz :  $80,950,  has  been  drawn. 

THIRD  DISTRICT. 

Drawn  by  Captain  Marshall ., $328,840  00 

Expended  by  Captain  Marshall $891,156  49 

Balance  in  hand • 37,683  51 

Allotment  from  cnrrent  appropriation 348,840  00 

Drawn , 328,840  00 

Balance  in  Treasury • 90,000  00 

Balance  in  hand 37,683  51 

Available  November  1, 1883 57,683  51 

ToMooI^roKL 

Drawn  by  Captain  Marshall •—»«.•••«.  ^34,060  00 

Expended  by  Captain  Marshall 313,836  32 

Balance  available  November  1, 1883 '     d0,213  68 

All  the  allotment,  viz,  $334,050  has  been  drawn. 

FOURTH  DISTRICT. 

AUAafataffa  Fhmt 

Drawn  by  Major  Btickney $100,000  00 

Expended  by  Major  Stickney 102,947  82 

Balance  in  hand —  8,947  22 


Allotment 110,000  00 

Drawn 100,000  00 

Balance  in  Treasury 10,000  00 

Balance  in  hand —8,947  22 

Available  November  1, 1883 7,0W78 

TensaaFnnt. 

Drawn  by  Major  fltickney $tS6,Wd  CO 

Expended  by  Major  Stickney 251,630  81 

Balance  available  November  1, 1683 174,529  19 

All  the  allotment,  viz.  $426,160,  has  been  drawn. 

Total  levee  allotments,  inclnding  Bonnet  Carre  Crevasse 1, 315, 000  00 

Drawn 1,285,000  00 

Balance  in  Treasury 30,000  00 

Balance  in  hands  of  disbursing  officers... 830,596  91 

AvaUable  November  1,  1883 860,596  91 
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SUMMARY. 

Total  allotmente 13,978,800  00 

UDaUotted  and  in  Treasury 144,200  00 

Unallotted  and  in  liands  of  Captain  Sears,  from  sale  of  fael  to  himself.  126  00 

Total  appropriation 4,123,126  00 

Balances  from  last  appropriation , 36,230  86 

Balances  from  other  appropriations 272,628  38 

Total 4,431,985  24 

Accounted  for  as  follows : 

In  U.  S.  Treosnry,  not  drawn..; 607,025  90 

Expended 3,433,716  04 

In  bands  of  disborsing  officers 391,243  30 

Total 4,431,985  24 

Total  available  November  1, 1883,  for  works  carried  on  under  the  Mis- 
suBippi  Biver  Commission 998,269  20 

The  fljeater  portion  of  this  available  balance  will  be  exhausted  by  January  1, 1884. 
The  large  amount  of  pubUc  property  to  be  taken  care  of,  and  the  uncertainty  con- 
eeming  tne  time  when  another  appropriation  will  be  made,  makes  it  desirable  to  re- 
serve sufficient  funds  to  amply  provide  for  such  care  of  property.  I  would,  therefore, 
recommend  to  the  Commission  that  the  work  on  the  several  reaches  be  brought  to  a 
dose  at  an  early  date,  and  the  forces  be  reduced  to  the  lowest  point  compatible  with 
the  proper  protection  of  the  works,  the  care  of  public  property,  and  the  settlement 
of  accounts. 
All  of  which  is  respectftiUy  submitted. 

CLimoN  B.  SSABS, 
Captain,  EngineerB,  U,  8.  A,, 
Executive  Officer,  CoHBtruotion  Dep^i,  M.  B.  0. 
Lieut  CoL  C.  B.  Combtock, 

Corpe  <^Bwgineerey  U.  8.  A., 

PrmUmU  MimiMppi  Biver  CommiMtoii. 


-^-. 
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APPENDIX  I. 

RKPOBT  OF  GAPTAIK  J.  O.  D.  KMIGHT,  COBP8  OF  ENGI^BBRS    UPON  OFBRATIOKS  IN  TEOL 

FIB8T  DISTBICrr. 

United  States  Engineer  Office, 

CoM-o,  III,  November  27,  1883. 
Colonel:  The  following  report  is  gabmitted  in  compliance  wilb  instrnctionB  of 
September  6,  1883,  to  send  immediately  after  October  31,  18b3,  a  report  of  work  done 
by  me  with  fands  controlled  by  the  Mississippi  Biyer  Commission  since  the  date  of  my 
liftst  annual  report  and  np  to  October  31,  l£ftj3. 

It  covers  (1)  levee  location  along  the  Saint  Francis  front ;  (2)  the  improvement  of 
the  New  Madrid  Beach ;  and  (3)  the  improvement  of  the  Plum  Point  Beach. 

SAINT  FBANCIS  FRONT. 

September  16,  1882,  instmctions  were  issned  by  the  Commission  that  snch  surveys 
Btbonld  be  made  of  the  Saint  Francis  front  in  the  first  district  as  would  render  it  pos- 
sible to  report  to  the  Commission  the  cost  of  closing  all  gaps  in  the  levee  to  the  old 
grade  along  that  front;  but  no  allotment  out  of  which  to  pay  the  cost  of  snch  snrve^-s 
was  made  until  November  19,  when  $5,000  was  allotted  for  the  survey  of  so  much  of 
the  Saint  Francis  front  as  lies  in  the  first  distr/ct.  Two  days  later  the  Commission 
adopted  instructions  for  the  surveys  of  new  levees. 

As  the  old  levee  that  could  be  utilized  in  the  construction  of  the  new  amounted,  in 
the  first  district,  to  but  1  per  cent,  of  the  volume  of  the  entire  work,  instead  of  for 
closing  gaps  in  the  old  levee,  the  required  estimates  were  for  virtually  building  a  now 
levee  along  this  front ;  hence,  the  instructions  of  the  Conmnssioii  as  to  8ur>'ey8  for  new 
levees  were  decidedly  applicable  to  this  work. 

In  November  a  small  party  was  sent  out  to  commence  the  location :  bat  as  it  was 
discovered  that  its  instructions  were  not  sufficiently  comprehensive,  and  as  fuller  in- 
structions necessitated  a  differently  organized  party,  -the  tirst  was  recalled. 

As  the  surveys  and  estimates  could  not  be  made  in  time  for  the  last  annual  report, 
the  survey  was  deferred  until  after  the  high  water.  In  the  spring,  propositions  were 
received  from  various  parties  to  make  the  required  surveys  at  prices  varying  from 
$15  to  $100  per  mile;  and  the  lowest  proposition,  that  of  Civil  Engineer  H.  N.  Pharr, 
Lagrange,  Ark.,  accepted.  His  party  started  out  about  Juno  1 ,  18^3.  from  Bird's  Point, 
Mo.,  and  prosecuted  the  work  with  energy  until  it  was  stopped,  in  the  bend  above 
New  Madrid,  by  high  water.  Resuming  in  July,  Engineer  Pharr  carried  on  tho  loca- 
tion to  its  completion.  The  level  notes  and  profiles  were  received  in  S<>.ptembor ;  the 
end  of  October  passed  without  the  plotted  location  coming  to  hand. 

As  an  approximate  estimate  the  following  figures  are  given,  to  be  followed  by  a 
complete  report  when  additional  data  are  at  hand : 

Length  of  line  to  be  leveed miles..  228.5 

Length  of  line  to  be  cleared do 114.5 

Volume  of  entire  levee cubic  yards..  9,000,000 

Volume  of  old  levee  available do 90,000 

Volume  of  earth  to  be  moved do 8,910,000 

Estimating  earthwork  at  25  cents  per  yard,  clearing  at  $30  per  acre — the  number 
of  acres  being  estimated  as  750— and  cost  of  surveying  and  inspection  at  $50,000,  the 
approximate  cost  of  leveeing  so  much  of  the  Saint  Francis  front  as  is  in  the  first  dis- 
trict will  be  $2,301,000. 

The  amount  expended  under  the  allotment  is  as  follows : 

Survey  party  and  draughtsman $3,069  36 

Inatraments,  stationery,  and  maps -. 226  05 

Damage  to  crops 9  50 

Mileage 8  00 

Total 3,312  91 

BTATEMEKT. 

Allotment $5,000  00 

Expended  as  in  above  statement 3,312  91 

Balance  on  hand  November  1,  1883 1,687  09 

Digitized  by  VjOOQIC 


2756      REPORT   OF   THE  CHIEF  OF  ENGINEERS,  U.  S.  ARMY. 

As  an  alternate  line  is  still  to  be  ran  between  Barfield  and  Mill  Bayou,  and  as 
further  examinations  must  be  made  with  reference  to  the  drainage  of  the  swamp 
lands  of  Soatheast  Missouri  and  Northeast  Arkansas,  this  balance  wm  all  be  required 
for  liabilities  incurred  or  to  be  incurred. 

NEW  MADRID  REACH. 

The  Commission  recommended,  August  18, 1882,  that  the  district  officer  have  a  sur- 
vey, with  a  view  to  improvement,  made  for  the  New  Madrid  Reach  at  next  low  water; 
and  that  he  prepare  and  submit  a  project  for  the  plant  needed  for  this  reach  and  one 
for  the  work  of  improvement.  Later  I  was  informed  that  the  survey  and  plans  called 
for  of  the  New  Madrid  Reach  should  include  the  river  fi*om  the  head  of  Island  No.  8  to  the 
foot  of  Island  No.  14,  a  distance  of  60  miles.  August  18, 1882,  an  allotment  of  $700,000 
was  made  for  the  works  on  this  reach. 

The  survey  was  commenced  September  23,  1682,  1.5  miles  above  Island  No.  8,  and 
the  field-work  completed  during  the  following  December,  having  been  carried  to 
Gayoso,  2  miles  below  Island  No.  14.  A  map  of  the  entire  survey  was  leisurely  drawn 
later. 

September  14,  1882,  the  following  plant  for  this  reach  was  recommended  by  the 
construction  committee  of  the  Commission  and  approved  by  the  Commission :  Twenty 

C'  i-drivers,  forty  deck-barges  for  stone. and  brush,  one  machine-shop  boat,  six  quarter- 
ts,  four  two-huudr^d-f'oot  mattress-boats,  six  one-hundred-foot  mattress  boats,  six 
screen-boats,  and  forty  skiffs. 

December  19,  1882,  while  the  construction  of  plant  already  ordered  was  continued, 
otherwise  the  allotment  for  this  roach  was  suspended;  and  on  March  16 $300,000  of 
this  allotment  was  transferred  to  the  Plum  Point  allotment,  and  the  balance  found 
to  remain,  afterpayment  of  all  liabilities,  ordered  transferred  to  the  Lake  Providence 
allotment. 

The  plant  ordered  by  and  constructed  for  the  executive  officer  of  the  construction 
department  of  the  Commission  is  twenty -five  pile-drivers,  one  machine-shop  boat,  and 
forty  barges,  asset  forth  in  the  following  table: 

List  of  floating  property  bought  by  th^  executive  officer f  MiasisHppi  Biver  Commissunif  out 
of  allotment  for  Neto  Madrid  Beach,  for  use  on  that  reach. 


Description. 

No. 

Firet  cost 
of  each. 

Total  cost 

Bemarks. 

Barires 

10 
5 

10 
6 

I 
1 

20 

$1,850  00 
1, 849  00 
1.800  00 
1, 050  00 
2, 000  00 
8,130  00 

5,825  88 

$35. 150  00 
9,245  00 
18, 000  00 
9,750  00 
2, 000  00 
6.130  00 

106, 517  60 

1,630  48 
227  46 

]  Of  those  harces,  17,  oosting 
1     $32,045,  aro  in  use  on  Plum 
S    Point  Reach,  and  23,  volaed 
at  142,100,  in  general  towage 
J     service. 

fS     .       ..:;:....::..:... 

Do 

Do 

Do                       

MiU'hiiKvnhon  boftt* 

In  uao  at  Plum  Point. 

PUe^lriveTB 

Anchors 

(  5  in  use  at  Plam  Point;  6  In 
<ii8e  at  Lake  Providesoe;  10 
Uaidnp. 

Outfit       

Total 

192,850  63 

*The  cost  of  the  machine-shop  hoat,  withoat  tool  outfit,  was  $8,880. 
The  expenditures  under  the  original  allotment  are  as  follows: 


Captain 
Sears. 


Captain 
Knight 


TdtaL 


General  administration  . 

Office  expense 

Care  of  property 

Cost  of  plant 

Stearoern,  towage,  &o ... 

Surveys 

Labor  on  plant 

Miscellaneous 


$632  92 

21  00 

18  50 

193. 549  99 

6,496  50 


20  00 
8,833  25 


Total. 


204672  16 


$4,488  95 


$682  SS 

21  00 

18  50 

193, 649  90 

6,480  50 

4,498  85 

20  OO 

8,833  25 


4.488  86 


208,071  U 
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BTATRMBHT. 

Allotment 1700,000  00 

Transierred  to  Plum  Point  allotment $300,000  00 

Tranafertred  to  Lake  Providence  allotment 187, 500  00 

Disbursed  by  Captain  Sears 204,572  16 

Disbursed  by  Captain  Knight 4,498  95 

696,571  11 

Balance 3,428  89 

Balance  in  hands  of  Captain  Sears  November  1 |2)427  84 

Balance  in  hands  of  Captain  Knight  November  1 1,001  05 

3,428  89 

Thou|(h  apparently  it  is  not  contemplated  to  begin  work  on  the  New  Madrid  Reach 
with  any  portion  of  the  appropriations  hitherto  made,  the  still  existing  necessity  of 
the  improvement  of  this  reach  cannot  be  doubted.  During  the  low- water  season  just 
passed  it  has  been  marked  by  three  of  the  most  troublesome  places  between  Cairo  and 
Memphis,  viz :  Phillip's  Crossing,  Point  Pleasant,  and  Tipton  ville.  Shoal  water  and 
tortuous  channel  have  characterized  these  places,  and  the  latter  vicinity  has  been 
marked  by  loss  of  property,  delay  of  steamboats,  and  many  channel  changes.  It  will 
continue  to  be  so  characterized  until  the  extremely  unstable  banks  from  New  Madrid 
to  Tiptonville  be  protected  from  the  assaults  of  the  river,  and  the  channel  otherwise 
fixed.  The  locality  is  an  excellent  one  for  a  crucial  test  of  any  system  of  bank  pro- 
tection, much  of  the  river  bank  being  sandy  and  high. 

Should  the  Commission  consider  the  advisability  of  work  of  river  improvement  else- 
where than  where  already  commenced,  I  would  suggest  this  field  as  one  where  im- 
provement is  urgently  demanded. 

PLUM  POINT  REACH. 

Prom  December  19, 1888,  to  June  6,  1883,  First  Lieut.  T.  W.  Symons,  Corps  of  En- 
nneers,  was  in  local  charge  of  work  on  this  reach.  On  his  accepting  other  duty. 
United  Statea  Assistant  Engineer  A.  J.  Frith  resunied  charge,  and  has  sinco  retained  it. 

Since  the  date  of  my  last  report,  additional  dikes,  shown  on  the  maps  of  the  reach 
annexed  (Plates  II-V),  and  as  follows,  have  been  ordered  by  the  Commission :  Two 
dikes  la  and  lb,  between  dikes  1  and  2,  at  Gold  Dust;  dike  4,  in  Osceola  Chute,  and 
dike  2,  in  Bullerton  Chute. 

The  dikes  in  course  of  construction  at  that  date  were  those  at  Gold  Dust — the  main 
dike  and  cross-dik^  1  to  5 — the  Osceola  middle,  and  Osceola-Bullerton.  Later  work 
on  the  upper  Osceola  was  resumed.  Osceola  cross  No.  1  was  commenced  March,  1883; 
Osceola  cross  No.  2,  April,  1883 ;  Osceola  cross  No.  3,  March,  1883 ;  Bullerton  cross- 
dike  No  1,  June,  1883;  Plum  Point  main  dike  and  No.  1  cross-dike  in  September,  1883, 
and  No.  2  cross-dike  in  October. 

Of  the  dikes  ordered  or  approved  by  the  Commission,  the  following  have  not  been 
commenced :  Osceola  cross  No.  4,  Bullerton  cross  No.  2,  and  Plum  Point  cross  Nus.  3, 
4,  and  5.  Osceola  cross-dike  No.  4  was  ordered  June  30,  1883,  but  it-s  construction 
could  not  be  carried  on  at  low  water.  Bullerton  cross-dike  No.  2,  ordered  at  the  same 
time,  could  not  be  put  in,  as  the  attempt  so  to  do  would  have  interfered  with  the  utte 
of  the  only  navigable  channel  near  Bullerton  Tow-head;  the  Plum  Poiat  dikes  wore 
deferred,  as  my  project,  in  which  they  were  incorporated,  was  approved  subject  to  the 
proviso  that  they  be  not  undertaken  so  louj];  as  the  plant  can  be  employed  elsewhere. 
While  projects  submitted  from  time  to  time  covered  bank  protection  of  the  Ten- 
nessee shore  from  Ashport  to  Gold  Dust,  of  the  Arkansas  shore  from  Mill  Bayou  to  upper 
Osceola  Chute,  and  from  Bullerton  Cnute  to  Craighead  Point,  of  upper  and  lower 
Osceola  Bars,  of  Bullerton  Tow-head,  and  Yankee  Bar.  to  attempt  to  protect  more  than 
Bullerton  tow-head  has  been  found  impracticable.  That  this  should  be  protected  was 
necessary,  as  the  bar  in  front  continually  crowded  the  water  over,  thus  threatening 
the  cutting  in  two  of  the  tow-head ;  also  as  the  river  persisted  in  establishing  for  this 
season  the  main  channel  in  Bullerton  Chute,  there  might  have  been  much  wearing 
away  at  the  head.  Two  thousand  six  hundred  and  ninety-four  feet  of  mattress,  with- 
out upper  bank  protection,  were  built  at  Ashport,  and  so  far  have  served  to  prevent 
caving. 

The  following  table  shows  the  amount  of  work  reported  at  each  place  and  the  amount 
of  dike  actually  standing,  as  shown  by  the  reports  of  Assistants  Geuder,  Marx,  Nolty, 
and  Yeager  (Appendices  J  2'J  5)  and  the  plates  thereto  annexed  (Plates  II-V).  The 
difference  between  the  two  items  serves  as  a  basis  for  determining  the  total  amount 
of  work  destroyed,  not  limited  to  the  past  year,  and  the  estimated  value  thereof. 
These  values  are  based  on  those  given  later  in  a  table^  showing  the  amount  and  cost 
of  all  work  on  this  reach : 
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The  damage  to  the  pile- work  resoited  (torn  the  weak  forms  of  dike  first  used,  tcom 
its  inoomplete  conditioD,  and  from  irresistible  soouring  action  of  the  river. 

The  first  work  consisted  of  bents  formed  by  pulling  over  and  fastening  at  the  tops 
corresponding  piles  of  two  parallel  rows;  2,400  feet  of  this  was  removed  by  scour  m 
the  absence  of  a  foot-mat.  Later,  dikes  of  piles  braced  by  single  inclined  piles  and 
longitodinal  stringers  were  tried  and  found  wanting;  the  one  at  Upper  Osceola 
Chute  having  been  almost  wholly  broken  qfif,  though  not  before  it  had  induced  much 
deposit  at  the  head  of  the  chute.  Then  was  tried  a  form  shown  in  my  report  of  1882, 
BtOl  weak,  as  was  shown  by  its  experience  with  the  high  water  of  last  spring.  A 
standard,  planned  by  United  States  Assistant  Encineer  A.  J.  Frith,  has  been  adopted 
for  the  present,  and  will,  it  is  thought,  prove  sufficiently  strong. 

Apart  from  tne  dikes,  even  if  finished,  being  too  weak,  to  resist  the  great  strains  to 
which  they  have  been  subjected,  there  was  the  desire  to  take  advanta^  of  favorable 
stages  of  water,  which  resulted  in  the  pile-work  being  hurried  ahead  too  far  in  ad- 
vance of  its  protecting  mat- work;  ana  when  rising  water  came,  there  came  with  it 
masses  of  drift,  which,  at  the  same  time,  both  prevented  mat  construction  and  in- 
duced scour.  Finally  2,500  of  the  3,300  feet  of  Osceola  middle  dike  were  carried  away 
b^  the  river  suddenly  scouring  out  a  volume  having  a  cross-section  of  1,200  feet 
width  and  20  depth.  Even  the  foot-mat  along  its  front  failed  to  stay  this  scouring 
action. 

Damage  to  the  bank  protection  has  resulted  from  three  canses:- Chiefly,  the  at- 
tempt to  work  at  too  hiffh  stages  of  the  river,  in  consec^uence  of  which  the  mattress 
or  low- water  protection  nas,  by  risine  water,  been  earned  to  the  tops  of  banks  and 
there  grounded  so  high  as  to  admit  of  undermining;  secondarily,  water  seeping  from 
accumulations  in  pools  and  above  comparatively  impermeable  strata  has  induced 
caving  in  rear  of  high- water  protection :  and  in  a  very  few  cases  the  mattress  or  its 
moorings  have  been  found  too  weak  to  bear  the  strain  brought  upon  them  by  rapid 
currents. 

The  auestion  is  naturally  suggested,  is  a  repetition  of  this  great  damage  to  be  mc- 
pectedr 

As  to  pile- work,  the  answer  is,  no.  The  height  of  tho  tops  of  dikes  having  been 
lowered,  less  drift  will  accumulate  a^^ainst  the  dikes.  A  careful  following  up  of  pile- 
work  with  brush-work  and  mattressmg  of  openings  before  closing  them  will  diminish 
the  possibility  of  scour.  The  Increased  strength  given  to  dikes  will  increase  their 
resistance,  and  equallv  beneficial  results  may  oe  expected  i^m  a  reliance  on  cross- 
dikes,  in  some  cases  where  longitudinal  have  been  used,  as  in  the  case  of  Osceola  mid- 
dle dike.  Damage  to  this  was  exceptional  in  its  cause,  and  how  to  guard  against  like 
injury  is  not  yet  known. 

As  to  bank  protection,  loss  may  be  avoided  by  abstaining  from  efforts  to  build  a  low- 
water  protection  during  high  stages,  as  then  such  work  could  only  be  done  with  any 
hope  of  success  along  a  bluff  shore.  Mattresses  can  also  be  strengthened  to  stand 
any  currents  so  far  es^rieuced.  Seepage  water  is  more  troublesome.  Drainage  of 
pools  may  be  attempted  in  favorable  cases;  bat  more  likely  the  trae  remedy  is  an  ex- 
ceedingly flat  slope  above  the  line  of  exudation. 

The  following  table  gives,  as  nearly  as  it  cau  be  made  from  data  in  this  office,  the 
amount  and  cost  of  all  work  on  this  reach.  The  exceptionally  high  cost  of  BuUer- 
ton  cit>sB-dike  No.  1  is  due  to  deep  and  rapid  water ;  that  of  the  rlum  Point  dikes, 
possibly,  to  the  fiftot  that  much  work  thereon,  being  incomplete,  can  only  be  estimated. 


Coostnictlon  of— 


Labor  in 

oonsirao- 

tion. 


Muterial 

for  con- 

■tiuotion. 


Snbsistenoe. 


Bepfttrand 

outfit  of 

plant. 


Csreof 
property. 


Steamer 

and 
towage. 


FlnB  Point  dikes 

BuUerton: 

Croae  dikes 

Main  dikes 

Towbead  bank  pxoteo- 
Hon. 
Osceola: 

Lower  bar  bank  protec- 
tion  

Upper  bar  bank  pioteo- 
Uon 

Upper  dike 

Middle  dike 

Croea  dikes 

Odd  Dust  dikes 

Aakport  bank  protection  . . 

TMals 


$5,167  20 

18,587  88 
lO.SSO  59 
82,7W<» 


11,892  98 

5^818  27 
9,487  90 
10, 260  52 
17,866  67 
85,280  05 
6,187  05 


$5,416  U 

9,497  35 
16^876  60 
80,427  86 


8,604  86 

4.061  00 
9.850  63 
8,955  10 
14. 876  00 
70. 680  58 
5,527  27 


$1,078  80 

3, 179  70 
5.871  50 
7,890  80 


2.940  00 

1,604  10 
2.234  80 
2.406  00 
4.611  60 
18. 019  60 
1,402  20 


$7,954  00 

17,878  00 
28,086  00 
48,480  00 


15, 576  00 

8.104  00 
14, 674  00 
14,740  00 
25,184  00 
128.902  94 

8,268^00 


$1,166  22 

2,62144 
4,110  77 
7,108  54 


2,288  84 

1,188  84 
2,152  34 
2.162  25 
3,685  43 
18, 018  65 
1, 211  65 


216^074  81 


193,073  81 


50,740  50 


317,886  94 


45,704  47 


$3,615  88 

8,126  46 
12,743  38 
22,006  42 


7,079  82 

3,683  85 
6.670  00 
6,708  00 
11,424  88 
55,460  46 
3,758  35 


141,80186 
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Genend 
idminlatrft. 

tionand 

offloe  ex> 

penae. 

Snrvey. 

ona. 

Total  ooat 

Total  oon. 
atraoted. 

matepriM. 

vinm  Potnt  dikfw ... 

$615  80 

1,884  80 
2,170  50 
8,763  80 

1,205  90 

627  80 
1,186  80 
1, 141  80 
1,947  00 
9,739  84 

689  80 

$897  70 

893  90 
1,40180 
2,424  00 

778  80 

405  20 
788  70 
737  00 
1, 256  70 
6,264  86 
413  40 

$860  00 

856  00 
1,290  00 
2,200  00 

780  00 

860  00 
650  00 
660  00 
1, 050  00 
5,178  48 
870  00 

$25^77117 

67,978  68 
.  90,860  14 
167,087  61 

60,542  75 

26,252  06 
47,539  67 
47,766  07 
81. 852  28 
406.624  81 
26,777  72 

*1.561ftet.. 

1,770  feet... 
8,805  feet... 

21,095  D  ... 

8,056n.... 

4,125a  .... 
7,815  ft)et... 
8,778  feet... 
6.987  feet... 
85,083  feet.. 

4,041  n.... 

$16.66  p.  ft 
$32.75  p.  ft. 

$6.80  p.n 

$6.40  p.  n 
$6.50  p.  ft. 
$12.66  p.  ft 
$11.66  p.  fL 
$11.60  p.  ft. 
$6.66  p.n 

Bnllerton: 

CxtMsdikea 

Maindlkee 

Towhead  bank  pro. 

teotion. 
OeoeoU: 

Lower  bar  bank  pro- 

teotion 

Fpper  bar  bank  pro- 

Upper  dike 

inddl^  ^\k^       

CroHsdikea 

Gold  Dnat  dikes 

Totals....^ 

24,36184 

15.706  56 

13.788  48 

1,018,687  76 

*  Of  the  1,551  feet  marked  *,  1,500  were  incomplete,  and  are  estimated  aa  750  ftet  completed. 

NOTB.— The  sign  O  means  squares  of  100  square  feet. 

Methods  of  purchase  aud  transfer  of  plant,  paid  for  oat  of  the  first  appropriation  especially,  have 
made  it  Impossible  to  distingnish  between  repair,  ontflt.  and  construction  of  plant.  The  amounts  in 
the  column  headed  "Repair  and  ontflt  of  plant"  are  determined  by  deducting  from  all  payments  for 
plant  such  amounts  as  appear  in  another  table  aa  "Approximate  first  ooat  of  plant." 

The  reports  of  the  assistants  annexed  (Appendices  J 1  to  J  7)  descrihe  in  detail  the 
work  done.  By  no  means  the  least  important  report  is  that  of  United  States  Assistant 
Engineer  W.  H.  Powless,  in  charge  of  surveys,  to  which  is  attached  two  sheets  show- 
ing the  part  of  the  reach  under  improvement,  hydrographs  of  1882  and  1883,  and  one 
sheet  showing  a  comparison  of  areas  of  sections,  mean  depths,  and  profiles  (Plates  I, 
VIII,  and  IX).  Methods  of  administration  and  of  construction,  and  a  partial  description 
of  plant,  are  set  forth  in  the  report  of  Assistant  A.  J.  Frith  (At>pendix  J 1,  and  Plates 
VI  and  V 11^,  and  a  description  of  one  of  the  hydraulic  graders,  with  cost  of  work  and 
forms  used  m  collating  information  by  which  to  determine  this  cost  and  the  efiSciency, 
is  set  forth  in  the  report  of  Assistant  S.  P.  Hatfield.  (Appendix  J  6.)  To  all  of  the 
assistants  credit  is  dae  for  energy  and  judgment  displayed  under  conditions  at  times 
far  from  encoaraging,  and  especially  is  it  due  to  Assistants  Frith,  Powless,  Gender, 
Nolty,  and  Marx.  The  plant  has  at  all  times  been  kept  or  promptly  placed  in  good 
condition  by  Master  Carpenter  Henry  Adkins  and  Master  Mechanic  P.  JB.  Sexton. 

I  am  also  instructed  to  report  npon  the  results  of  work  so  far  done,  and  in  so  doing 
I  am  guided  chiefly  by  a  study  of  comparative  sections,  which,  though  not  attached 
to  this  report,  have  served  as  a  basis  for  the  sheet  relating  to  sections  andprofiles  at- 
tached to  Assistant  Powless's  report  (Plate  IX).  These  sections  were  measured  De- 
cember, 18*^,  to  February,  1883,  and  September  to  October,  1883 ;  the  stages  of  the 
river  during  these  months  are  shown  on  the  hydrographs  (Plate  YIII).  During  the 
former,  the  river  rapidly  rese  from  nearly  its  lowest  to  it-s  nighest  stage,  and  during 
the  latter  months  it  was  essentially  at  a  low  stage.  The  high  water  only  affected  the 
comDarisons  of  sections  17  to  35,  and  these  but  slightly,  if  at  all,  as  the  rise  was  from 
the  Ohio,  comparatively  free  from  silt,  and  had  not  more  than  set  in  before  the  com- 
pletion of  the  survey.  During  the  low  water  of  18^  the  river  was  not  gauged; 
therefore,  no  comparisons  of  river  discharge  can  be  made. 

From  a  summary  presented  in  Assistant  Powless's  reports,  it  will  be  seen  that  between 
the  periods  of  the  low  waters  of  1882,  and  1883  there  has  been  a  decrease  of  0.9  foot, 
or  6  per  cent.,  in  low-water  mean  depth,  one  of  4,728  square  feet,  or  9.5  per  cent.,  in 
low-water  mean  sectional  area,  and  of  109  square  feet,  or  3.3  per  cent.,  in  low-water 
mean  sectional  width.  These  are  doubtless  the  results  of  the  three  high-water 
stages  of  last  sprins.  The  volume  of  fill  b«  low  ordinary  high- water  mark  is  nearly 
three  times  that  of  scour ;  below  low- water  mark  the  fill  is  4.6  times  that  of  scour. 
It  will  be  seen,  however,  that  the  low- water  channel  depths  are  greater  this  season 
than  last  in  the  following  vicinities :  Ranges  33,  34,  and  35,  outside  and  about  the 
middle  of  Elmot  Bar;  Range  43,  opposite  the  middle  entrance  to  Osceola  Chute; 
Ranges  48  and  49,  in  the  crossing  from  Plum  Point  to  BuUerton  Chute ;  Range  53,  at 
the  foot  of  Bnllerton  Chute ;  Ranges  58,  59,  and  60,  at  the  head  of  Yankee  Bar,  and 
Ranges  63,  64,  65,  and  ^^  on  the  upper  side  of  Craighead  Point.  The  locality  of  chief 
interest  is  that  of  the  crossing  urom  Plum  Point  to  BuUerton  Towhead.  I  am  in- 
formed that  in  past  years  this  has  been  the  troublesome  place  of  the  Plum  Point 
Reach.    Certainly  there  has  here  been  an  increaae  of  channel  depth  of  from  7  to  9  feet| 
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irhich  IB  probably  due  to  the  oon traction  produced  by  the  upper  and  lower  sections  of 
14ie  Osceola-Ballerton  dike.  It  is  true  that  an  effort  was  made  to  loin  these  sections. 
Had  this  effort  met  with  successj  it  is  believed  that  diverting  a  large  portion  of  so 
large  a  body  of  water  as  that  going  through  Ballerton  Chute  would  not  have  failed 
to  give  results  at  this  croshing  equally  good  with  those  obtained.  In  front  of  BuUer- 
ton  Towhead  there  has  been  rather  a  redistribution  of  material  than  an  increase  of 
eiFective  low- water  area;  but  this  redistribution  has  been  such  that  the  deeper  water 
is  found  to  coincide  with  ihe  desired  new  channel.  When  the  Plum  Point  system  of 
dikes  is  more  nearly  completed,  I  can  see  no  reason  for  doubting  that  there  will  be  a 
obannel  of  at  least  ten  feet  at  low  water  in  front  of  this  towheiM. 

Immediately  behind  the  Gold  Dust  main  dike  the  bar  drest  has  raised  10  feet, 
ranging  from  12  to  25  feet  above  the  level  of  the  low  water  of  1879;  the  latter  figuro 
is  reached  on  the  first  *range  above  Elmot  Bar,  No.  31.  The  fill  runs  out  to  nothing 
about  600  feet  in  rear  of  the  dike. 

Consideration  of  the  results  gained  is  rather  promature.  Over  the  greater  portion 
of  the  reach  the  works  are  in  too  incomplete  a  state  to  be  judged  by  resolts.  Such 
judgment  should  be  deferred  at  least  until  dikes  in  course  of  construction  are  com- 

Sleted^  and  the  Arkansas  shore  from  Mill  Bayou  to  Osceola  Chute,  Osceola  Bars,  and 
luUerton  Towhead  are  revetted. 

Below  are  given  the  works  so  far  planned  and  still  unexecuted,  and  an  estimate  of 
the  cost  of  their  completion : 

Ashport  revetment,  19,600  feet,  at9l2 $2a5,20a  00 

Fletcher's  revetment,  2:^,520  feet,  at  $12 282,240  00 

Osceola  Bars  revetment,  13,720  feet,  at$12 164,640  00 

Yankee  Bar  revetment,  7,840  feet,  at  $12 94,0ti0  00 

Craighead  Point  revetment,  15,000  feet,  at  $12 180,000  00 

Gold  Dast  dikes,  10,300  feet,  at  $12.25 12<5, 175  00 

Plum  Point  dikes,  19,250  feet,  at$12 231,000  00 

Osceola  No.  3dike,  l,000feet,  at  $12.25 12,250  00 

Bullerton  No.  1  dike,  700  feet,  $34.50 24, 150  00 

Bullerton  No.  2  dike,  1,000  feet,  at  $25 25,000  00 

1,374,735  00 

The  approximate  first  cost  of  plant  now  employed  at  Plum  Point  is  as  follows : 

32barges $48,000  00 

16  qnarter-boats 58,320  00 

8  mattfess-boats 43,310  00 

Derrick-boat  No.  1 5,200  00 

Derrick-boat  No.  2 4,700  00 

2  hydraulic  graders 60,464  00 

14  pile-drivers 62,300  00 

2  pile-drivers 10,640  00 

2  pile-drivers 9,240  00 

6  Whitehall  boats* 339  00 

22  skiffs .' ,. 536  50 

29  skiffs 580  00 

12  skiffs - 300  00 

1  steamboat 11,740  00 

1  steam-tug 9,500  00 

1  steam-launch  (sunk) 3,200  00 

1  steam-launch • 1,500  00 

Paid  from  Plum  Point  allotment 329,569  50 

1  machine-shop  boat $8,200  00 

5  pile-drivers 26,625  00 

ISbarges 34,045  00 

Paid  from  New  Madrid  allotment 68,870  00 

398,  t39  50 

STATEMBNT. 

Allotment  fh>m  appropriation  of  March  3, 1881 $500,226  67 

Allotment  from  appropriation  of  August  2y  1682 1,000,000  00 

1,500,226  67 
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DiBburseJ  by  Captain  Quinn $430,163  58 

Disbursed  by  Captain  Sears 298,666  96 

Disbursed  by  Captain  Knight 619,323  24 

Total  disbursements  to  November  1, 1883 $1,338,353  78 

Balance  on  hand  November  1,  1883 161,872  89 

This  balance  is  accounted  for  as  follows : 

In  the  United  States  Treasury : $31,000  00 

In  the  hands  of  Captain  Sears 25,365  15 

In  the  hands  of  Captain  Knight '. 106,507  74 

161,872  89 

The  third  of  these  balances  had  been  reduced  by  November  26, 1883,  to  the  follow- 
ing amount,  $51,180.51. 

8UMMABY.  , 

The  following  table  shows  all  expenditures  made  for  the  first  distriot  Mississippi 
River  up  to  November  1,  and  also  includes  $22,319.45  of  liabilities  incurred: 
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I  1. 

BEPORT  OF  ARTHUR  J.  FRITH,  JLBaiBTANT  BNGINSBR,  UPON  OPERATIONS  ON  THE  PLUX 

POINT  REACH. 

United  States  Enginekr  Office, 

Elmot,  Ark.,  Nwemherh,  1883. 

Captain  :  I  respectfully  submit  herewith  a  report  upon  the  administration  of  the 
work  under  my  immediate  charge  daring  the  past  year — ^the  plant  used,  methods  of 
construction  employed  y  and  methods  of  quartering  and  subsisting  the  employes. 

Previous  to  the  removal  of  your  office  to  Cairo,  I  acted  as  executive  engineer  in 
charge  of  construction  under  your  immediate  supervision,  and  fulfilled  like  duties 
for  Lieut.  Thomas  W.  Symons,  Corps  of  Engineers,  while  ne  was  in  charge  of  opera- 
tions at  Plum  Point,  from  January  to  June,  1886.  Since  his  departure  I  have  had 
immediate  supervision  of  all  work  of  construction  and  repairs  relative  to  the  im- 
provement of  this  reach.  I  have  been  ably  assisted  by  the  assistant  engineers  in  local 
charge  of  various  sections  of  the  work.    Their  duties  have  been  as  foUows : 

All  surveys  and  gauging  observations  and  the  preparation  of  all  maps  and  tables 
of  results  made  during  the  year  have  been  conducted  by  Assistant  Engineer  W.  H. 
Powless  and  i>arty. 

In  charge  of  mattresses  and  pile  dikes  at  Gold  Dust,  Assistant  Engineer  George  W. 
Gender,  assisted  by  Messrs.  W.  L.  Seddon  and  W.  A.  Gould. 

In  charge  of  mattresses  and  pile  dikes  at  Plum  Point  and  in  Bullerton  Chute,  Aa- 
sistant  Engineer  F.  A.  Yeager. 

In  charge  of  mattresses  and  pile  dikes  upon  Osceola  Bar  and  in  Osceola  Chutes,  Aa- 
sistant  Engineer  Charles  D.  Marx. 

In  charge  of  mattressing  of  Bullerton  Towhead,  Assistant  Engineer  Auf.  J.  Nolfy, 
while  Assistant  Eugineer  S.  P.  Hatfield  has  had  charge  of  Grader  No.  4  and  its  opera- 
tions at  various  localities. 

To  keep  strict  supervision  on  field  operations,  these  gentlemen  have  had,  for  pile, 
driving,  fleet  foremen,  directing  the  foremen  of  pile-drivers,  and  for  mattress  work, 
one  head  foreman,  and  from  one  to  three  sub-foremen,  as  found  necessary. 

The  care  of  quarters,  property,  and  clerical  work  is  intrusted  to  a  boarding  master 
on  each  large  quarter  boat,  under  the  supervision  of  an  assistant  engineer. 

Daily  reports  from  each  pile-driver,  showing  depth  of  water,  number  of  piles  driven, 
number  of  riders  erected,  piles,  drift-bolts,  and  staples  used,  are  received  by  each  as- 
sistant in  charge  of  dike  construction,  and  all  assistants  submit  to  this  office  ten-day 
reports  of  progress,  material  received,  subsistence,  and  delays  and  difficulties  en- 
countered. 

Repairs  of  plant  are  in  charge  of  a  master  mechanic  and  a  master  carpent-er,  who, 
with  their  forces,  are  stationed  at  headquarters,  as  are  all  the  necessary  clerks  and 
commissary. 

PLANT. 

For  the  prosecution  of  the  work  we  have  had :  3  tow-boats,  1  steam  launch,  1  ma- 
chine-shop boat,  2  derrick  boats,  23  pile-drivers,  9  mattress  boats^  50  barges,  1  coal 
flat,  16  quarter  boats. 

Pile-drivers. — All  drivers  furnished  are  designed  to  sink  the  piles  with  a  hydraulic 
jet,  assisted  by  a  heavy *liammerAwhen  stiff  soil  or  unyielding  material  is  encountered. 
Of  these  there  are  two  kinds. 

First.  Drivers  with  30  feet  leads,  which  are  those  originally  built  on  the  works 
for  driving  both  straight  and  inclined  piles.  These  have  been  altered  so  far  as  per- 
manently fixing  the  leads  for  straight  driving,  stiffening  the  leads,  etc.     ' 

Second.  Those  with  35  and  45  feet  leads  arranged  to  drive  over  the  side.  These  in- 
clude all  those  furnished  during  the  pant  year,  upon  which  few  alterations  have  been 
made,  except  bracing  and  stifi'ening  the  leads  and  frames.  This  form  has  proved  more 
convenient  than  No.  1,  esi)ecially  those  with  hi^h  leads,  and  carrying  heavy  double 
pumps,  with  12x10  inches  steam  cylinder,  6x10  inches  water  cylinder,  and  deli veriug 
water  at  60  pounds'  pressure  at  the  nozzle  and  90  pounds  at  the  pump.  Tbey  give 
greater  progress  in  the  heavy  clay  and  gravel  encountered.  The  lighter  pumps, 
capable  of  delivering  300  gallons  per  minute  at  moderate  pressure,  are  efl^rient  in  or- 
dinary soils;  but  as  the  resistance  to  driving  increases,  the  use  of  the  2,000-ponDd 
hammer  becomes  imperative.  All  drivers  are  provided  with  these  hammers,  raised 
by  a  permanent  line,  by  which  light  and  rapid  blows  are  delivered,  and  their  employ- 
ment is  necessary  to  penetrate  maitresBes  and  many  strata  that  are  encountered. 
Experience  with  the  jet  bus  develox>ed  the  belief  that  1^  to  2  inches  diameter  is  more 
efficient  than  the  smaller  size. 

From  twenty  to  twenty-three  piles  a  day  have  been  driven  under  favorable  circum- 
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stances ;  but  when  deep  water,  varying  strata,  moving  braces,  fastening,  and  other 
delays  are  encountered,  twelve  piles  is  a  fair  day's  average. 

These  drivers  are  capable  of  being  r^mployed  in  45  feet  of  water  and  considerable 
corrent,  but  efficient  living  is  difficult  in  water  over  30  feet  in  depth  and  in  violent 
currents. 

Mattress  hoots. — At  the  commencement  of  the  year  we  had  in  all  six  mattress  boats: 

Two  212  feet  in  length  for  200-foot  mattresses. 

Three  100  feet  in  lensi^h  for  100-foot  mattresses. 

One  175  feet  in  length  for  150-foot  mattresses. 

Of  these,  two  are  aesigned  for  mattresses  with  a  wire  base ;  the  others  for  mat- 
tresses woven  on  i>oles.  We  have  since  received  three  boats  160  feet  in  length,  also 
for  pole  mattresses.  The  design  of  these  boats  is  not  exactly  similar  but  experience 
has  taught  that  the  main  requisites  for  the  pole  mattress  are  an  ample  platform  on 
the  lower  side ;  ways  with  a  slope  of  1  foot  in  ^  feet  running  close  to  the  water,  but 
not  too  far  over  the  edge  of  the  barge,  also  capstans  at  the  ends  for  ready  handling, 
and  a  liberal  number  of  chocks  and  Kovels  for  fastening  lines. 

Quarter-boats. — There  are  now  in  service  twelve  quarter-boats,  including  that  used 
as  office  and  headquarters,  and  one  for  storing  supplies.  At  the  commencement  a 
frame  bnilding  on  an  ordinary  brush  barge  fulfilled  all  requirements,  but  the  incon- 
veniences and  discomforts  of  this  form  led  to  the  building  of  the  type  now  in  use,  and  in 
"which  it  was  endeavored  to  combine  all  that  is  necessary  for  the  health,  comfort,  and 
safety  of  the  employes.  Moot  of  these  boats  were  built  upon  the  works,  and  consist 
of  a  sound  coal  barge,  the  hull  of  which  is  used  for  kitchen,  stores,  and  dining-room, 
the  upper  works  containing  rooms  for  assistant  in  charge  and  foreman,  and  sleeping 
quarters  for  the  men.  These  boats  are  provided  with  life  line  and  floats,  and  buckets 
and  water-barrels  to  be  used  in  case  of  fire,  and  accommodate  124  in  all,  including 
officers,  cooks,  and  men. 

Graders, — Two  hydraulic  graders,  No.  2  and  4,  have  been  allotted  to  work  on  this 
reach. 

No.  2,  during  the  fore  part  of  the  year,  was  in  use  at  Memphis,  and  was  later  held  in 
reserve  until  on  September  26,  when  about  to  be  used  in  Elinot  Chute,  it  was  sunk 
and  disabled.     It  has  siiice  been  raised,  and  is  now;  in  progress  of  repair. 

No.  4  has,  except  during  the  high  water,  been  in  almost  constant  use  during  the 
year,  the  work  done,  being  highly  efficient  and  satisfactory. 

These  graoers  are  each  fitted  with  three  boilers  22  feet  long  by  40  inches  diameter  of 
shell,  double  compound  condensing  pumps  with  18  and  36  inch  by  24  inch  steam 
cylinders,  and  16  by  24  inch  water  cylinders,  and  deliver  2,000  gallons  a  minute  into 
an  iron  pipe  boom,  reaching  up  the  bank,  and  from  which  lead  the  hose  to  the  various 
working  nozzles.  Two  IJ  and  one  If  inch  nozzles  are  ordinarily  used,  with  pump 
pressure  of  110  pounds  and  nozzle  pressure  of  80  pounds,  the  efficiency  of  water  cylin- 
der being  almost  80  per  cent.  The  woven  cotton  hose  has  proved  in  use,  the  most  re- 
liable. One  grader  has  removed  from  1,800  to  4,000  cubic  yards  of  earth  per  day,  at 
an  average  cost  of  2.98  cents  a  ^ard,  including  wages,  coal,  subsistence,  &.c.  Each 
grader  is  provided  with  electric  lights  for  night  work. 

Barges, — ^To  supply  material  to  various  parties  there  are  used  fifty  barges,  100  by  25 
feet,  and  one  smaller  barge,  used  for  coal.'  Many  of  these,  constructed  with  a  view 
to  carrying  light  brush,  have  broken  down  under  the  heavy  willows  generally  fur- 
nished. Those  received  later  in  the  year  and  others  altered  here  are  better  propor- 
tioned, having  6-foot  gunwales  and  two  4-inch  fore- aiid- aft  bulkheads,  heavy  head- 
blocks  and  bite,  and  carry  150  cords  of  brush  or  200  cubic  yards  of  rock.  There  are 
among  the  general-service  barges  some  30  by  120  foot  barges  carrying  330  cubic  yards 
of  rock.  These  are,  however,  difficult  to  handle  in  heavy  currents  when  sinking 
mattresses. 

METHODS  OF  CONBTRUCTION. 

Pile  dikes. — ^The  dimensions  of  piling  used  during  the  year  were  increased  over  those 
previously  accepted,  by  increasing  the  least  size  at  the  top  to  8  inches  from  6,  the 
maximum  limit  at  the  foot  being  18  inches.  Cottonwood  piles  form  the  bnlk  of  the 
material  used,  though  considerable  cypress  has  been  received.  The  piling  was  re- 
ceived in  rafts  landed  at  points  above  the  localities  where  each  piece  of  work  was  in 
progress,  and,  when  practicable,  dropped  in  small  sections  to  the  drivers ;  if  not, 
the  derrick  boat  loaded  100  to  140  of  them  ou  barges  which  were  tow^ed  to  conveni- 
ent localities  for  sorting  and  distribution. 

The  cross-section  of  dikes  used  in  the  early  months  of  the  year  is  shown  in  Plate  VI, 
Fig.  1,  with  spacing  of  7^  feet  between  each  truss.  As  a  considerable  portion  of  this 
dike  was  destroyed^  with  your  permission  I  undertook  an  investigation  to  determine 
a  form  of  dike  which  should  combine  an  equality  of  resistance  coupled  with  economy 
of  material  and  a  liberal  factor  of  safety^  and  of  proportions  that  could  be  maintained 
m  all  depths  of  water.  The  difficulty  of  determining  exact  data  for  these  calculations 
throws  some  ambiguity  into  the  whole  subject ;  still  it  is  believed  that  the  form  chosen 
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and  since  nsed  is  the  best  that  onr  facilities  allow,  and  since  low  figares  were  taken 
on  doubtful  points,  can  be  relied  upon  to  withstand  the  destroying  forces  of  theriyer. 

Mach  of  the  dike  work  now  in  place  was  constructed  before  a  satisfactory  form  was 
adopted,  but  the  design  used  since  about  May,  1883,  is  that  shown  in  Plate  VI,  Fi^.  3 
and  4,  in  which  the  width  equals  twice  the  height  of  the  dike.  Up  to  10  fbet  in  hei^t 
a  single  row  of  piles  is  nsed ;  from  10  to  20  feet,  the  form  shown  in  Fi^.  3  and  4  with 
a  single  pile  in  front  rows;  from  !iM)  to  30  feet,  a  cluster  of  two  piles  is  used  in  front 
row ;  from  30  to  40  feet,  a  cluster  of  three  piles;  from  40  to  45  feet,  a  duster  of  four 
piles,  each  pile  in  the  cluster  having  its  own  cable.  After  35  feet,  double  or  treble 
piles  are  used  in  middle  and  back  rows. 

The  entire  dike  is  cross-braced  on  top  to  prevent  any  racking  motion  while  under 
strain,  and  the  intersections  of  piles  and  riders  are  well  wired  and  drift-bolted.  The 
cables  used  contain  six  strands  of  No.  8  wire  or  eighteen  strands  of  No.  12,  and  have 
a  large  factor  of  safety  to  resist  deterioration.  By  varying  the  spacing,  any  degree  of 
strength  can  be  obtained.  The  spacing  used  has  varied  between  6  and  9  feet.  This 
design  is  calculated^  to  balance,  in  varying  depths  of  water,  the  tendency  to  complete 
overtnming  of  the  dike,  to  destruction  of  each  member  by  direct  strain  ,and  to  the 
central  breaking  of  the  front  pile  by  the  pressure  of  the  water.  It  will  probably  be 
found  advisable  in  future  construction  to  replace  the  wire  cables  by  iron  tie  rods,  with 
some  means  for  quick  and  easy  coupling  of  the  short  rods  to  suit  the  varying  lengths 
desired. 

The  soft,  permeable  and  unstable  soil  in  which  the  dikes  are  driven  is  one  of  the 
main  causes  of  their  failure,  and  one  of  the  most  difficult  obstacles  to  guard  against. 
Heavy  mattressing  of  the  foot  of  the  dike  sefms  to  bo  alone  capabit*  of  obviating  this; 
but  with  the  horizon tal  mattresses  used  during  the  first  months  of  the  year,  instances 
have  occurred  in  which  the  current  has  passed  completely  under  them ;  hence  the  grill- 
age mattress,  formed  of  two  layers  of  brush  at  right  angles,  held  together  by  a  frame 
of  poles  wired  through  and  through,  the  whole  being  sank  between  the  rows  of  pil- 
ing, and  the  footmats  in  front  of  the  dikes,  have  not  lately  been  sunk  fiat  upon  the 
bottom,  but  are  arranged  as  shown  in  Fig.  3,  A  being  the  grillage,  and  C  the  tipped 
mattress,  which  takes  tlie  place  of  the  footmat  in  all  but  main  dikes.  Very  good  re- 
sult^ were  obtained  with  grillage  thus  arranged  at  Gold  Dust  this  Spring.  The  tip- 
ped matress,  which  is  in  part  a  curtain,  has  been  made  from  30  to  100  feet  wide,  and 
from  100  to  150  feet  long,  the  inclined  portion  being  supported  on  piling  or  heavy  poles. 
This  form  has  a  tendency  to  throw  the  current  upwards,  thos  inducing  at  nrst  a 
deposit  in  the  angle  B  which  will,  it  is  believed,  increase  in  a  manner  similar  to  sand 
waves.  It  has  the  further  advantage  of  following  up  a  scour  with  all  the  force  of  the 
impinging  current,  while  the  tipped  grillage  in  the  rear  prevents  a  destructive  action 
of  the  induced  eddy. 

To  avoid  the  destroying  action  of  drift,  experienced  with  portions  of  dikes  driven 
at  high  water,  dikes  are  now  built  up  to  the  15-foot  stage,  rising  to  25  feet  us  they 
approach  the  shores,  which  are  guarded  against  scour  by  thorough  mattressing  at  the 
extremities  of  the  dike  (Fig.  4).  On  high  dikes,  an  immense  accumulation  of  drift 
occurs  at  high  water,  wnich  rendered  all  work  at  this  stage  during  last  spring  ex- 
tremely difficult  and  nn satisfactory. 

For  operations  at  this  stage  an  extra  row  of  piles  should  be  driven  in  front  of  the 
dike  to  hold  back  the  drift  until  mattresses,  &c.,  are  completed,  after  which  it  may 
disappear  or  not,  as  in  the  design  it  is  not  considered  as  part  of  the  dike.  In  the  de- 
structive action  of  drift  it  is  not  so  much  the  actual  pressure  which  is  to  be  feared,  as 
this  is  much  less  thau  is  generally  believed,  but  that  the  accumulation  of  floating 
material  contracts  the  section  of  discharge  and  causes  a  scour  below  equal  to  its  own 
depth,  and  thus  tends  to  destroy  the  structure.  If  this  scour  can  be  guarded  against 
the  drift  off'ers  a  great  and  useful  resistance  to  the  current,  and  in  the  case  of  Osceola 
cross-dike.  No.  1  (Fig.  2),  where  the  drift  is  600  feet  wide  by  1,200  feet  long,  the  current 
in  the  chute  almost  entirely  ceased  merely  from  resistance  to  the  flow  of  water  ofTered 
by  the  lower  surface  of  the  drift,  and  has  caused  a  heavy  deposit  both  above  and  be- 
low it,  while  the  pressure  against  thn  dike  cannot  be  greater  than  that  of  a  head  of 
water  equal  to  the  total  high-water  fall  of  the  chute.  The  drift  is  10  feet  thick  at 
the  dike,  rising  to  nothing  ou  outer  edge,  and  has  scoured  out  the  soil  beneath,  an 
amount  equal  to  its  own  thickness.  This  dike  suggests  a  useful  employment  of  a  very 
troublesome  material,  especially  in  localities  where  the  depth  at  high  stages  of  the 
river  is  not  such  as  to  totally  prevent  piles  being  driven,  and  may  be  toe  most  efficient 
form  of  obstruction  for  high- water  dikes. 

MaitreM€9. — 'Ihe  willow  brush  has  been  furnished  by  contract,  and  has  been  ao- 
cepted  from  2  to  5  inches  at  the  butt  and  forty  feet  long.  The  contractors  frimish  it 
loaded  on  barges  at  their  various  camps  from  whence  we  tow  it  to  the  parties  needing 
it.  Rainy  weather  and  the  soft  condition  of  the  localities  where  it  is  obtained  have 
kept  the  supply  of  brush  almost  constantly  below  the  requirements,  from  which  trouble 
and  delay  have  been  snflered  throughout  the  year. 
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Several  methods  of  constructing  mattresses  have  been  followed,  govemed  by  their 
localities  and  the  work  they  were  expected  to  perform. 

They  may  be  classified  as  follows : 

Ist.  Shore  mattress  for  the  protection  of  the  banks. 

2d.  Revetment,  or  protection  of  high-water  slopes. 

3d.  Foot  mattress,  for  protection  of  dikes. 

4tb.  Tipped  mattress. 

Sth.  Qrillage  mattress. 

Ist.  Shore  mattresses  for  the  protection  of  caving  banks  have  been  made  in  widths 
varying  from  100  to  150  feet  and  lengths  ffovorned  by  the  difiScnlties  in  sinking.  When 
no  particular  danger  is  to  be  anticipated,  this  mattress  may  be  continuous  to  almost 
3kJij  length.  Two  varieties  h&ve  been  in  use:  l8t,that  used  by  Major  Ernst  below 
Saint  Louis,  where  the  wiUows  are  woven  on  poles,  preferably  of  sycamore,  7  t«»  tf 
feet  apart,  Plate  YII,  Fig.  5,  and  forming  a  stiff  and  strong  mattress,  of  which  170 
feet  a  day  have  been  made  with  light  brush  and  under  favorable  circumstances.  This 
mattress  is  easy  of  construction  and  has  been  mostly  used  during  the  year. 

2d.  There  has  also  been  used  along  the  face  of  Bullerton  a  100-foot  mattress  woven 
on  a  wire  base,  the  willows  beiu^  interlaced,  as  shown  in  Plate  VII,  Fig.  6,  fofmiug 
a  mattress  which  is  extremely  pliable  and  hence  more  easily  sunk.  It  is  not  so  easily 
constructed  as  the  first,  but  a  slightly  greater  average  length  a  day  has  been  obtained. 

The  majority  of  brush  furnished  lately  has,  unfortunately,  been  too  large  and  heavy 
to  obtain  the  best  results. 

As  the  shore  mattresses  are  made  they  are  guyed  to  the  shore  by  1^  to  2  inch  lines, 
which  are  removed  as  they  are  sunk. 

The  mattresses  are  fastened  to  the  shore  b^  wire  cables  or  wires  at  frequent  inter- 
vals and,  when  necessary,  piles  have  been  driven  through  the  mattress  to  prevent  any 
movement. 

When  a  stret«h  of  mattress  1,000  or  more  feet  in  length  is  to  be  sunk,  great  care 
m  ust  be  used.  In  light  currents  the  most  rapid  and  easiest  method  (Plate  VII,Fig« 
7)is  to  commence  sinking  at  the  head,  keeping  the  inner  side  of  tbe  mattress  sunk  a 
little  in  advance,  and  carefully  sounding  to  see  that  it  does  not  rise  after  the  force  of 
the  current  is  removed.  It  will  be  perceived  that  the  weak  point  is  in  the  comer  (A) 
where  the  sharp  bend  tends  to  break  the  poles  or  willows,  and  where  there  is  nothing 
to  resist  the  downward  pull  of  the  current  but  the  flotation  of  the  mattress. 

When  the  water  is  very  rapid  it  has  been  our  practice  to  commence  sinking  at  the 
lower  end  (Plate  YII,  Fig.  8)  where  the  shore  side  is  also  kei)t  sunk  a  little  ahead. 
This  necessitates  the  drawing  of  stone  barges  up  stream,  which  even  in  the  slack- 
water  behind  the  mattress  is  troublesome  and  t^kes  much  time ;  still  it  has  proved 
much  the  safer  method,  as  there  is  little  chance  of  sharp  bends  and  broken  willows 
OT  Uie  loss  by  collapsing  of  an  entire  mattress  from  a  single  accident.  It  is  believed 
that  with  this  method,  when  the  mattress  is  made  sufiSciently  strong,  especially  on 
the  outer  edge,  and  has  been  sufficiently  guyed,  that  a  collapse  or  entire  loss  is  simply 
impossible.  In  October,  1883,  on  Bullerton  1,800  feet  of  mattress  were  sunk  in  40 
leet  of  water  with  a  five-mile  current.  Tbis  mattress  was  built  on  a  netting  formed 
of  wire  cables  such  as  were  used  on  the  dikes;  still,  at  first,  it  proved  too  light  and 
broke,  yet  but  75  running  feet  were  lost.  It  was  then  strengthened  until  we  had 
three  cables  on  the  outer  edge  and  extra  poles  and  wire  on  the  outer  50  feet,  when  it 
was  sunk  in  place  in  perfect  shape  without  difficulty. 

We  have  been  extremely  fortunate  in  sinking,  and  except  when  a  mattress  waa  torn 
"bodily  from  its  fastenings  by  drift  at  high  water,  but  very  little  has  been  lost.  Great 
care,  however,  is  always  necessary  to  see  that  the  rock  is  unilbrmly  distributed,  and 
that  the  mattress  is  thoroughly  down  In  every  part. 

Our  mattresses  have  averaged  from  one  half  to  three-fourths  of  a  cord  of  brush  to 
the  100  square  feet,  which  is  sunk  with  from  three-fourths  to  one  and  one-fourth  cubic 
yards  of  rock,  more  being  necessary  with  the  second  method  of  sinking  than  with 
the  first. 

2d.  Revetment  for  the  protection  of  high- water  bank,  which  should 


be  graded  to  tbe  required  slope,  is  composed  of  a  frame  of  stout  poles  with  12  to  15 
foot  squares  (Fig.  4;  well  wired  at  the  intersections ;  over  this  a  heavy  layer  of  brush 
is  placed,  then  a  second  frame  on  top,  the  whole  being  sewed  and  wired  through  and 
through.  This  is  to  form  a  base  for  a  covering  of  rock  placed  almost  in  juxtaposition, 
ihough  frequently  we  have  been  obliged  to  content  ourselves  with  just  sufficient  rock 
to  keep  brush  in  place.  The  great  enemy  of  a  revetment  is  the  flow  of  subsoil  water 
from  the  bank ;  the  drainage  of  low  lands  in  the  rear  has  greatly  lessened  this  evil. 

3d.  Foot  mattresses  placed  at  the  foot  of  pile  dikes  have  been  made  from  50  to  100 
feet  wide,  and  in  constriiction  do  not  differ  from  those  made  for  protection  of  the  bank. 
They  are  easily  sunk  even  in  rapid  currents,  by  starting  at  the  head  and  keeping  the 
crease  of  the  mattress  in  the  general  direction  of  the  current. 

4th  and  5th.  Tipped  and  grillage  mattre^ases  have  already  been  thoroujg^hly  discussed 
under  the  bead  of  dikes.    To  sink  the  former  in  heavy  currents,  especially  when  the 
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direction  of  the  dike  is  acroaa  the  flow  of  the  most  rapid  water,  they  have  been  made 
in  short  sections  thoroughly  fastened  with  lines,  and  the  inner  edge  sank  until  the 
supporting  wires  are  in  tension  when  the  stiffness  of  the  mattress  allows  the  outer 
edge  to  go  down  without  much  trouble. 

QUABTERING  AND  SUBSISTINO  OF  MEN. 

With  the  large  force  of  laborers  employed,  it  became  necessary  to  attend  to  the 
comfort,  health,  and  safety  of  the  men,  and  it  is  believed  that 'the  form  of  quarter- 
boat  already  mentioned  meets  all  that  is  required  without  unnecessary  expense. 

These  boats  are  used  exclusively  by  the  mattress  parties,  each  quartering  from  100 
to  125  men  in  all,  who  are  provided  with,  and  held  responsible  for,  mattresses  and 
bedding.  Bread,  fresh  meat,  and  ice  are  delivered  by  the  tow-boats  each  day,  and 
genera)  stores  every  15  days  on  requisitions  of  the  boarding  masters  in  charge,  who 
also  furnish  each  month  an  account  of  the  amount  used,  number  of  meals  furnished, 
&c.,  from  which  the  cost  of  a  ration  is  deduced.  This  has  averaged  about  29  cents 
for  the  raw  and  40}  cents  for  the  cooked  ration  for  one  man  each  day. 

Each  pile-driver  has  quarters  for  its  foremen  and  crew,  while  every  6fth  driver  has 
extra  accommodations  for  kitchen,  dining-room,  and  fleet  foremen,  and  can  furnish 
meals  for  fifty  men. 

A  bakery  was  built  at  Plum  Point  to  famish  400  to  500  loaves  of  fresh  bread  a  day, 
but  will  soon  be  transferred  to  floating  quarters  as  more  convenient  during  the  higher 
stage  of  the  river. 

Very  respectfully,  your  obedient  servant, 

Arthur  J.  Frffh, 
United  States  Ageietant  Engineer  in  charge, 

Oapt,  John  G.  D.  Knight, 

Cerps  of  Engineers, 
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REPORT  OF  GBORGB  W.  GENDER,  ASSISTANT  ENGINEER,  UPON  OPERATIONS  AT  GOLD 

DUST,  TENNESSEE. 

Gold  Dust,  Tenn.,  October  Zl,  1883. 

Captain:  I  have  the  honor  to  submit  to  you  the  following  report  of  operations  at 
Gold  Dust,  Tenn.,  from  December  1, 1882,  to  October  31, 1883:  - 

The  present  condition  of  the  work  at  this  point  is  represented  on  the  sketch  for- 
warded with  this  report,  Plate  III;  also  the  total  amount  of  construction  completed, 
the  not«^8  of  which  are  placed  upon  the  sketch.  Stations  were  established  every  100 
feet  to  refer  the  work  to. 

Operations  at  this  locality  were  in  progress  on  the  1st  of  December,  1882,  and  con- 
tinued up  to  this  writing  with  such  interruptions  only  as  were  made  necessary  by 
unfavorable  stages  of  water.  This  year  has  been  remarkable  for  its  protracted  period 
of  high  water,  which  divided  the  year  into  two  distinct  working  seasons. 

The  work  done  at  this  point  previous  to  December  1, 1882,  consisted  of  a  main  dike 
5,200  i'(>et  long,  from  Station  47  to  Station  99. 

On  December  1,  1882,  a  force  of  men,  with  their  quarters  and  a  complete  outfit  for 
cons^icting  footmat,  was  transferred  from  Ashport  to  Gold  Dost,  and  the  construc- 
tion or  a  mat  100  feet  wide,  placed  directly  in  front  of  the  main  dme,  was  begun. 

Two  small  mattress  boats^  each  100  feet  long,  were  used;  one,  commencing  at  the 
up-stream  end  of  the  main  dike  at  Station  97-f-57,  constructing  a  continuous  mat 
1,713  feet  long,  and  the  other,  beginning  near  the  middle  at  Station  74,  constructing 
a  continuous  mat  2,951  feet  long,  which  extended  to  the  lower  end  of  the  dike. 

On  the  10th  of  December  a  fleet  of  10  pile-drivers  arrived  and  commenced  driving 
on  Cross  Dikes  Nos.  1  and  2.  During  the  first  ten  days  of  January  this  fleet  was 
increased  to  17  pile-drivers.  These  dikes  were  constructed  after  the  improved  form 
introduced  by  order  of  Mr.  A.  J.  Frith,  assistant  engineer  in  charge,  and  consisted  of 
two  rows  of  piles  14  feet  apart,  with  piles  in  each  row  spaced  7|  feet  between  centers. 
Longitudinal  riders  were  placed  on  the  entire  length  of  both  rows,  secured  to  the 
piling  by  drift-bolts  and  wire.  The  two  rows  were  joined  by  horizontal  braces  placed 
in  the  direction  of  the  current  as  near  as  might  be,  and  restingon  the  riders  of  both 
rows.  They  were  drift-bolted  and  wired  to  pile  and  rider.  This  construction  was 
strengthened  by  wire  cables,  consisting  of  six  strands  of  No.  8  wire,  which  were  fas- 
tened to  the  piles  in  the  front  row  16  feet  (required  penetration)  above  the  lower  end 
of  the  pile,  and  around  pile,  brace,  and  rider  of  the  rear  row. 

After  Cross  Dikes  Nos.  1  and  2  had  been  completed,  with  the  exception  of  a  passage 
way  for  barges  and  material,  the  river  be^an  rising.  In  order  that  piles  might  be 
driven  over  that  portion  of  Elmot  Bar,  which  was  exposed  at  low  stages,  pile-drivers 
were  moved  to  the  bar  end  of  Cross  Dikes  Nos.  3,  4,  and  5.  The  water  continued  to 
rise  and  soon  submerged  the  dikes  when  operations  were  necessarily  suspended,  Feb- 
ruary 21,  with  the  river  at  a  30-foot  stage.    The  force  was  reduced  and  pile-driveri 
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traDsforred  to  Plumb  Point  to  make  neceasary  repairs  and  alterations  for  better  con- 
tin  nance  of  work. 

Daring  the  time  of  operations  4,899  linear  feet  of  dike  were  driven.  Tbere  were 
also  constructed  4,664  linear  feet  oi  footmat  100  feet  wide  at  tbe  main  dike,  738  linear 
feet  50  feet  wide  at  Cross  Dike  No.  1,  and  1,270  linear  feet  of  footmat  50  feet  wide  at 
Cross  Dike  No.  2.  The  largest  amount  of  footmat  constrncted  in  any  one  dav  on  ooe 
mattress  boat  was  251  linear^eet.  Wattling  10  feel  wide  was  placed  on  the  main 
dike  for  its  entire  len^rth. 

When  tbe  water  began  risinff  there  were  2,420  linear  feet  of  footmat  on  the  surface 
of  the  water  and  no  stone  could  be  procured. 

At  the  lower  end  of  tbe  main  dike  412  linear  feet  were  still  afloat.  Quantities  of 
drift  crowded  beneath  the  mat,  increasing  the  current  under  the  mat  to  such  an  extent 
that  it  caused  a  deep  scour  at  the  piles.  As  soon  as  this  scour  was  noticed  sacks  were 
sent  for,  but  before  these  were  filled,  loaded,  and  towed  in  place,  this  portion  of  the 
dike  was  scoured  out  and  the  accumulated  raft,  consisting  of  dike  mat,  and  drift 
proceeding  down-stream  struck  Cross  Dike  No.  3,  which  was  temporarily  able  to  re- 
fiist  the  great  pressure,  but  being  unprotected  by  a  footmat,  after  several  days  a  por- 
tion of  it  scoured  out. 

This  mass  of  drift,  driven  by  the  swift  current,  struck  Cross  Dike  No.  4  with  irre- 
sistible force,  demolishing  a  portion  of  that  dyke. 

At  Cross  Dike  No.  1, 738  linear  feet  of  footmat,  and  at  Cross  Dike  No.  2,  1,270  linear 
feet  of  footmat  50  feet  wide  were  still  afloat,  and  tbe  sand  bags  were  used  on  these  with 
success.  By  this  time  the  dikes  were  entirely  submerged,  and  the  mats  were  anchored 
by  wires  fastened  to  the  piles.  Sinking  was  done  from  skiffs,  as  the  drift  above  and 
the  dike  below  the  mut  prevented  the  use  of  barges.  Sinking  was  very  difficult,  as 
the  current  was  at  right  angles  to  the  line  of  tbe  dike,  and  therefore  hacl  a  tendency 
to  double  the  up-stream  edge  un«ier  or  over.  The  mat  being  driven  dOwn-stream  by 
the  drift  and  current,  the  lower  edge  necessarily  landed  on  the  front  piling,  where  it 
remained  after  the  up-stream  edge  was  sunk. 

On  account  of  the  accumulation  of  drift  in  front  of  the  main  dike,  work  on  foot- 
mat bad  to  be  suspended  before  the  upper  section  was  completed,  leaving  tbe  main 
dike  unprotected  from  Station  74  to  Station  79-f-60.  The  river  at  this  time  was  at  a 
20-foot  stage,  rising  at  the  rate  of  one  foot  per  day,  and  carrving  heavy  masses  of 
drift.  In  its  efforts  to  follow  the  more  direct  channel  through  Elmot  Chute  the  cur- 
rent broke  through  tbe  main  dike  where  it  was  unprotected  by  footmat  at  Station  75, 
and  this  mass  of  drift  took  out  a  portion  of  Cross  Dike  No.  2,  represented  on  sketch 
by  the  letters  a  b, 

Tbe  water  rushing  through  this  gap  with  a  velocity  of  not  less  than  5  miles  per  hour, 
and  carrying  heavy  masses  of  drift  which  struck  the  edges  of  the  breach,  breaking  pile 
after  pile,  soon  increased  the  length  of  the  breach,  which  was  again  increased  during 
tbe  second  rise.  The  n^ap  in  Cross  Dyke  No.  2  was  not  increased,  the  dyke  being  10 
feet  lower  than  the  main  dike. 

No  attempt  was  made  to  repair  these  gaps,  as  the  dikes  were  submerged. 

In  making  an  examiuation  of  the  works  at  a  low  stage  of  water,  it  was  found  that 
the  main  dike  had  been  damaged  to  a  greater  or  less  extent  from  Station  77-f  50  to 
Station  65-f  50,  and  from  Station  59-f60  to  Station  47.  That  portion  of  the  main  dike 
above  the  upper  breach  was  found  uninjured,  with  the  exception  of  a  few  riders  and 
braces,  which  were  crushed  by  the  weight  of  drift  resting  on  them  after  the  water 
had  fallen. 

Although  the  water  was  7  feet  above  the  tops  of  the  piles  the  drift  did  not  pass  over 
tbe  dike,  and  at  some  places  it  is  60  feet  wide  and  solid  to  the  bottom. 

Where  the  dike  was  not  protected  by  footmat  small  channels  formed,  having  suffi- 
cient velocity  to  erode  the  bed. 

Cross  Dike  No.  1  remained  intact,  and  has  a  deposit  in  its  rear  as  high  as  the  dike 
in  some  places. 

Tbe  foot-mat  in  front  of  that  portion  of  the  main  dike  which  was  carried  away  re- 
mained uninjured,  and  is  covered  for  its  entire  length  with  large  gravel,  although 
there  was  a  scour  of  several  feet  on  both  sides  of  it.  Tho  new  dike  has  since  been 
driven  through  this  foot-mat. 

The  greater  portion  of  the  damage  done  to  these  dikes  was  due  to  the  sudden  rise 
of  the  river  before  the  work  could  be  completed  ;  nevertheless  large  deposits  were 
made  within  the  area  that  would  be  inclosed  by  the  work  when  finished. 

At  the  main  dike  the  deposits  formed  immediately  behind  the  dike,  while  at  the 
cross  dikes  the  material  was  deposited  some  distance  below  tbe  dikes,  and  nearly  to 
the  top  of  tbe  piles. 

At  Cross  Dike  No.  2,  where  the  lower  edge  of  the  foot-mat  rested  upon  the  dike,  the 
deposit  formed  immediately  under  the  mat  and  does  not  extend  for  any  distance  be- 
low the  dike.  This  deposit  consists  of  lar^e  gravel.  The  success  of  this  accidental 
eonstrnction  suggested  the  building  of  similar  structures  in  hopes  of  obtaining  like 
lesnlts. 

On  April  16,  with  the  river  at  a  28.35-foot  stage,  work  was  resumed  and  was  con- 
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tdDned  with  a  force  which  was  increased  and  decreased  as  the  stage  of  the  water  be- 
oanie  favorable  or  unfavorable  for  work. 

The  eastern  end  of  Elmot  Bar  being  submerged,  advantage  was  taken  of  the  high 
stage  of  water  to  extend  the  western  end  of  the  main  dike  and  northern  end  of  Cross 
Dikes  Nos.  3  and  4  to  their  Junction  with  the  main  dike.  The  construction  of  these 
lines  was  pushed  forward  vigorously,  employing  four  pile-drivers  on  each  of  the  men- 
tioned dikes.  The  four  drivers  (Nos.  19,  20,  21,  and  26)  stationed  at  the  main  dike 
were  new  and  were  a  decided  improvemeot  on  tbe  ol.d  ones.  The  height  of  the  leads 
being  increased  to  45  feet,  allowed  the  greater  portion  of  the  piles  to  come  under  the 
hammer  before  lowering  them  into  the  water ;  while  with  the  old  leads,  which  had  a 
height  of  31  feet,  at  a  low  stage  of  the  river  piles  had  to  penetrate  for  several  feet  be- 
fore they  could  be  brought  under  the  hammer.  The  new  drivers  were  also  equipped 
with  large  Worthiugton  compound  duplex  steam  pumps,  haviug  two  10-inch  and  two 
16-inch  cylinders.  The  old  drivers  were  equipped  with  siugle-acting  piston  pumps 
having  an  8-inch  cylinder. 

At  this  point  driving  has  been  exceedingly  difficult  on  account  of  layers  of  very 
coarse  gravel  and  blue  clay.  Pieces  of  gravel  weighing  half  a  pound  have  frequently 
been  found. 

At  some  places  piles  had  to  be  pointed  and  driven,  as  the  l^-inch  jet  of  the  old 
drivers  was  unable  to  displace  the  coarse  gravel.  The  new  drivers  using  a  two-inch 
jet  were  able  to  work  through  these  hard  strata  without  pointing  the  piles,  but  not 
without  a  liberal  use  of  the  hammer.  As  soon  as  the  piles  had  passed  through  the 
hard  layers  they  would  sink  to  the  required  depth  of  16  feet  with  little  difficulty. 

About  the  1st  of  May  the  construction  of  a  grillage  mat  between  the  two  lows  of 
piles^  and  extending  about  10  feet  in  front  of  the  dike,  was  begun  at  Cross  Dike  No.  4. 
Sections  of  mat  60  by  35  feet  were  constructed,  and  consisted  of  a  thick,  coarse  brush 
lying  in  the  direction  of  the  current,  firmlv  lashed  to  a  grillage  of  poles  which  was 
suspended  about  1  foot  above  the  surface  of  the  water  by  wires  fastened  to  the  braces 
of  the  dike.  As  soon  as  a  section  was  completed  the  wires  were  taken  off  and  it  was 
sunk  to  the  bottom  with  stones.    These  sections  overlap  about  7  feet. 

A  foot  mat  100  feet  wide  placed  directly  in  front  of  the  main  dike  was  commenced 
at  Station  21-f-25;  but  work  had  to  be  suspended  after  completing  164  linear  feet,  on 
account  of  the  drift  accumulating  in  front  of  the  dike,  making  it  almost  impossible 
to  move  the  mattress  boat. 

Work  on  these  lines  was  carried  on  until  about  the  1st  of  June,  when  they  were 
compelled  to  desist  on  account  of  the  high  stage  of  the  water. 

While  the  work  of  extending  these  lines  was  thus  delayed,  eight  pile-drivers  were 
moved  to  Cross  Dike  No.  5  and  its  construction  pushed  forward.  Four  pile-drivers 
were  transferred  to  Bullerton. 

From  April  16  to  June  1  there  were  driven  5,200  lioear  feet  on  the  main  dike,  1,900 
linear  feet  on  Cross  Dike  No.  3,  and  2,800  linear  feet  on  Cross  Dike  No.  4.  There  were 
also  placed  2,200  linear  feet  of  grillage  40  feet  wide  on  the  main  dike,  1,600  line-ar 
feet  35  feet  wide  on  Cross  Dike  No.  4,  and  850  linear  feet  35  feet  wide  on  Cross  Dike 
No.  3.  Wattling  6  feet  high  was  placed  on  the  main  dike  for  800  linear  feet,  on  Crosa 
Dike  No.  3  for  800  linear  feet,  and  on  Cross  Dike  No.  4  for  1,020  linear  feet. 

During  the  unexpected  rise  considerable  damage  was  done  to  the  main  dike  above 
Station  36  and  to  the  south  end  of  Cross  Dike  No.  3,  which  was  due  to  the  onfinished 
condition  of  these  lines. 

After  the  water  had  fallen  it  was  found  that  the  portion  of  Cross  Dike  No.  3  lying 
south  of  Station  8-f  50,  the  end  of  the  grillage,  was  damaged  to  a  greater  or  less  extent 
by  the  piles  scouring  out  and  by  the  inability  to  secure  the  diagonal  cables  before  the 
dike  was  submerged,  the  iotention  being  to  secure  them  after  the  grillage  was  con- 
structed! and  sunk.  A  breach  of  about  100  feet  was  discovered  above  St4ition  :)6  on 
the  main  dike  and  one  from  Station  43-|-50  to  Station  51. 

The  pieces  of  dike  which  had  been  scoured  out  floated  down  to  Cross  Dikes  Nos.  4 
and  5,  and  the  piles  are  there  being  utilized  to  support  the  tip-mat.  All  of  these 
piles  were  scoured  out,  as  none  were  found  broken.  During  the  rise  large  deposits 
formed  immediately  in  the  rear  of  the  main  dike. 

A  bar  whose  crest  became  dry  when  the  river  fell  to  a  26-foot  stage  extended  nearly 
the  whole  leugth  of  the  main  dike  below  tbe  lower  breach.  The  largest  deposits  were 
made  at  the  junction  of  Cross  Dikes  Nos.  3  and  4  and  the  main  dike. 

The  point  of  £Imot  Bar,  lying  to  the  northward  of  the  main  dike,  within  the  space 
allotted  to  the  channel,  was  washed  away  during  this  rise,  and  deposited  in  the  rear 
of  the  main  dike.  This  point  previously  caused  a  large  percentage  of  water  to  pass 
through  Elmot  Chute,  thereby  increasing  the  pressure  on  the  dikes  during  high  st-ages 
of  the  river. 

At  the  outer  edge  of  the  foot-mat  on  the  main  dike  a  scour  has  been  noticed  for  the 
entire  length  of  the  concave  portion. 

It  was  noticed  that  whf re  drift  had  accumulated  in  front  of  the  cross  dikes  a  soour 
has  taken  place  equal  in  volume  to  that  of  the  drift,  and  that  after  the  water  had  lefl 
the  bar  the  drift  would  exactly  fill  the  space  scoured  out. 
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The  water  haYinjJC  fallen,  operations  were  first  regnmed  upon  the  gap  in  the  main 
dilce,  at  Station  36,  and  npon  Cross  Dike  No.  3,  at  Station  8-|-50.  The  main  dike 
was  strengthened  wherever  small  channels  were  discovered  passing  through  it,  by 
driving  clasters  of  two  piles  in  the  front  row,  and  also  a  third  row.  The  piles  in  the 
front  and  second  rows  were  supplied  with  cables  which  were  fastened  around  pile, 
rider,  and  brace  of  the  third  row,  to  conform  lo  the  **  Standard  Dike,''  at  this  time  in- 
troduced by  Mr.  A.  J.  Frith. 

The  pile-drivers  were  able  to  complete  all  dikes  before  the  water  left  the  bar,  bnt 
the  mattress  work  was  delayed  by  inability  to  obtain  material  owing  to  the  flooding 
of  the  willow  camps.  Grillage  and  wattling  is  now  being  completed  on  dry  land,  the 
necessary  brush  being  supplied  from  the  he^l  of  Elmot  Bar. 

To  save  the  transportation  of  rock  across  the  dry  bar,  tarred  sacks  filled  with  gravel 
SJid  sand  are  being  substituted. 

Thai  portion  of  the  main  dike  which  was  driven  before  the  Ist  of  December,  1882, 
has  been  strengthened  by  driving  two  rows  of  piles  in  front  of  it  and  using  the  old 
dike  as  third  row.  Considerable  difficulty  was  experienced  driving  through  the  old 
foot-mat,  which  was  covered  with  coarse  gravel. 

This  portion  of  the  dike  is  being  protected  by  a  tip-mat  from  38  to  60  feet  wide, 
oonstructed  in  sections  of  150  feet.  The  mattress  boat  is  placed  parallel  to  the  dike, 
that  portion  of  the  ways  extending  over  the  gunwale  of  the  barge  having  been  taken 
off.  Poles  are  evenly  distributed  over  the  ways  and  their  lower  ends  firmly  secured 
to  the  riders  of  the  dike.  The  brush  is  wattled  upon  the  poles  by  passing  a  rod  of  it 
alternately  above  and  below  them.  The  mat  is  strengthened  by  placing  poles  above 
and  bei  eath  the  wattling  pole,  firmly  lashing  them  with  No.  12  wire.  A  section  of 
150  feet  having  been  completed,  the  mattress  ooat  is  sparred  from  under  the  mat,  and 
the  up-stream  edge  sunk  to  the  bottom. 

In  the  deep  channel  near  the  Tennessee  shore  a  tip-mat  75  feet  wide  is  being  con- 
structed in  front  of  Cross  Dikes  Nos.  3, 4,  and  5.  The  mattress  boat  is  placed  at  right 
angles  to  the  dike,  the  ways  nearest  the  dike  having  been  raised  to  the  level  of  the 
riders  to  maintain  the  mat  at  that  height  after  it  is  launched  from  the  mattress  boat. 
While  launching  the  mat,  piles  are  floated  under  it.  The  up-stream  ends  of  these  are 
wired  to  the  poles  of  the  mat,  and  the  down-stream  ends  raised  to  the  level  of  the 
riders,  where  they  are  drift-bolted  and  wired  to  the  piles  of  the  dike.  The  up-stream 
end  of  the  mat  is  then  sunk  to  the  bottom.  In  swift  currents  this  mat  is  constructed 
in  sections  130  feet  long,  about  the  length  of  a  rock  barge,  as  the  mat  has  to  sink  for 
its  entire  length  simaltaneously  to  pi  event  the  up-stream  edge  from  doubling  over  or 
under. 

Where  the  main  dike  and  cross  dikes  strike  the  Tennessee  shore,  the  bank  has  been 

Srotected  b}  a  mattress  350  feet  long,  and  varying  in  width  from  50  to  100  feet.  The 
ikes  were  completed  to  this  mattress,  leaving  a  mattressed  opening  for  navigation 
nearly  100  feet  wide.  The  bank  at  these  pLaces  has  been  graded,  and  bank  pro- 
tection is  being  placed. 

Grading  was  done  with  pile-driver  No.  19,  which  is  equipped  with  a  Worthington 
compound  duplex  pump,  having  two  10-inch  and  two  lt>-inch  cylinders.  The  dis- 
charge, about  420  eallons  per  minute,  passes  first  through  a  4-inch  pipe,  then  through 
ft  Sf-inch  hose,  and  is  delivered  through  a  IJ-inch  nozzfe. 


Table  giving  lengih  of  (xmpUted  work  as 

represented  on  sketch. 

Dikes. 

1 

1 

Number  of  linear 
feetofwAtUing. 

Namber  of  linear 
feet  of  tip-mat 

^1 

1^ 

II 

'St 

|l 

II 

Main  Dike 

0,457 

700 

830 

200 

700 

2,010 

4.400 

8,400 

8.311 
200 
225 

1,600 

1,325 

410 

850 

Otom  Dike  No.  1 

CrwsDikeNo.la 

1 

CroaaDikeNo.  16 

1 

1                  I 

CroM  Dike  No  2 

850 
2,810 
2,830 
3,100 

1 

j                  1 

CnmsDikeNo.  3 

850 

1,020 

450 

320 
850 

308 

Cnwa  Dike  No.  4 

800 
1,605 

840 

CRMsDikeNo.  5 

Total 

22.807 

17,626 

8,920 

8,180 

670 

410 

908 

Very  respectfully,  your  obedient  servant, 


Capt.  John  O.  D.  Knight, 

Corp*  of  Enginsers,  U.  8.  A,,  Cairo,  IIU 


Geo.  W.  Gbuder, 
United  States  Assistami  Engineer. 
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BSPOHT    OF    CHARLES    D.   MARK,    ASSISTANT    ENOTNRBR,    UPON    OPERATIONS   AT   OS- 
CEOLA UPPER  AND  LOWER  BARS. 

Osceola  Bar,  November  1, 1883. 

Captain  :  I  bavo  the  honor  to  sabmlt  the  following  report  on  the  progress  of  the 
work  at  Osceola  Upper  and  Lower  Bars : 

During  the  period  from  December  1,  1882,  to  November  1,  1883,  two  old  dikes, 
Osceola  Upper  and  Middle,  were  finished,  and  three  new  ones,  Secondaries  Nos.  1,  2, 
ftud  3,  built.  The  mattressing  and  revetting  of  both  Osceola  Upper  and  Lower  Ban 
has  also  been  started. 

In  the  following  I  shall  take  up  the  separate  structures  and  give  as  far  as  possible 
ft  short  history  01  each. 

OSCEOLA  X7PPER  DIKE. 

Though  tbe  greater  portion  of  this  dike  was  built  previous  to  December  1, 1882,  the 
finishing  and  partial  aestrnction  of  same  fall  within  the  scope  of  this  report.  The 
methods  of  construction  ty  pi  tied  in  it  may  therefore  be  briefly  reviewed. 

The  dike  running  in  a  general  southwesterly  direction  from  a  point  below  Lynch's 
Landing,  Ark.,  to  the  northern  end  of  the  Upper  Oscenla  Bar,  was  built  for  a  distance 
of  3,300  feet,  of  a  single  line  of  piles,  braced  by  inclined  struts.  At  the  head  of  the 
bar  a  gap  had  been  li^ft,  which  it  was  attempted  to  close  in  April,  1883,  by  means  of 
an  extension,  consisting  of  a  double  line  of  braced  piles,  14  feet  apart;  166  linear  feet 
of  this  kind  of  dike  had  been  driven,  when  the  swift  current  made  it  apparent  that 
the  work  would  be  in  vain.  lb  was  therefore  abandoned,  and  Secondary  No.  1,  of 
which  more  later  on,  put  in.  Osceola  Upper  Dike,  protected  its  whole  length  by  a 
foot-mat  100  feet  wide,  and  by  wattling,  stoo<l  the  high  water  last  spring  remarkably 
well,  when  tbe  inherent  weakness  of  the  structure  is  considered.  From  all  data 
which  1  have  been  able  to  obtain  it  seems  that  the  breaks,  which  now  for  a  length  of 
1,600  feet  appear  in  the  dike,  ar«  not  due  to  any  scouring  action  in  front  of  the  lat- 
ter, but  to  a  simple  breaking  off  by  drift,  and  working  out  of  the  poorly-braced  single 
piles.  The  portions  of  the  dike  executed  in  shallow  water  have  proved  strong 
enough,  while  those  in  deep  water  have  given  way.  The  foot-mat,  as  1  had  occaaion 
to  convince  myself  during  the  present  low  water,  is  still  in  place ;  a  fact  which 
strengthens  my  belief  that  no  scouring  has  taken  place  in  front  of  the  dike. 

The  general  effect  of  the  latter  has  been  favorable,  though  it  stood  in  its  entirety 
for  but  a  short  time.  A  good  fill  has  taken  place,  higher  behind  those  portions  of  the 
dike  still  standing  than  at  other  points.  Though  part  of  this  fill  is  aUo  to  be  traced 
to  the  effect  of  Secondary  No.  1,  as  will  be  shown  further  on,  it  may  be  said  that  the 
result  obtained  by  the  building  of  Osceola  Upper  Dike  is  a  fair  one.  The  cause  of 
its  failure  is  most  likely  to  be  traced  to  weakness  in  construction,  a  fault  which  could 
hardly  be  avoided  at  the  time  the  dike  was  designed,  for  lack  of  previous  experience. 

OSCEOLA  SECONDARY  NO.   1. 

When  it  was  found  impossible  to  connect  the  lower  end  of  Osceola  Upper  Dike  with 
the  point  of  the  bar,  a  dike  further  down  the  chute  was  projected  and  carried  out. 
As  first  planned  a  double  line  of  braced  piles  with  a  width  of  base  e(}ual  to  depth  of 
water  was  the  type  adopted.  During  the  construction  of  the  dike  drift  began  to  col- 
lect, and  a  scouring  at  the  foot  of  the  unprotected  piles  immediately  set  in.  May  10 
a  break  near  the  bar-end  of  the  dike  occurred.  In  order  to  enable  the  closing  of  this 
opening  tbe  direction  of  the  dike  had  to  be  changed  at  that  point,  the  water  proving 
too  deep  for  successful  pile-driving.  Luckily  the  material  scoured  out  was  found  de- 
posited a  little  way  below  the  break,  having  formed  a  bar  there,  and  the  dike  conld  be 
nnisbed  in  shallow  water,  with  but  little  additional  lengthening,  due  to  change  of  di- 
rection. It  was  also  deemed  advisable  to  alter  the  original  project  by  adding  a  third 
TOW  of  piles,  connected  by  horizontal  braces  with  the  first  and  second  rows.  Thus 
strengthened,  the  dike  waa  completed  June  10  in  a  length  of  1,355  feet.  The  collect* 
ing  of  drilt  in  front  of  it  prevented  the  sinking  of  a  foot-mat,  and  as  some  of  the  drift 
also  projected  back  of  the  first  row  of  piling,  only  tbe  space  between  the  second  and 
third  row  couM  be  matted.  A  grillage  foot- mat  was  put  down  and  carried  up  to  the 
top  of  the  bank  at  both  ends  to  prevent  any  scouring  between  the  shore  and  the  dike. 
Later  events  proved  tbe  wisdom  of  this  step,  for  during  the  high  water  there  was  quite 
a  tendency  to  cut  a  channel  behind  the  ends  of  the  dike.  As  it  bad  been  impossible, 
for  reasons  stated  above,  to  mattress  the  dike  as  intended,  a  constant  wat<;h  was  kept 
on  it  during  the  high  water  of  June-July.  By  frequent  soundings  all  changes  in 
depth  were  carefully  noted.  If  there  seemed  any  danger  of  a  scour  taking  place  the 
threatened  portion  was  protected  by  fascines.   Of  the  latter  two  kinds  were  used.    In 
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one  OMie  •  piece  of  wire-united  willow  matting  about  8  feet  square  was  made.  The 
rocks  were  wrskpped  up  in  it,  and  the  center  and  ends  of  this  bundle  firmly  wired.  In 
the  other  case  bailed  rock  was  tied  to  willow  bundles  6  to  8  feet  long,  and  1  to  1^  feet 
in  diameter.  It  was  found  by  inspection,  after  the  high  water  went  down,  tha  the 
first  kind  of  fascines  mentioned  had  done  the  better  service  of  the  two.  They  gener- 
ally sunk  directly  in  place,  while  the  bailed  rock  of  the  second  kind,  catching  on  tha 
wire  dike  cables,  prevented  the  fascine  from  ^oing  to  the  bottom. 

Osceola  Secondary  No.  1,  which  stood  the  high  water  well,  is  especially  remarkable 
for  the  large  amonnt  of  drift  gathered  in  front  of  it.  For  a  time  the  whole  head  of 
the  chute,  from  the  dike  up,  was  filled  completely.  Winds  blew  some  of  the  drift 
out  before  it  had  become  firmly  packed ;  but  even  to  date  about  twenty  acres  of  it 
remain,  closely  wedged.  Of  course  this  mass  has  not  been  without  its  marked  effect. 
When  the  drift  first  began  collecting  an  increased  tendency  to  scour  in  front  of  the 
dike  was  noticed.  The  depth  of  this  scour,  as  might  be  supposed,  was  equal  to  the 
thickness  of  drift  at  the  point  under  consideration.  Where  it  has  been  possible  the 
ao-caused  opening  has  been  closed  by  sinking  the  drift,  a  barge  of  rock  being  expended 
to  goo<l  effect  for  this  purpose  in  front  of  Secondaiy  No.  1.  Should  sinking  the  drift 
in  similar  cases  prove  impossible,  the  scouring  out  of  a  dike  is  to  be  feared,  unless  it 
has  benn  well  protected  by  foot- mats. 

To  the  evil  effect  of  the  drift,  cited  above,  a  good  one  can  be  opposed.  When  the 
eonstmction  of  the  dike  was  first  begun  quite  a  strong  current  set  through  the  chute. 
The  collecting  drift  checked  it  so  completely  that  when  the  present  amount  had  come 
in  the  current  was  almost  dead.  A  marked  fill  both  in  front  and  behind  the  dike  has 
taken  place,  so  that  if  the  holding  of  the  latter  should  prove  successful  the  direction 
for  future  work  would  seem  to  be  indicated. 

OSCEOLA.  8EC0NDART  NO.  2. 

The  construction  of  these  dikes  was  pushed  at  the  same  time  that  No.  I  was  build- 
ing. The  first  section  extends  from  the  Arkansas  shore  to  the  northern  point  of  the 
towhead ;  the  second  section,  from  the  lower  end  of  this  same  towhead  to  the  foot  of 
Osceola  Upper  Bar.  The  type  adapted  is  the  double-line,  rectangular,  14-foot  base 
dike,  except  for  the  southeastern  end  of  Section  1  and  the  northeastern  end  of  Seo- 
tion  2.  These  portions  of  the  dike  running  up  on  high  ground,  it  was  deemed  suffi- 
cient to  build  them  of  but  a  singles  line  of  piles.  In  the  second  section  an  opening 
200  feet  in  length  had  to  be  left  to  enable  the  boats  to  reach  the  parties  at  work  at 
No.  1.  When  the  water  began  falling  it  fell  so  rapidly  that  the  pile-drivers  had  to  be 
moved  out.  before  the  gap  could  be  closed.  With  the  exception  of  this  piece,  then, 
the  2,025  linear  feet  of  dike  are  protected  by  a  grillage  foot-mat  and  bv  wattling. 

Begun  April  10  and  finished  May  20,  these  uikes  have  passed  safety  through  one 
high  water ;  but  built  under  the  shelter  of  No.  1,  little  strain  has  come  on  them  from 
drift  or  other  causes.    A  slight  fill  has  taken  place  behind  both  of  the  dikes. 

OSCXOLl.  MIDDLE  DIKE. 

Osceola  Middle  Dike,  connecting  the  foot  of  Osceola  Upper  with  the  head  of  Osceola 
Lower  Bar  was  begun  November  1,  1882.  During  December  1,065  linear  feet  were 
added  to  the  part  previously  completed,  giving  the  whole  structure  a  length  of  3,309 
feet.    The  form  of  the  dike  adopted  was  the  one  as  shown  here.    Top  of  outside  pile 


LpW'Water  line. 


driven  to  a  stage  of  25  feet.  Top  of  inside  pile  driven  to  a  stage  of  14  feet.  Front 
foro-and-aft  rider  fastened  5  feet  below  top  of  outside  pile,  rear  rider  at  top  of  inside 
pile.  Inclined  brace  a  d,  horizontal  ao;  width  of  base,  14  feet.  A  100- foot  mattress 
was  built  the  whole  length  of  the  dike  and  the  latter  also  wattled.  As  the  water  rose 
corering  the  lower  front  fore-and-aft  rider  it  became  impossible  to  push  the  wattling 
to  the  bottom.    It  would  have  been  better  had  it  therefore  been  left  out  entirely,  for 
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the  water  ooming  thioagh  the  ohnte  wm  pressed  throojg^h  the  narrowed  opening  be- 
tween the  bottom  and  the  lower  riders,  contributing  its  share  to  the  strong  sconr 
already  taking  place  in  front  of  the  dike.  The  100-foot  mat  did  not  prove  eufficient 
protection  in  this  case,  for  in  Febmary  the  first  break  near  the  center  of  the  dike, 
and  undoubtedly  caused  by  scouring,  occurred.  Toward  the  latter  part  of  March 
pieces  of  the  end  sections  followed,  carried  away  bv  drift.  An  attempt  made  in  Mar 
to  patch  the  dike  and  to  strengthen  it  by  two  little  spur  dikes  proved  unsuccessful. 
The  caase  of  the  failure  of  this  structure,  of  which  to  date  only  1^059  linear  feet  in  i 
damaged  condition  are  standing,  may  probably  be  looked  for  in  its  incomplete  pro- 
tection against  scour. 

OSCSOLA.  SBCONDARY  NO.  3. 

Osceola  Secondary  No.  3,  established  near  the  head  of  OscAola  Chute,  and  running 
east  and  west,  was  begun  May  10.  Work  on  it  was  pushed  as  fast  as  possible,  but 
ere  it  had  been  finished,  high  water,  with  drift  and  its  attendant  scour,  caused  a  break 
near  the  bar  or  eastern  end  of  the  dike.  As  at  Secondary  No.  1,  it  was  also  found 
necessary  here  to  change  the  direction  of  the  washed-out  section,  in  order  to  avoid 
the  deep  water  resulting  from  the  scour. ,  A  third  row  of  piling  was  also  put  in,  as  an 
additional  means  of  strengthening  the  dike,  thus  giving  it  an  average  width  of  about 
60  feet.  As  the  water  continued  rising  and  the  drift  kept  coming  in,  a  renewal  of  the 
scour  was  observed.  With  the  intention  of  checking  it  a  75-foot  mat  in  front  of  the 
dike  was  started.  When  209  feet  of  the  same  had  been  built,  progpress  was  stopped 
for  a  time  by  the  drift,  which  so  held  the  mat  barge,  that  it  was  found  impossible  to 
make  a  shift.  In  the  hope  that  a  way  for  the  barge  might  be  cleared  by  sinking  the  ' 
drift,  sections  of  sub-mat  were  built  on  the  latter  and  sunk.  Two  thousand  seven 
hundred  feet  of  this  kind  of  mat  went  down  successfully,  and  we  were  enabled  to  add 
another  30  feet  to  the  length  of  the  foot-mat,  but  this  was  all.  For  when,  June  6,  the 
attempt  was  made  to  sink  a  second  section  of  drift  of  about  4,232  square  feet  of  snrfaoe, 
the  dike,  already  weakened  by  scouring,  could  not  stand  the  pressure  of  the  sinking 
mass  and  eave  way.  Through  the  break  so  formed,  140  feet  in  length,  a  large  amount 
of  accumulated  drift  passed  off,  considerably  relieving  the  pressure  on  the  remaining 
portion  of  the  dike.  Steps  were  immediately  taken  to  prevent  any  further  scouring 
in  the  break.  A  piece  of  mat  was  built  above  the  same,  fioated  down,  and  about  two- 
thirds  of  it,  or  6,61)0  square  feet,  sunk  in  place.  As  the  current  was  very  swift  and  the 
average  depth  of  water  in  the  opening  48  feet,  one-third  of  the  mat  was  carried  away 
before  we  could  got  it  down. 

In  the  mean  time  the  239  feet  of  foot-mat  had  been  sunk  and  a  large  amount  of 
grillage  foot-mat  put  in.  On  account  of  the  high  water,  no  attempt  was  made  for 
some  time  to  close  the  gap.  Repeated  soundings  showed  that  no  additional  scour- 
ing was  taking  place.  July  17  a  tipped  mat,  50  feet  wide,  was  started  in  front  of 
l^e  dike,  where  the  other  footmat  previously  sunk  left  off.  Only  120  linear  feet  of 
this  new  mat  had  been  completed  when  a  second  rise,  July  21,  brought  down  a  batch 
of  drift,  which  lodged  under  the  mat,  packed  itself  to  the  bottom,  and  thus  prevented 
the  sinking  of  this  piece.  It  lies  on  top  of  the  drift  to  date,  as  shown  in  the  sketch. 
As  soon  as  the  water  began  to  fall,  the  loose  ends  of  the  dike  were  cut  away.  A  200- 
foot  opening  was  so  formed  in  which  the  pile-drivers  were  set  to  work.  They  barely 
succeeded  in  closing  it  with  a  sinsle  line  of  cluster  piles,  when  it  became  neceesacy 
to  withdraw  the  fleet,  the  water  snoaling  so  rapidly.  To  strengthen  this  compara- 
tively weak  portion  of  the  dike,  and  at  the  same  time  to  withdraw  it  from  the  future 
attacks  of  drift,  the  piles  fonmne  the  single  closing  line  were  braced  by  inolined 
struts  and  cut  off  level  with  the  15-foot  stage. 

All  the  remaining  portions  of  the  dike  hSd.  in  the  meanwhile  been  protected  by  a 

"        * "  ^'    ■  "       ■       1  behind  the 

^  tipped 

started  on  the  up-stream  sideof  the  dike.  This  new  mat  skirting  tie  outside  edge  of 
the  drift,  and  with  its  (the  mat's)  down-stream  edge  held  on  a  level  with  the  same^ 
was  carried  a  distance  of  452  linear  feet.  Shoal  water  here  put  a  stop  to  the  work, 
and  the  amount  finished  was  sunk  successfully.  From  the  foregoing  it  will  be  seen 
that  Osceola  Secondary  No.  3  is  well  protected  now.  A  grillage  foot-mat  extends  its 
whole  length,  aud  is  carried  high  up  on  both  banks.  With  the  exception  of  the  small 
piece  mentioned,  all  of  it  is  in  place,  and  has  done  good  service  during  the  last  high 
water.  The  effect  of  the  tipped  mat  can  only  be  determined  after  the  next  rise.  The 
center  row  of  piling  is  now  being  wattled,  5,922  square  feet  having  been  put  in  to 
date.  From  the  plotted  list  of  soundings  sent  in  by  me,  the  fill  which  has  ^adually 
taken  place  in  Osceola  Chute  can  be  traced.  The  evil  effects  of  the  break  have  been 
obliterated,  the  scoured  hole  causing  the  former  having  filled  up  well.  I  think  I 
am  justified  in  classifying  Secondary  No.  3  with  Secondary  No.  1,  under  the  head  of 
■uooessf ul  dikes. 
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OBCKOLA  UPPER  BAR. 

The  head  of  this  bar  was  well  protected  by  a  foot-mat  50  feet  in  widtlK  and  by  • 
30-foot  revetment,  closely  connected  with  the  former.  About  800  linear  reet  of  this 
band-graded  work  were  'executed,  all  of  which  is  in  good  condition  to  date.  That 
the  same  cannot  be  said  for  some  of  the  other  work  on  the  bar  is  easily  explained.  A 
100-foot  mattress  was  put  in  the  whole  length  o^  Osceola  Upper  Bar  and  sunk.  This 
vras  at  low  water.  Though  the  grading  and  revetting  were  started  immediately  in 
wake  of  the  mattress,  it  was  impossible  to  finish  them  before  high  water  set  in.  Of 
4,050  linear  feet  of  grading  put  in,  2,100  were  rendered  entirely  worthless,  because  the 
water  covered  the  banks  before  they  could  be  revetted.  The  1,400  feet  that  were 
covered  with  brush  and  partially  rocked  also  suffered  heavily,  for  the  reason  that  no 
Gonnection  between  the  high  and  low- water  protection  could  be  secured.  The  banks 
washing  awav  between  the  two  has  left;  a  gap,  as  shown  in  sketch,  which  it  will  be 
necessary  to  nil  with  a  second  mat. 

OBCKOLA  LOWER  BAR. 

During  the  high  water  in  June  and  July,  while  it  was  found  impossible  to  work  mt 
Secondary  No.  3,  a  100-foot  mattress  was.  started  on  the  inside  of  the  lower  bar. 
Heavy  drift  running  necessitated  the  building  of  a  drift-boom,  in  shape  of  a  spur 
dike  from  the  head  of  the  bar  down  the  chute  &r  a  distance  of  about  100  feet.  Under 
its  protection  1,020  linear  feet  of  mattress  were  built  and  sunk  in  place.  A  small  section, 
100  by  120  feet,  near  the  head  of  the  bar,  was  put  in  when  the  water  fell,  and  remains 
on  weigh  ted  to  .date  for  lack  of  stone.  The  bank  protection  on  the  inside  begun  June 
1  and  abandoned  June  S,  on  account  of  high  water,  was  continued  August  13.  By 
the  31st  of  the  same  month  a  total  of  72,422  square  feet  had  been  made,  of  which  49,931 
square  feet  remain  unrocked  to  date.  Of  the  4,040  linear  ffct  of  grading  put  in  last 
January  on  the  outside  of  this,  the  lower  bar,  no  traces  remain,  as  the  graded  bank 
was  entirely  unprotected  when  high  water  came  up.  This  was  to  be  expected.  Eight 
hundred  feet  of  a  100-foot  mattress,  which  was  also  started  at  that  time,  were 
caught  afloat  by  the  same  rise.  Drift  collected  under  the  mat,  and  would  have  ren- 
derSd  all  attempts  to  sink  it  futile,  even  if  rock  had  been  on  hand  for  that  purpose. 
As  was  constantly  expected,  the  increased  strain  on  the  head-lines,  due  to  the  accumu- 
lating drift^  caused  them  to  part.  Even  one  of  the  capstans  of  the  mat  barge  was 
torn  out  of  its  fastenings,  when  the  lines  snapped,  and  mat  and  drift  swung  down  thA 
river.  Of  the  new  one,  150  feet  in  width,  which  was  started  September  1,  :T583  linear 
ftet  have  been  completed  to  date,  but  only  920  feet  of  this  amount  have  been  sunk ; 
work  on  the  same  has  been  stopped  for  the  present,  it  oot  being  deemed  advisable  in 
view  of  former  experiences  to  carry  the  mattressing  too  far  ahead  of  the  grading  and 
revetting.  Another  precaution  has  also  been  taken.  Thoueh  the  contour  of  the  bar 
has  been  closely  followed  by  the  mat  in  most  places,  it  has  l>een  impossible  to  adapt 
the  latter  to  any  sudden  changes  in  the  outline  of  the  bank.  The  small  openings  thus 
formed  between  mat  and  shore  have  been  covered  with  separate  pieces  of  grillage 
mat,  firmly  wired  to  the  mattress  proper.  Four  thousand  four  hundred  and  sixty 
square  feet  of  this  kind  of  matting  have  been  called  for  to  date,  and  more  will  be  pat 
in  as  the  necessity  for  so  doing  arises.  By  this  means  a  thorough  connection  between 
the  high  and  low- water  protection  can  be  obtained,  i. «.,  if  the  former  be  put  in  at  the 
present  stage  of  water. 

ADAPTATION  OF  PLANT  FOR   PURPOSES  INTBNDBD. 

In  aooordanoe  with  your  request,  I  submit,  in  addition,  the  following  opinion,  as  to 
the  adaptation  for  purposes  intended  of  those  articles  of  plant  which  I  have  had  oo- 
easion  to  use. 

The  100  foot  mat  barges,  with  ways  30  feet  long,  and  a  slope  of  the  latter  of  abbut 
<me*ninth,  do  not  fill  all  the  requirements  that  must  be  met.  Qreat  difficulty  in 
laanching  the  consecutive  shifts  of  a  mattress  was  constantly  experienced.  This  ii 
partly  due  to  the  slight  slope  of  the  ways  and  partly  to  the  fact  that  so  little  space 
temains  between  the  lower  end  of  the  ways  and  the  deck  of  the  mat  barge  that  the 
lower  (front)  end  of  the  mattress  rests  on  the  deck  of  the  barge.  In  addition  the 
outside  butts  of  the  willows  do  not  pay  freely  over  the  end  kevels,  and  the  want  of  a 
capstan  was  severely  felt.  The  175  and  213  foot  mat  banres,  built  with  projecting 
and  more  ^doping  ways,  answer  their  purpose  admirably.  The  latter  barge,  on  whicn 
the  mattress  on  the  outside  of  Osceola  Bar  is  now  building,  can,  however,  only  be 
Qsed  to  advantage  in  dack water.  In  a  strong  current  the  handling  of  it  becomes 
almost  an  impossibility,  as  I  found  when  this  barge  was  swung  across  the  break  in 
Ottceola  Secondary  No.  3. 

The  service  baraes  belonging  to  the  reach  answer  all  requirements. 

The  new  general  service  barges,  120  by  30,  used  especially  for  the  transportation 
of  rook,  are  somewhat  unwieldy.  Even  if  supplied  with  capstans,  which  they  are 
not,  it  will  always  be  a  matter  of  some  difficulty  to  handle  them  with  a  load  of  300 
cubic  yards  of  stone. 
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A  sketch,  with  a  table  thereon,  giving  full  dimensioiiBof  all  work  done  in  the  period 
from  December  1, 1882,  to  November  1, 1883,  accompanies  this  report  (Plate  IV). 
I  am,  very  respectfully,  your  obedient  servant, 

Chas.  D.  Marx, 
United  8tait$  AuUtant  Enginetr 
Capt.  John  G.  D.  Knight, 
Corp$  of  JEnffineen,  U,  8.  A. 


14. 


BBFOBT  OF  AUG.  J.  NOLTT,  ASSISTANT  SNGINEBR,  UPON  OPBRATION8  AT  BUULJERTOV 

TOW-HEAD. 

Bdllrrton  Tow-hbad,  Konember  15, 1883. 

Sir  :  I  have  the  honor  to  submit  herewith  my  report  of  operations  at  BuUerton 
Tow-head,  covering  the  period  from  December  1,  188^,  to  November  1,  1883. 

In  compliance  with  verbal  orders  received  from  First  Lieut.  Thomas  W.  Symona, 
Corps  of  £ngineerB,  I  assumed  charge  of  this  work  on  April  14.  1883,  relieving  Mr. 
Charles  A.  Aukele,  who  had  ten  dereouis  resignation.  Upon  my  arrival  here  all  active 
operations  had,  by  reason  of  hi^h  water,  ceased,  and  the  small  force  left  was  em- 
ployed in  the  care  and  preservation  of  public  property. 

The  river  having  fallen  sufficiently  by  May  12,  the  force  of  laborer^  was  increased, 
and  the  constructton  of  foot-mats  along  both  sections  of  Osceola-BuUerton  Dike  was 
begun.  During  the  latter  part  of  May  work  along  the  north  bank  of  BuUerton  Tow- 
heud  was  resumed  by  commencing  the  construction  of  two  foot-mats  and  a  high- water 
bank  protection.  A  small  force  were  also  employed  clearing  the  bank  for  a  distance 
of  50  feet  back  of  drift  and  standing  timber.  These  operations  were  continued  until 
the  middle  of  June,  when  the  river  again  rose  above  the  bank  and  put  a  stop  to  all 
further  work. 

On  June  23  the  greater  part  of  the  force  were  moved  up  to  the  stone  depot  at  Gold 
Dust,  Teun.,  where  they  were  employed  in  loading  stone  on  barges,  a  party  of  seven 
men,  in  charge  of  one  foreman,  being  left  at  Bullerton  to  take  charge  of  the  plant  re- 
maining there. 

By  July  5  the  water  had  fallen  sufficiently  to  admit  of  resumption  of  work  at  this 
place.  The  party  were  therefore  moved  back,  and  the  construction  of  inclined  foot- 
mats  between  piling  of  Osceola-Bullerton  Dike  and  BuUerton  Dike  No.  I  was  be- 
gun, the  river  being  still  too  high  fur  work  along  the  bank.  The  latter  work  waa 
resumed  about  the  middle  of  the  month,  and  has  been  continued  to  date  with  only 
occasional  and  short  interruptions,  caused  by  unfavorable  weather  and  delay  in  get- 
ting brush  and  stone. 

Owing  to  the  long  season  of  high  water  the  first^^  half  of  the  current  year  has  been 
very  unfavorable  for  the  proper  prosecution  of  the  work,  and  by  far  the  largest  part 
has  been  accomplished  since  July. 

Some  of  the  work  completed  during  the  flood  season  was  found  on  the  subsidence  of 
the  water  to  be  badly  damaged,  so  much  so  that  it  was  considered  advisable  to  re- 
construct parts  of  it.  Notably  was  this  the  case  with  two  sections  of  foot-mat,  which, 
before  stone  for  sinking  it  could  be  had,  were  carried  by  the  rising  water  over  the 
bank  of  the  tow-head. 

This  part  of  the  bank  had  not  yet  been  graded,  and  as  the  river  fell  the  bank  began 
to  cave  underneath  the  mat.  As  this  caving  was  very  irregular,  the  water,  as  it  fell, 
left  the  mat,  at  such  places  wbere  no  caving  had  taken  place,  high  upon  the  bank; 
while  at  other  places,  where  the  bank  had  caved,  the  mat  was  out  of  sight.  The 
above-water  portions  of  the  mattress  were  therefore  cut  away  and  new  foot-mata 
constructed.  Some  high-water  bank  protection  was  also  damaged  and  some  lost 
altogether.    Tbis  damage  and  loss  was  caused  by  want  of  stone  to  properly  load  it. 

Some  of  this  revetment  as  well  as  a  part  of  the  foot-mat  was  loaded  with  sand-sacksy 
but  this  was  found  to  be  a  very  unsatisfactory  expedient,  principally  by  reason  of  the 
poor  quality  of  the  sacks  and  their  loose  texture.  The  sacks  would  soon  rot  and  the 
•and  wash  out. 

Eighteen  hundred  feet  ot  mattress,  100  feet  wide,  and  1,250  feet  of  bank  revetment, 
from  25  to  60  feet  wide,  was  damaged  as  just  described  and  had  to  be  renewed. 

Considerable  difficulty  has  been  encountered  during  the  prosecution  of  the  work 
from  the  very  strong  current  running  here.  Between  Ranges  50^  and  .52,  float-obser- 
vations taken  in  August  gave  a  velocity  of  current  of  5.35  miles  per  hour,  depth  of 
water  rauging  from  25  to  50  feet.  The  upper  half  of  the  tow-head  is  much  more  ex- 
posed to  the  erosive  action  of  the  current,  as  here  it  is  deflected  agatnst  the  bank, 
striking  it  at  an  oblique  angle.  This  deflection,  as  well  as  increased  velocity,  is  caused 
mainly  by  the  sand-bar  opposite,  which  approaches  quite  close  to  the  tow-head,  thaa 
narrowing  the  water-way. 
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Below  Ban^  52  the  bar  recedes  agaiD,  making  a  wider  water-way,  decreasine  the 
Telocity  of  the  current  somewhat,  and  making  its  coarse  more  parallel  with  the  Eiank. 

The  erosion  of  the  bank  has  entirely  ceased  since  the  foot-mats  were  ennk.  At 
several  places,  however,  it  was  found  that  portions  of  the  bank  would  settle  down 
and  gradually  slide  into  the  water.  Examination  revealed  the  fact  that  this  waa 
caused  by  seepage  from  a  marsh  in  the  interior  of  the  tow-head.  It  was  decided  to 
drain  this  toward  the  south  bank,  and  2,425  linear  feet  (equal  to  1,479  cubic  yards 
excavation)  of  ditching  was  done.  The  depth  of  water  in  the  marsh  varied  from  1 
to  5  feet,  and  its  level  waa  II  feet  above  the  surface  of  the  river.  Since  this  marsh 
has  been  drained  no  further  trouble  has  been  experienced. 

The  only  work  done  on  the  south  bank  or  Arkansas  side  of  the  tow-head  has  been 
to  temporarily  check  the  erosion  of  the  bank  near  Range  52. 

Here  the  bank  for  a  distance  of  nearly  1,000  feet  began  to  cave  early  in  the  summery 
and  to  check  this  the  trees  standing  near  the  edge  of  the  bank  were  felled  so  that  they 
would  fall  into  the  water  at  right  angles  to  the  bank,  their  butts  resting  upon  it. 
These  trees  were  then  loaded  with  bailed  stone.  This  work  seems  to  have  stopped 
the  caving.  It  was  not  considered  necessary  to  do  any  work  of  a  permanent  char- 
ftcter  here,  as  when  the  dikes  are  completed  the  chute  will  fill  up. 


No.  8  and  No.  12  gauge,  the  heavier  wires  running  longitudinally  or  up  and  down 
stream,  the  smaller  transversely.  The  distance  between  the  longitudinal  wires,  which 
is  the  limit  of  the  length  of  the  mesh,  is  4  feet,  while  the  distance  between  the  oth*  rs 
ean  be  varied.  A  mesh  4  feet  long  by  2.5  fe^  wide  has  been  adopted  here.  The 
brush  is  carried  by  suitable  machinery  operated  by  steam-power  from  the  brush  barge 
over  the  mattress  barge,  and  deposited  upon  the  netting,  where  it  is  received  by  men 
standing  upon  the  mattress  and  supplied  with  long  hooKS,  who  pack  it  close  together, 
at  the  same  time  seeing  that  it  breaks  joints  properly  to  give  it  the  requisite  trans- 
verse stiffness.  After  brush  sufficient  tor  a  shift  has  been  thus  disposed  upon  the 
netting,  brush  binders  are  passed  over.  These  are  inserted  with  their  butts  into  and 
at  leant  8  feet  through  the  netting,  and  then  bent  over  the  brush  just  laid  and  wired 
to  the  netting.  These  binders  are  of  course  placed  at  right  angles  to  the  brush,  and 
that  part  of  their  length  beyond  where  thev  are  wired  will  be  under  the  succeeding 
shift.  This  makes  an  excellent  mattress,  being  very  flexible  in  a  longitudinal  di- 
rection, having  the  necessary  transverse  stiffness,  and  is  rapidly  constructed.  One 
hundred  and  eighty  linear  feet  have  been  made  in  a  day  of  ten  hours  when  the  cur- 
rent was  moderate,  and  the  party  not  subject  to  delays  in  getting  brush.  Three 
hundred  and  fifty  feet  of  the  mattress  made  here  was  of  the  regular  pole  pattern, 
where  the  brush  is  alternately  woven  over  and  under  the  poles. 

IVhen  the  mattress  between  Ranges  51  and  52  was  begun,  it  was  evident  that  a 
mattress  of  great  longitudinal  strength  to  withstand  the  great  strain  which  would 
be  thrown  upon  it  during  the  operation  of  sinking  would  have  to  be  constructed 
here;  hence  the  single  No.  8  wires  were  replaced  by  wire  cables  made  of  »ix  of  the 
former  wires  well  twisted  together.  These  cables  were  placed  7  feet  apart.  In  other 
respects  this  mattress  is  similar  to  the  one  just  describea. 

The  high-water  bank  prptection  whose  lower  edge  laps  over  the  inner  edge  of  the 
foot-mat,  and  which  extends  to  the  crest  of  the  bank,  consists  of  a  loose  brush  mat- 
tress continuous  for  its  entire  length. 

This  mattress  is  covered  with  stones,  they  being  placed  close  together  but  only  one 
layer  thick. 

At  such  places  where,  owing  to  slight  settling  of  the  foot-mat,  the  high  and  low 


water  bank  protections  do  not  make  a  good  lap,  small  sections  of  mat,  100  feet  long 
and  wide  enough  to  cover  the  gap,  were  constructed  upon  an  ordinary  barge  placed 
eloee  to  and  parallel  with  the  bank.    One  end  of  these  mats  rests  upon  the  revet- 


ment, and  when  finished  the  barge  is  pushed  from  under  the  mat,  allowing  it  to  fall 
down,  after  which  it  is  sunk. 

Consi<lering  the  amount  of  work  done,  the  depth  of  water,  and  the  velocitv  of  cur- 
rent, very  little  loss  or  damage  to  the  work  has  been  sustained,  and  it  mostly  occur- 
red during  the  operation  of  sinking  the  mattress,  which  has  always  been  the  most 
difficult  part  of  the  work.  A  section  of  mattress,  300  feet  long  by  100  feet  wide,  in 
eourse  or  construction,  brf)ke  away  during  the  night  of  Angubt  22,  carrying  with  it 
the  mattress  and  three  other  barges.  This  loss  was  caused  by  the  caving  of  the 
iMink.  The  mass  of  earth  and  stumps  falling  upon  the  mooring  lines  parted  them, 
thus  setting  the  mat  free.  As  soon  as  the  accident  was  reported  by  the  watchman, 
men  were  sent  out  with  anchors  and  Hues,  who,  after  cutting  the  mat  away,  suc- 
ceeded in  anchoring  the  barges  off  Fort  Pillow,  from  whence  they  were  towed  up  the 
next  day.  The  piece  of  mat  cut  away  lodged  on  a  drift  pile  at  Island  34,  and  as 
It  was  fearfd  that  it  might  cause  an  obstruction  to  navigation,  a  small  ^arty  was 
sent  down  to  recover  what  rope  there  might  still  be  upon  it,  and  to  out  it  up  into 
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•mall  seotioiiB,  which  were  allowed  to  float  away.  About  500  linear  £Det  of  mat  mm 
to  badly  torn  ap  in  sinking  that  new  mattress  had  to  be  oonstmcted.  This  is  exola- 
sire  of  the  damage  xesolting  fkom  high  water,  and  of  which  mention  has  already 
been  made.  i 

As  the  work  at  this  place  will  ultimately  be  subjected  to  a  Tery  severe  test,  the 
ntmost  care  has  been  taken  to  do  it  properly,  and  to  impart  to  it  that  pennanenoy 
which  sach  work  requires  in  order  to  answer  the  purpose  of  its  construction. 

Wheneyer  a  new  section  of  mattress  was  begun  it  was  made  to  overlap  the  preced- 
ing section  by  at  least  25  feet,  thus  practically  makine  a  continuous  mattress.  The 
mattress  was  made  to  follow  the  indentation  of  the  oank  as  close  as  possible,  and 
where  this,  owing  to  the  depth  and  shortness  of  the  pockets,  was  not  practicable, 
narrow  supplementary  mattresses  were  constructed  after  the  principal  one  had  bee& 
sunk,  these  small  ones  well  overlapping  the  inner  edge  of  the  larger  ones. 

The  sketch  accompanying  this  report  shows  the  condition  of  tne  work  up  to  date. 
By  referring  to  it,  it  will  be  seen  that  the  length  of  bank  operated  upon  is  9,025  feet. 
Of  this  7,5(X)  linear  feet  have  been  graded  by  the  hydraulic  trader  and  1,525  feet  with 
shovels,  leaving  000  feet  still  to  be  graded.  Five  hundred  feet  of  foot-mat  and  2,700 
feet  of  revetment  yet  remain  to  be  constructed,  while  of  the  revetment  made  a  large 
amount  remains  to  be  loaded  with  stone.  That  part  of  foot-mattress  at  the  head  of 
tow-head  bounded  on  each  side  by  Range  50  was  constructed  prior  to  December  1, 
1682.    All  the  other  work  has  been  done  since  that  date. 

Wherever  the  foot-mattresses  have  beep  sunk  the  erosion  of  the  banks  has  entirelT 
ceased,  even  at  those  places  where  the  current  strikes  the  bank  directly,  and  whien 
prior  to  the  construction  of  mattresses  were  caving  rapidly.  Some  of  the  finished 
work  has  been  exposed  to  the  various^stages  of  the  nverfrom  a  complete  submersion 
to  very  low  water  and  has  stood  the  test  without  sustaining  the  sligntest  damage. 

The  dikes,  too,  though  not  yet  finished,  have  done  admirable  work  in  deepening  and 
widening  the  channel  along  the  tow-head.  Soundings  taken  in  October,  when  the 
river  was  very  low,  show  nowhere  less  than  12  feet  of  water,  while  at  most  places  the 
depth  is  much  greater.  The  least  depth  is  at  the  upper  entrance  to  the  channel. 
None  of  our  steamers  have  had  the  sligntest  difficulty  in  delivering  supplies  here,  and 
they  have  at  all  times  been  able  to  tow  the  most  heavily-loaded  barges  through. 

At  the  opening  of  the  work  last  year,  nearly  all  the  towing  had  to  oe  done  through 
the  chute  on  the  Arkansas  side,  and  around  the  foot  of  the  tow-head  up  as  high  as 
they  could  go. 

Attention  is  respectfully  called  to  the  urgent  necessity  of  completing  this  work  be- 
fore the  high-water  season  sets  in.  Should  the  river  rise  4  or  5  feet  above  the 
present  stage,  great  damage  would  be  done  to  the  unloaded  revetmt;nt,  and  a  higher 
rise  would  seriously  damage  that  part  of  the  bank  at  the  middle  of  the  tow-head  not 
yet  protected,  and  endanger  the  finished  work  below. 

Appended  is  a  table  showing  the  amount  and  kind  of  work  done  and  gi  vine  dimen- 
sions of  the  same.  No  account  of  the  work  along  dike  is  taken,  as  that  will  appear 
in  the  report  of  the  assistant  engineer  now  in  charge  of  the  completion  of  tnoss 
dikes. 

All  mattress  of  a  less  width  than  100  feet  is  such  as  has  been  laid  inside  of  main 
mattress  for  the  purpose  of  covering  ffaps  left  by  the  latter.  The  piece  of  150  feet 
width  was  laid  where  the  inclination  of  the  bottom  was  exceptionally  steep. 

The  total  length  of  mattress  aod  revetment  made  will  he  feund  to  be  respectiTely 
2,741  and  1,250  feet,  in  excess  of  the  length  of  bank  operated  upon.  This  excess  is 
caused  by  the  recoostruction  of  damaged  work,  by  the  construction  of  mats  to  fill 
gaps  between  the  main  one  and  the  shore  line  or  revetment,  and  by  the  amount  of 
overlaps. 

Work  done  atBullerton  Tow-head  from  Deoemher  1,  1882,  ie  November  1, 1883. 


ClMsof  work. 


Dimensions. 


Totids. 


Foot-mattress  made  «nd  sunk. 

Bevetment  made 

Revetment  loaded 

Bank  graded 

Poles  cat,  cords 

Brash  cut,  cords 

Ditching 


10.319  by  100  feet,  855  by  150  feet, 
298  by  75  feet,  394  by  87  feet 

8,M0by70feet 

8.531  by  70  feet,  1,454  by  40  feet 

8.900  by  85  feel 

233 

760 

2,425  feet 


12,806  feet  =  11,220  sqnarcs. 

8,140  feet  =  5,696  sqnarea. 

4,985  feet  =  3,053  sqnarcs. 

8,900  feet. 

238  cords  =97,860  feet 

760  oords. 

2,426  feet=  1,479  cable  yaida 


Bespectfully  submitted. 

Aug.  J.  NoLTY, 
United  Statee  AeeiHant  Engine 
napt.  John  G.  D.  Knight, 

Corpe  o/JEngineerif  U.  S.  A. 
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16. 

KSPORT  OF  F.  A.  TBAGKR,  ASSISTANT    EKOimCBR,   UFOX    OFERATION8    AT    080R0I.A- 
BULLERTOK  A2n>  PLUM  POUn:  DIKES. 

Plum  Point  Dice,  November  1,  1883. 
Captain  :  I  have  the  honor  to  sahmit  herewith  a  report  of  progress  of  the  work  on 
Oaceola-Bollerton  and  Plum  Point  Dikes  from  December  1,  1882,  to  October  31,  1883. 

osceola-bullbrton  main  dike. 

In  referring  to  this  dike,  that  part  starting  firom  Osceola  Bar  will  be  called  North 
Dike,  and  the  part  starting  at  Bullerton  Tow-head,  South  Dike. 

On  December  1,  1888,  about  1,200  feet  of  North  Dike  was  standing,  and  on  March 
12, 1863,  a  fleet  of  eiffht  drivers  was  put  to  work,  driying  until  April  13,  between  which 
date  and  the  18th  ul  drivers  were  moved  to  Gold  Dust.  The  dike  was  then  com- 
pleted all  but  two  openings,  one  of  200  feet,  900  feet  from  south  end  of  South  Dike, 
«nd  one  of  250  feet,  about  300  feet  farther.  From  April  18  to  June  1,  200  feet  of  dike 
between  the  two  openings,  and  600  fe4 1,  about  400  feet  from  south  end  of  South  Dike, 
washed  out,  on  account  of  drift  and  no  foot-mat.  June  1  the  drivers  were  affain  put 
to  work,  and  on  June  22  the  mouth  of  chute  was  closed,  all  but  a  gap  of  250  feet, 
about  l,5(K)  feet  from  south  end  of  South  Dike,  and  from  June  22  to  July  10  drivers 
were  idle  on  account  of  having  no  piles  long  enough  for  depth  of  water.  Between 
July  16  and  20,  600  feet  between  Ranges  49  and  49i,  having  no  foot-mat,  scoured  out, 
and  on  the  night  of  the  21st  a  large  raft  of  logs  lodged  on  the  head  of  remainder  of 
South  Dike,  and  although  this  part  had  'been  matted,  inside  and  outside,  about  200 
feet  gave  way.  The  washing  out  of  this  part  may  be  said  to  have  been  caused  by 
drift,  large  quantities  of  which  had  accumulated  on  dike,  eztendiug  out  farther  than 
the  mat,  thus  promoting  scouring  action  under  the  mat  at  its  outer  edge. 

Dnrinf^  the  night  of  «ruly  23  the  steamer  J.  S.  Woods,  with  tow  of  empty  bar^ 
flanked  m  on  dike  where  Range  49  crosses,  catching  pile  driver  No.  17,  and  pushing 
her  through  and  up  the  front  row  of  pilini^,  about  1.^0  feet.  Shortly  after  this  454 
feet  near  the  same  place  scoured  out,  caused  by  collapsing  and  Imperfect  sinking  of 
mat.  Clusters  of  three  piles  were  then  driven  about  10  feet  apart,  and  the  tops  con- 
nected with  a  heavy  wire  cable.  A  mat  100  feet  wide  and  250  feet  long  was  made  on 
upper  side  of  these  clusters,  but  collapsed  before  sinking  was  commenced;  250  by  40 
feet  remained  good  and  was  sunk.  The  clusters  stood  erect  for  three  days,  when  they 
bent  over,  and  about  two  weeks  later  washed  out  or  broke  loose.  At  this  time, 
August  15,  it  was  almost  impossible  to  drive  to  any  advantage,  on  account  of  rapidity 
of  current  and  scarcity  of  lon^  piles.  All  dike  was  now  matted,  and  as  the  water  was 
too  low  for  boats  to  run  outside  of  tow-head,  a  gap  of  900  feet  was  left  open  for  navi- 

Stion,  and  all  force  moved  down  to  finish  Bullerton  Gross-Dike  No.  1.  Between 
ptember  10  and  20, 375  feet  of  dike  was  added  to  south  end  of  North  Dike,  and  about  50 
feet  to  north  end  of  South  Dike,  making  North  Dike  3,995  feet  in  length,  and  South 
Dike  959  feet,  with  an  opening  of  900  feet  between  them.  One  tnousand  three 
hundred  and  fifty  feet  of  North  Dike  is  completely  covered  with  sand,  and  all  the 
rest  partly  covered  but  500  feet  at  south  end.  The  general  condition  of  dike  is  given 
on  the  accompanying  sketch. 

BULLERTON  CROSS-DIKE  KO.   1. 

This  dike  is  composed  of  two  parts,  one  on  east  side  and  the  other  on  west  side  of 
Bullerton  Chute. 

West  Dike  runs  on  a  line  from  49i  Ark  to  52  Bullerton  Tow-head,  and  is  570  feet  in 
length.  East  Dike  starts  midwav  between  50  and  50i  Bullerton  Tow-head,  and  runa 
toward  a  point  200  feet  below  50  Ark.  It  is  1,200  feet  long  and  makes  a  curve  at  1,130 
feet  in  the  direction  of  West  Dike.  Some  difficulty  was  experienced  in  the  building 
of  West  Dike,  as  for  a  time  the  piling^  washed  out  very  fast,  but  after  bein/;  matted 
with  inside  and  outside  tip-mat,  scouring  action  ceased,  and  since  that  time  a  fill  of 
10  feet  has  taken  place,  where  previous  to  sinking  of  mat  I  reported  five  piles  washed 
out,  and  47  feet  of  water.  The  shore  at  end  of  dike  is  protected  with  200  by  50  feet 
of  bank  protection  above  aod  150  by  50  feet  below  dike.  Also  a  foot-mat  of  same 
length,  but  100  feet  wide.  Each  dike  is  all  matted  inside  and  as  far  as  practicable 
outside. 

Both  East  and  West  Dikes  are  in  good  condition,  and  a  noticeable  fill  is  taking 
place  above  and  below  each.  From  present  appearances  the  chute  is  slowly  filling 
op  and  the  channel  going  on  the  outside  of  the  tow-head. 
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PLUM  POINT  DIKBS. 

These  dikes  were  started  September  20,  and  as  yet  little  progress  has  been  made 
owing  chiefly  to  scarcity  of  material.  Up  to  date  work  has  ueeu  done  only  on  Main 
Dike  aDd  Cross-Dikes  1  and  2.  The  amount  of  dike  completed  and  incomplete  ia 
given  on  sketch.  Five  hundred  and  fifty-six  feet  of  Main  Dike  has  100  feet  foot-mat^ 
and  458  feet  has  ioside  or  grillage  mat  between  the  second  and  third  rows.  The  grill- 
age mat  is  a  lip-mat,  and  was  sank  to-day.  The  foot-mat  has  not  yet  been  sunk.  All 
foot-mat  on  Main  Dike,  according  to  orders,  will  be  sniik  flat,  and  cross-dikes  will 
have  grillage  tip-mat  and  50  feet  tip-mat  outside.  The  shore  at  bead  of  Main  Dike  ia 
protected  by  a  revetment  290  feet  long  and  65  feet  wide.  Tho  small  gap  between  end 
of  Main  Dike  and  shore  will  be  closed  in  a  few  days  and  cross-dikes  will  be  finished 
to  shore  as  soon  as  possible. 

If  the  material  can  be  had^Main  Dike. as  far  as  Cross  Dike  No.  2  and  Cross  Dikes  1 
and  2  can  be  protected  by  the  latter  part  of  December. 

PIAKT. 

The  small,  low,  100-foot  mat  bar^e  used  by  me  in  Bullerton  Chute  is  almost  useleaa 
for  making  mat  in  swift  water,  as  it  has  but  one  kevel  on  each  end  and  no  capstan. 
The  new  large  157-foot  mat  boat,  with  capstan  on  each  end,  I  am  now  using  is  all 
that  could  be  desired. 

The  pile  drivers  have  done  very  well,  but  the  circular  lead  drivers  are  at  times  verj 
awkward  to  handle,  and  are  the  cause  of  considerable  delay.    The  side  lead  driven 
are  much  more  convenient  and  in  every  way  preferable  to  circular  leads. 
Very  respectfully,  ;our  obedient  servant, 

F.  A.   YRAGKft. 

J.  G.  D.  KmGHT, 

Captain  cf  Engineers,  U.  8.  A. 

/ 

16. 

BBPOBT  OF  A.  P.  HATFIELD,  A68I8TAHT  BKOINKBB,  UPON  HYDRAUUC  GRADING  OPKEA> 

TION8. 

Elmot,  Ark.,  November  13,  1883. 

8iR :  I  have  the  honor  to  submit  the  following  as  my  report  of  the  hydraulic  grading 
performed  in  Plum  Point  Reach  since  December  1, 1882. 

On  that  date  I  was  placed  in  charge  of  Grader  No.  4.  This  crader  has  two  Davidson 
pumps,  independent  action.  Plungers  16  inches  diameter,  driven  by  two  compound 
engines,  the  initial  or  high-pressure  cylinders  being  18  by  24  inches,  the  low-pressure 
cylinders  34  by  24  inches.  Steam  is  supplied  by  a  battery  of  three  boilers,  22  feet  lon^, 
44  inches  diameter  of  shell,  with  five  10-inch  flues.  Area  of  grate  surface,  56  feet  3 
inches.  The  vacuum  pumps  are  also  of  the  Davidson  style,  steam  cyliuders  10  by  16 
inches,  water  cylinders  12  inches  diameter.  The  water  supply  came  from  two  wella 
directly  below  the  pumpt ;  these  are  3  feet  square,  the  water  passing  through  two 
strainers  of  2,500  f-inch  holes.  Tbe  suction  pipe  is  14  inches  diameter.  The  dia- 
charge  is  through  a  boom  pipe  60  feet  long,  having  twelve  openings  fitted  with  4-inoh 
valves ;  to  ^hese  the  hose  is  attached.  The  hose  outfit  consisted  of  4-inch  hose— «ix 
sections  50  feet  each ;  two  sections  25  feet ;  two  sectiouH  12  feet  2^  inches.  Rubber 
6-ply  hose,  four  sections,  50  feet,  with  nozzles  H,  If,  and  2  inches. 

December  2,  the  grader  was  taken  to  the  head  of  Bullerton  and  began  work  on  the 
west  side.  Here  we  graded,  up  to  February  9,  9,432  linear  feet,  and  98,546  yards. 
Up  to  this  time  the  total  operating  expenses  were,  for  labor,  |1,970.12;  fuel,  14*39.97 ; 
subsistence,  $548.25 ;  total,  $2,958.34.  Cost  per  yard,  3  cents ;  per  linear  foot,  31  cents. 
The  grader  had  a  total  crew  of  17  men,  and  nsed  about  80  bushels  of  coal  per  working 
day. 

if  arch  26  I  was  transferred  to  Grader  No.  2.  This  has  pumps  of  the  Deane  make, 
and,  except  in  being  duplex  action,  they  are  of  the  same  general  dimensions  and  steam- 
power  as  Grader  No.  4. 

We  again  began  work  on  upper  Osceola  Bar,  where  we  were  at  work  until,  AprilG. 
the  water  again  rising  obliged  us  to  stop.  Here  we  graded  2,900  linear  feet,  10,639 
yai^s.  The  expense  of  this  period  was :  Labor,  $403 ;  fuel,  $83.60 ;  subsistence,  $83.20; 
total,  $569.80.     Cost  per  yard,  3.8  cents;  per  linear  foot,  14  cents. 

We  were  laid  up  on  account  of  high  water  until  July  14,  when  I  was  directed  to 
take  Grader  No.  4  and  try  to  wash  a  channel  through  t^e  bar  forming  from  near  the 
head  of  Bullerton  toward  the  head  of  Yankee  Bar.  We  commenced  on  the  lower  side 
of  the  bar,  working  up-stream  with  two  If-inch  nozales,  which  were  fastened  to  a  apev 
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and  lowered  to  the  bottom.  Soanding^  showed  that  a  hole  waa  readily  washed  from 
3  to  5  feet  deep,  bat  that  it  filled  up  immediately^  after  the  grader  moved.  There 
were  then  17  feet  of  water  on  the  bar.  We  also  tried  working  from  the  upper  side  of 
the  bar  down,  but  in  each  case  th^  hole  filled  up  almost  immediately.  July  24  this 
was  given  up,  it  being  evident  that  the  work  was  useless. 

July  28  we  began  grading  again  on  Builerton  below  the  previous  work.  August 
30,  run  out  at  lower  end  of  the  tow-head,  making  4,360  linear  feet,  36,606  yards.  Most 
of  this  time  we  could  use  but  one  pnmp.  The  cost  of  this  period  was :  Labor,  $840.50 ; 
fnel,  f  190.90 ;  subsistence,  $173.80;  total,  Sl,214.'<^0.  Cost  per  yard,  3.3  cents ;  per  linear 
foot^  27  cents.  This  was  the  last  grading  performed  by  me.  September  24  I  was 
again  transferred  to  Grad*  r  No.  2  and  directed  to  work  in  the  chute  below  Gold  Dust. 
September  26  the  grader  sunk  while  passing  down  the  chute.  The  circumstances 
were  related  in  my  report  of  the  occurrence.    The  grader  was  raised  October  14. 

I  have  thns  given  a  sketch  of  the  amount  of  \roA  performed  by  the  graders,  most 
of  the  work  being  done  by  No.  4.  I  can  say  very  little  as  to  the  respective  merits  of 
the  Davidson  and  Deane  pumps.  The  advantage  seems  to  be  witii  the  Deane  for 
regularity  of  action  and  their  greater  solidity  acquired  by  the  iron  beds  and  the 
heavier  metal  of  its  parts. 

The  arrangement  of  the  wells  under  the  pumps  was  found  to  give  trouble  by  the 
pumps  sucking  the  sand  and  muddy  water  running  off  the  banks,  wearinc^  the  packing 
and  plungers.  While  laid  up  during  May  and  June  thin  was  changed  so  that  the 
water  is  now  taken  from  the  bow  or  the  point  where,  as  the  grader  lies  to  the  bank 
at  work,  it  is  over  the  deepest  water  and  removed  as  far  as  possible  from 'the  effect  of 
the  mud  from  the  bank.  The  wells  in  the  bow  seem  to  act  as  a  settling  tank  and 
furnish  better  water  to  the  boilers  and  pumps,  bat  they  require  to  be  frequently 
cleaned  of  the  mud  deposited. 

The  left  pump  of  Grader  No.  4  seemed  to  have  settled  out  of  line,  so  that  during  Au- 
gust we  could  use  but  one  pump.  An  examination  also  showed  that  part  of  the  valve 
motion  had  become  so  worn  that  it  was  probably  the  cause  of  the  irregularity  of  stroke 
and  heavy  pounding  for  some  time  noticed  in  this  pump.  The  rubber  valves  seem  to 
wear  rapidly.  Two  sets  have  been  used.  The  worn  valves  have  been  refaced  in  a 
lathe,  but  after  being  so  faced  have  proved  to  be  of  very  little  farther  use. 

In  working  the  grader  1  have  generally  used  one  If-inch  nozzle  with  two  1^  inch. 
One  large  nozzle  proves  to  be  more  effective  than  two  small  ones,  but  the  small  ones 
make  the  better  grade.  There  seems  to  be  too  much  water  flowing  in  one  place  from 
the  large  nozzle.  Wht  n  using  all,  I  have  had  the  small  nozzles  working  together  near 
the  grxwer,  with  the  large  nozzle  about  100  feet  ahead  in  a  cat  by  itself.  Occasionally 
a  stratum  of  hard  blue  clay  is  found  which  the  smaller  nozzlps  cannot  cut,  and  I  have 
^en  combined  all.  The  general  arrangement  of  strata  has  been,  on  the  top  a  brown 
clay  from  four  to  twelve  feet  thick,  with  underlying  strata  of  sand  alternating  with 
clay;  but  these  strata  occur  in  ^reat  variety  of  number  and  thickness.  When  the  bank 
is  entirely  of  clay  but  little  care  need  bo  taken  for  a  smooth  grade.  Where  sand  oc- 
curs the  method  I  have  used  has  been  to  keep  the  top  of  the  cut  a  little  ahead  of  the 
bottom,  and  always  keeping  enough  of  the  loose  soil  back  of  the  cut  to  form  a  sluice 
and  prevent  the  water  nowing  back  over  the  grade.  A  gully  will  be  form(*d  at  the 
bottom,  but,  if  properly  managed,  this  can  be  filled  by  the  caving  of  the  bluff,  and 
the  sluice  advanced  as  rapidly  as  possible.  The  proper  grade  shomd  be  made  at  the 
first  cut ;  any  trimming  afterward  generally  does  harm.  In  some  sandy  places  the 
only  wav  we  could  prevent  gullies  was  to  throw  the  water  from  the  top  of  the  grade 
down ;  then  the  Jet  after  cutting  does  not  run  down  the  grade,  bat  glances  off  into  the 
river. 

The  obstacles  encountered  are  logs  buried  in  the  bank,  stumps,  the  willow  espe- 
cially goinp  deep,  willow  brush  growing  thickly  with  long  roots;  these  form  a  mat 
"which  the  jet  will  not  {lenetrate,  and  must  be  cut  and  pulled  out.  When  practicable, 
I  have  left  stumps  standing  on  the  ^rade ;  otherwise  they  are  pulled  out  by  the  hoist- 
ing engine  of  the  grader.  In  freezing  weather  ice  forms  a  few  inches  thick  on  the 
surface  of  the  bank,  and  finally  falls  in  a  sheet  over  the  bank  to  be  cut.  The  jet  will 
not  cut  this  ice;  so  it  has  to  be  broken  and  moved  by  hand. 

The  small  nozzles  are  strapped  or  fastened  with  hook-bolts  to  a  lever  or  bar  held  by 
the  nozzleman ;  to  this  lever  is  fastened  a  stem  allowing  vertical  motion  to  the  nozzle. 
This  stem  is  inserted  in  a  pipe,  which,  being  pointed,  is  driven  into  the  ground  as  a 
atand.  The  stem  is  held  in  place  by  a  set-screw,  which  penetrates  into  a  recess  in  the 
stem  and  allows  free  horizontal  motion.  The  stand-pipe  is  also  assisted  by  an  anchor 
placed  forward.  The  anchors  were  first  made  with  a  rigid  bar  at  right  angles  to  the 
flnke ;  this  bar  had  a  hook  at  the  end,  which  was  put  in  a  ring  on  the  stand ;  but  as 
they  invariably  soon  broke  at  the  angle  between  the  fluke  and  the  bar,  I  substituted 
a  chain  for  the  bar.  For  the  large  nozzles  I  at  first  tried  the  same  kind  of  stand,  but 
floon  found  it  would  not  hold  even  with  three  anchors;  therefore  a  heavy  wooden 
bench  having  four  lo^s  was  made ;  this  has  worked  well,  requiring  two  anchors. 
The  large  nozzles  furnished  gave  way  at  the  baae  by  the  copper  tube  drawing  out  of 
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the  ooapling  ring.  January  6  this  ocourred,  breaking  the  nozzleman's  leg;  rinoo  then 
a  heavy  iron  clamp  with  an  eye  on  one  side  has  been  nsed ;  the  clamp  ia  also  riveted 
to  the  tnbe. 

For  service  on  the  bank  I  have  used  one  nozzleman  and  two  helpers  for  the  large 
nozzle,  and  one  nozzleman  with  one  helper  for  each  small  nozzle.  On  the  grader  we 
require  two  engineers,  two  firemen,  a  linesman,  and  helper. 

Since  April  6,  the  party  has  been  subsisting  on  the  nearest  onarter  boat. 

To  obtain  the  data  necessary  to  make  the  reports  of  the  efficiency  of  the  paraps^ 
work  performed,  &c.y  the  pumps  have  a  ''revolution  counter"  and  a  scale  laid  off  on 
the  siae  of  the  pumps  to  show  the  length  of  the  stroke.  The  steam  engineer  has  on 
a  board  placed  convenient  a  blank  form  (see  Form  2),  on  which  he  records  the  exact 
time  of  starting  and  stopping  of  the  pumps,  cause  of  stoppage,  and  the  reading  of 
the  revolution  counter  at  time  of  stopping.  The  counter  is  disconnected  when  the 
pnmps  stop,  and  connected  when  tbe  pumps  are  started,  after  thev  have  made  the  first, 
tew  strokes  to  fill  the  boom  pipe  and  hose.  A  record  is  thus  kept  of  the  effective 
strokes  of  the  pump.  The  theoretical  discharge  is  computed  from  the  number  and 
length  of  the  strokes.  Tbe  nozzles  also  have  a  pressure  gauge  at  the  base  where  the 
stream  begins  to  contract,  which  gauge  shows  the  pressure  at  this  point,  and  the  actual 
discharge  is  computed  from  this  pressure  according  to  tables  found  in  '*  Ellis  on  Fire 
Streams.''  A  blank  form  is  fastened  up  on  the  grader  house,  and  on  it  the  nozzleman 
records  frequently  the  pressure  of  nozzles  and  pumps  at  the  same  time,  also  the  time  of 
observation,  length  of  hose,  &o.  (see  Form  No.  4).  The  steam  enj^ineer  also  makes 
daily  reports  (Form  3)  of  matters  pertaining  to  the  working  of  his  en^nes.  From 
^ese  reports  and  bank  measurements  my  reports  (see  Form  1)  are  compiled. 

The  efficiency  of  the  water  cylinder  has  varied  from  75  to  85  per  cent. 

The  pressures  used  have  generally  been  about  110  or  115}H)undsat  the  pumps,  which 
gives  from  80  to  90  at  the  nozzles.  I  at  first  endeavored  to  use  higher  pressure,  bat 
the  frequent  bursting  of  the  2i-inch  hose  obliged  me  to  use  the  low  pressure  men- 
tioned. This  2i-inch  hose  was  of  rubber,  6-ply.  The  4-inch  hose  at  first  seemed  able 
to  endure  all  the  pressure  I  wished  to  give,  and  I  had  no  trouble  with  it,  until  after 
laying  up  through  the  high  water  I  tried  to  use  the  large  hose  and  nozzles  under  water 
washing  tbe  bar.  Then  the  hose  would  not  endure  more  than  80  pounds  pump  press- 
ure, and  this  weakness  still  continued  when  the  hose  was  used  for  bank  gradiuflr.  I 
have  cut  out  the  burst  places  and  inserted  couplings,  but  the  4-inch  hose  on  nand 
is  weak  and  causes  delays  by  its  frequent  bursting.  The  2i-inoh  rubber  hose  has 
mostly  been  replaced  by  a  cotton  rubber-lined  hose.  Eureka  brand.  The  single  50-foot 
section  furnished  me  fast  spring  has  given  good  satisfaction,  and  I  believe  is  still 
serviceable ;  but  hose  of  apparently  the  same  kind  received  since  has  given  much 
trouble  by  bursting  at  very  moderate  pressure.  The  first  to  break  gave  way  at  80 
IK>qnds;  I  had  observed  the  pressure  only  a  moment  before  it  burst.  This  hose  also 
gives  way  near  the  nozzle.  The  first  signs  are  numerous  fine  jets  Issuing  all  around 
the  hose;  thene  increase  in  size  and  number  until  thelfose  gives  way.  The  time  con- 
sumed m  replacing  coupling,  either  when  the  hose  has  burst  or  the  coupling  slipped, 
has  added  to  the  cost  of  the  work.  1  have  endeavored  to  have  sufficient  hose  on  hrnid 
so  that  these  repairs  could  be  made  at  night  or  at  times  without  ititerfering  with 
the  work,  but  several  times  have  had  to  stop  and  make  general  repairs.  When  the 
cotton  hose  is  not  in  use,  I  have  kept  it  on  the  staging  m  an  inclined  and  straight 
position.    When  in  use  this  hose  has  no  chance  to  dry,  and  this  may  tend  to  weaken  it. 

The  graders  as  they  are,  seem  to  be  very  complete  for  the  service,  and  I  have  no 
suggestions  to  offer  as  to  changes  in  the  general  construction.  I  would  only  suggest 
that  flome  arrangement  be  added  that  will  enable  the  full  power  of  the  pumps  to  be 
applied  to  pumping  from  the  hold  in  case  of  accidents  or  leaks  which  may  endanger 
the  grader. 

I  append  the  blank  forms  used  in  collecting  data  for  reports. 
Very  respectiuUy,  yours  truly, 

S.  P.  Hatfibld, 
Lnited  States  Assistant  Engineer, 

Mr.  A.  J.  I^'RiTH, 

Untied  States  Assistant  Engineer  in  charge  Plum  Point  Reaok, 
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(FonBl.1 

tabulab  report. 

Hydraulio  Gradkr  No.  — . 

For  10  day  ending ,  — -. 


Time  In  minutee. 


Working. 


ir 


U" 


If 


Moving. 


DeUy. 


DisplAoemmts. 


I 
I 


Per  minute. 


Nosslee 


IJ"  14"  l|« 


Koides. 


Hbie. 


DiiohArgee. 


I 

^1 


Nosile. 


Hf' 


li" 


11" 


BAohnoisle. 


li" 


I 


ir 


If 


TotaL 


Cost  per  diem. 


Total. 


Coet 


Per  eent.  oomposition. 


§51 


I 
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[Form  2.] 
STKASf  BKOINKXB'S  RBPOBT. 

Date: ,  . 


XzAct  time  starting. 

SxMst  time  stopping. 

Beading 

of 
ooonter. 

Bemarks,caitae< 

U" 

U" 

14" 

1*" 

U" 

U" 

(Form  8.] 
8TBAM  engineer's  DAILY  BEPOBT. 

Date: ,  . 


TIlMOf 

Preasnres. 

Strokes  per  minute. 

Beading 

of 
ooonter. 

Bemarks,  time  of  delaya.  aaA 

dny. 

Steun. 

Pomp. 

Yaonam. 

Komber. 

Length. 

oaose. 

# 

[Form  4.] 
NOZZLEMAN'S  REPORT. 

Date: ,  . 


Pzessnree. 

Time<tf 
day. 

KosBle. 

Pomp. 

Lempaumwo. 

B«mark8.ooiiditiaB 
of]uiee»*o. 

ir 

ir 

ir 

4" 

«4" 

1 
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I  7. 

RKPOBT   OF   W.  H.  POWUBSS,    ASSISTAJTT   SNOmEBR,  UPON   8UETSTB   ON   THX  PLUM 

POINT  RKACH. 

Fulton,  Tbnn.,  Navemlw  5, 1883. 

Captain  :  In  accordance  with  yonr  order  of  September  14, 1  have  the  honor  to 
sabmit  the  following  report  for  the  eleyen  months  ending  October  31,  1883. 

Field  and  office  work,  —The  following  is  a  statement  of  the  work  accomplished  by 
the  party : 

•  ••««•• 

The  following  additional  maps  and  tracings  have  been  made : 

»•  •'»  «  •  • 

Numerous  progress  sheets  have  been  prepared,  and  several  drawings  made  of 
machlDery,  &c. 

The  following  measurements  of  discharge  have  been  made : 

•  •  •  «  •  •  • 

The  following  miscellaneous  field  work  has  been  doue: 

•  ••*««« 

Stage  of  the  river, — From  the  hydrograph  which  accompanies  this  report  it  will  be 
seen  that  three  distinct  flood- waves  passed  down  during  the  eleven  months.  The 
heights  attained  by  their  oreste,  and  the  dates  of  their  passage  at  Plum  Point,  are  as 
follows: 


Number. 


Height  above  I  Height  below- 
low  water  of  I  high  water  of 
1870.  I    March  1,1882. 


Tlrrt 

Second... 
Third.... 


March  1, 1888 
April  19, 1888. 
June  30, 1883. 


"r 


Fett. 

Feet. 

32.20 

0.52 

2&80 

8.92 

2&75 

5.97 

The  first  flood  caused  a  general  overflow  between  Cairo  and  Memphis ;  but  as  it 
subsided  very  rapidly,  its  dfect  was  less  disastrous  than  that  of  March  i,  IH&Z.  The 
second  and  third  flood-waves  only  overflowed  the  banks  in  a  few  localities ;  the  latter 
was  caused  by  the  Missouri  River,  and  did  much  damage  above  Cairo. 

In  accordance  with  your  instructions,  the  mean  stage  of  the  river  for  the  years 
ending  November  1,  1882,  and  November  1,  1883,  was  computed,  a  planimeter  being 
Q80d  for  the  purpose.  The  results  obtained  were  20.6  and  14.8  &et,  respectively. 
The  following  table  gives  the  mean  stage  for  the  months  comprising  those  years. 

Mean  $tage  of  river. 


1881  and  1882. 


1882  and  1888. 


l>eoember . 
JiMiiuuy... 
Febmaiy. 
March 

^::::: 

June 

Jnly 

Augaat... 
8fl0eaibflr, 
Oofeaber... 


FmL 
1881,  17.5 

1881.  1&2 

1882,  28.2 
1882.  81.7 
1882,  8L8 
1882,  24.1 
1882,  25.7 
1882,  26.1 
1882,  22.0 
1882,  1L7 

1882,   ao 

1882^     4.7 


Feet 

1882,  5.8 

1882,  5.2 

1883,  9.7 
1888,  25.8 
1888,  24.4 
1888,  26.0 
1888,  90.8 
1888,  24.0 
1883,  19.4 
1888,  10.6 
1888,  8.1 
1888,  8L4 
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The  fUloiriiig  toble  Ib  also  appended. 


ITnmberof  days 

on  whiohthe 
■tafleofthoH^er 
varies  between— 

KoTember  1, 

1881,  to 

NoTember  1, 

1882. 

Kovember  1, 

1882,  to 

Noyember  1, 

1868. 

Oaad   5feet.... 

5  and  10  feet.... 
10  and  15  feet.... 
15  and  20  feet.... 
90  and  25  feet.... 
25and80feet.... 
80and85feet.... 

45 
46 
82 
78 
84 
68 

88 
26 
61 
43 
60 
20 

CHANaES  ON  THS  BEACH. 


The  most  etrikiDg  change  noted  iu  the  great  excess  of  the  fills  oyer  the  sconn,  a 
fbatoie  probably  dae  to  the  February-March  flood,  the  slackening  of  the  onrrent  when 
the  water  oyernowed  its  banks  causing  deposits  which  subsequent  floods  have  as  yet 
failed  to  remove. 

Jihport  Bend, — lu  the  bend  above  Daniels  Point  rapid  caving  occurred  during 
medium  and  high  stages,  and  an  unusually  swift  current  existed.  (During  the  Feb- 
ruary-March flood  the  surface  velocity  in  this  bend,  about  300  feet  from  the  caving 
bank,  was  9  feet  per  second  or  6  miles  per  hour.)  The  material  derived  from  this 
caving  was  probably  deposited  over  the  bed  of  the  river  in  Ashport  Bend,  where  the 
current  was  much  more  slack.  This  denobit  in  turn  caused  a  contraction  of  sectional 
area  from  which  the  river,  owing  to  the  curvature  of  its  left  bank  and  the  nature 
of  its  material,  sought  relief  in  caving  rather  than  in  bed  erosion.  Approximate  val- 
ues of  the  volume  of  scours  and  fills  in  this  locality  were  as  follows: 

Cnbiofeet. 

Volume  of  caving  bank  in  bend  above  Daniels  Point 170,000,000 

Volume  of  caving  bank  in  Ashport  Bend 106,700,000 

Volume  of  bed  erosion  in  Ashport  Bend 8(»,000,000 

Volume  of  fill  over  bed  in  Ashport  Bend 429,200,000 

Assuming  that  the  volume  of  caving  in  the  Ashport  Bend  has  been  cairied  below, 
the  volume  deposited  in  the  bed  which  has  been  derived  above  from  sources  other 
than  the  cavins  bank  in  the  bend  above  Daniels  Point  is  152,500,000  cubic  feet. 

The  values  of  the  mean  depths,  widths,  and  sectional  area  at  low  water  are  given 
in  a  table  accompanying  this  report,  and  are  also  represented  graphically  on  a  tracing. 
The  following  are  the  mean  values  in  this  part  of  the  river. 

Mtam  ehangei  in  AMhpwrt  Bend,  No9.  20-127,  both  <iioliMtM. 

Decrease  in  high-water  sectional  area square  feet..  10,377 

Decrease  in  low- water  sectional  area do 9,056 

Decrease  in  low-water  mean  depth feet..  5 

Increase  in  low-water  width : do 218 

•  •••••• 

Bangee  Noe,  27-<)l.— The  changes  over  this  portion  of  the  river  condst  in  a  hcour 
along  the  main  dike  and  a  fill  in  the  channel.  The  maximum  value  of  the  former  is 
10  feet  and  its  average  about  5  feet.    The  maximum  fill,  23  feet,  occurs  on  No.  30. 

Main  river,  No8.  32-38.— An  inspection  of  Nos.  32  and  33  shows  that  a  very  heavy 
fill  has  occurred  olf  Elmot  Bar,  which  has  been  accompanied  by  marked  caving  on 
the  Arkansas  shore.  On  No.  33  the  area  of  this  fill  and  caving  are  nearly  equal,  but 
on  No.  32  the  fill  is  largely  in  excess.  The  caving  in  this  locsdity  has  formed  a  false 
point  below  No.  33,  the  tendency  of  which  is  to  throw  the  wat«r  toward  the  foot  of 
£lmot  Bar.    This  efifect  is  particularly  noticeable  on  No.  36. 

Elmot  Chute. — The  changes  in  this  chute  are  as  follows:  Over  areas  behind  the  old 
dikes  a  fill  has  generally  resulted ;  over  areas  behind  the  gaps  recently  closed  a  scour 
has  occurred^  on  Nos.  30  and  31,  at  Ke^s  Point,  a  caving  bank  and  a  makine  bar 
have  shifted  the  channel  to  the  south,  while  lower  down  along  Elmot  Bar,  firorn  No.  34 
to  37,  similar  causes  have  shifted  the  channel  to  the  north.  Below  No.  38  th«  chute 
has  made  a  new  low-water  mouth  along  the  outside  of  Island  No.  30,  causing  veiy 
heavy  scours.    Owing  to  this  and  to  the  caving  banks  before  mentioned,  the  resultant 
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ohaDge  in  the  high-water  sectional  area  shows  an  inoxease.    The  increase  in  the  aiea 
of  the  low-water  section  is  not  so  marked,  owing  to  the  bnlk  of  the  erosion  oooniring 
above  low-water  mark. 
The  following  are  the  values  of  these  changes : 

Mean  ehangei  in  Elmoi  ChnU, 

Kos.  27-42,  excepting  Nos.  26  and  31 : 

Increase  in  sectional  area,  high  water square  feet..  3,340 

Increase  in  sectional  area,  lowwater do....      420 

Increase  in  mean  depth,  low  water feet..  1.1 

The  upper  month  of  Elmot  Chute  at  the  foot  of  Elmot  Bar  is  about  the  same  a» 
during  the  December-February  survey.  It  fiUed  up  completely  during  the  high 
stage,  but  cut  out  again  when  the  river  fell. 

Chute  No.  30.— The  closing  of  this  chute  at  its  head,  which  was  commenced  in  1881,. 
still  continues.  It  is  now  entirely  cut  off  at  the  low  stage,  and  has  not  been  taken 
into  account  in  computing  mean  values  of  low-water  areas,  ^c. 

The  mean  changes  in  its  three  cross-sections  are  as  follows: 

Decrease  in  high-water  sectional  area square  feet . .  2, 53. 00 

Decrease  in  low-water  sectional  area do 710. 0 

Decrease  in  low- water  mean  depth feet..  0.6 

Oeoeola  Chute,— The  changes  in  this  chute  have  been  as  follows: 

Upper  Oeoeola  CkuU,  Noe,  39},  40,  40},  41,  41},  42,  and  43. 

ICeao  decrease  in  high-water  sectional  area square  feet..  4,306.0 

Mean  decrease  in  low -water  sectional  area do 946.0 

Mean  decrease  in  low-water  mean  depth feet..  1.9 

'  The  maximum  fill,  17}  feet,  occurs  on  range  42. 

Lower  Osceola  Chute,  Noe,  4&-47. 
Mean  increase  in  low-water  sectional  area square  feet..  40 

Main  Biter,  Noe,  37-50. — On  this  portion  of  the  river  the  most  noticeable  change  is 
the  continued  cavine  along  Osceola  Bar,  extending  from  Nos.  41-47,  and  tending  to 
shift  the  channel  stiH  further  toward  the  Arkansas  shore.  The  closing  of  chute  No. 
30  at  low  stages,  and  the  deepening  of  the  lower  mouth  pf  Elmot  Chute,  have  caused 
a  marked  shoaling  (maximum  value,  44  feet  on  No.  42)  of  the  old  channel,  and  a  scour- 
ing along  the  Tennessee  shore,  against  which  the  water  from  Elmot 'Chute  impinges. 
This  water  is  there  deflected  and  then  scours  the  old  channel  at  No.  44,  and  thereby 
causes  the  fill  in  the  locality  where  the  Government  fleet  forraerJy  lay.  It  also  ap- 
pears that  a  shoaling  of  22  feet  has  occurred  at  the  Plum  Point'  Landing  (No.  45). 
At  No.  48,  a  fill  averaging  16.4  feet  has  occurred  for  a  distance  of  2,400  feet,  in  firont 
of  the  Osceola-BuUerton  Dike,  while  a  marked  scour  has  taken  place  in  the  channel. 
Behind  this  dike  a  fill  averaging  10  feet  in  depth  has  occurred  on  No.  48  for  a  distance 
•f  700  feet,  and  on  No.  49  a  fill  averaging  10.6  feet  extends  to  the  Arkansas  shore. 

Main  river,  No.  50,  to  head  oj  TanJcee  Bar. 

On  No.  50  a  scour  has  occurred  on  the  npper  side  of  BuUerton;  shoal  water  still 
continues  along  the  outside  of  BuUerton  Tow-head  off  its  head,  but  a  channel  has 
scoured  out  about  1,200  feet  from  it,  giving  10  feet  at  low  water  down  this  passage. 
Below  No.  50  a  fill  has  generally  occurred  over  BuUerton  Bar,  except  on  range  56, 
where  a  scour  has  taken  place,  owing  to  the  recession  of  the  bluff  sand-bank  which 
forms  the  right  shore  of  the  Tennessee  Chute,  below  No.  55.  A  marked  scour  has  oc- 
curred off  the  outside  of  BuUerton  Tow-head,  at  No.  52  and  53,  and  a  deepening  has 
also  taken  place  at  its  foot.  This  latter  change  is  not  shown  on  the  tracings;  it  oc- 
curred between  the  surveys  of  August  and  October,  and  amounted  to  3  feet. 

Bullerton  Chute.— The  following  show  the  mean  cnanges  in  Nos.  50,  51,  52,  and  53,  in 
this  chute : 

Square  feet. 

Increase  in  high-water  sectional  area 1,212 

Increase  in  low- water  sectional  area 1,481 

Below  head  of  Yankee  Bar. — Below  Range  58  the  changes  are  not  very  marked.  Owing 
to  high  water  caving,  )^o.  58,  which  formerly  crossea  Yankee  Bar,  now  passes  above 
ik    Caving  stUl  continues  above  Craighead  Point. 
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ToMihte  Bar  CknU, — No  data  exiats  for  noting  the  changes  in  thia  looalitj.  Appear- 
ances, howeyer,  indicate  a  fill  thionghont  its  whole  extent. 

Ohangea  in  Elmoi  and  Island  No,  30  eikutea  between  iurveya  of  April,  1882,  and  September- 
October,  1883. 

The  snrveys  of  April,  1882,  being  made  before  the  dikes  were  commenced,  this  oom- 
parison  ^ives  an  idea  of  the  changes  caused  by  them.  The  caying  of  the  banks  at 
Key's  Point  and  Elmot  Bar  and  the  deepening  of  the  chnte  below  No.  38  had  begun 
«everiJ  years  before  the  dikes  were  commenced,  and  their  erection  has  not  as  yet  caused 
4iny  changes  in  these  localities.  The  shoaling  of  the  chute  of  No.  30  at  its  head  is  of 
«eYeral  years'  standing,  and  still  continues. 

On  a  tracing  the  dikes  are  shown  as  they  existed  about  Augost  1,  as  the  caps  in 
them  which  have  yery  lately  been  closed  must  have  influenced  greatly  the  cnauges 
which  have  occurred.  These  changes  are  very  similar  to  those  already  noted  above 
4is  occurring  between  the  snrveys  of  December-February,  1882-3,  and  October,  1883. 
On  No.  31,  outside  of  the  dike,  a  fill  is  shown,  but  the  former  comparison  shows  that 
•this  has  since  been  scoured  away. 

The  mean  changes  which  have  occurred  in  these  chutes  are  as  follows: 

Increase  in  high- water  sectional  area square  feet . .  1, 273 

Decrease  in  low- water  sectional  area do 557 

Increase  in  low-water  width feet..  106 

Jjecrease  in  low-water  mean  depth do  . .  0. 1 

An  approximate  value  of  the  excess  of  the  volume  of  scour  over  that  of  fill  between 
;the  high-water  sections,  from  28  to  42,  is  22,426,000  cubic  feet. 

Gauging  obaerraiiona. — Gauging  observations  have  been  made  with  double  floats, 
Tun  at  mid-depth  and  observed  from  the  cud  of  a  base-line  several  hundred  feet  long. 
JLn  ordinary  watch  was  used  for  observing  time.  The  distance  over  which  the  pas- 
«age  of  floats  was  observed  was  200  feet. 

The  computed  discharges  mentioned  in  the  table  of  results  given  below  (Appendix) 
liaye  been  computed  from  the  equation  of  the  Fulton  discharge  curve  given  in  my 
Import  of  July  11,  1881,  to  the  Commission.  The  observed  values  of  the  discharge  of 
-the  river  at  Bullerton  Tow-head  on  September  5  and  October  26  differ  from  those 
computed  by  3^  and  1  per  cent.,  respectively. 

It  will  be  seen  that  the  discharge  in  Lower  Osceola  Chute  ceases  at  a  sta^  of 
About  4  feet ;  at  a  stage  of  25  feet  it  passes  about  7  per  cent,  of  the  volume  of  the  nver. 
The  observations  taken  in  Elmot  Chute  show  that  m  June  the  upper  mouth  discharged 
4^bout  one-half  more  than  the  lower  mouth,  but  that  in  October  these  discharges  were 
4&bout  equal.    The  discharge  of  Chnte  30  ceases  at  about  a  6-foot  stage. 

The  ratio  of  the  discharge  of  Bullerton  Chute  to  the  entire  discharge  of  the  river 
varies  inversely  as  the  stage.  On  September  15  (sta^e  4.9  feet)  its  value  was  0.62; 
<<>n  October  26  (stage  5.4  feet)  this  was  reduced  to  0.50,  owing  to  a  scouring,  both  in 
ithe  Tennessee  and  middle  channels. 

SLOPE  OBSERVATIONS. 

A  table  accompanying  this  report  gives  a  comparison  of  the  profiles  of  the  river  on 
March  1,  1882,  on  which  date  it  reached  the  highest  level  on  record,  and  on  October 
12,  1883,  when  the  stage  at  Elmot  was  3  icct  above  low  water  of  1879.  It  will  be 
seen  that  the  value  of  the  fall  from  Ashport  to  Fulton  is  1.36  feet  greater  at  the  low 
than  at  the  high  stage.  This  difference  is  a  maximum  at  Potty's  Landing,  the  fall 
l>etween  that  point  and  Ashport  being  3.28  feet  greater  at  the  low  stage. 

The  following  values  of  the  fall  through  Bullerton  Chute  (torn  Dnver's  toPetty's 
liandings,  are  given : 


Date. 

Above  low  water  at  Driver's  Landing. 

ML 

March  1,1882 

38.0 

0.6B 

October  12, 1888 

2.1 

xn 

November -^1878 

0.2 

8.sr 

Prom  the  tracing  showing  the  two  profiles,  it  is  seen  that  the  exoessively  high  slope 
m  tbe  vicinity  of  Bullerton  Tow-head  is  accompanied  by  a  low  value  of  the  curve  of 
mean  depth:  also,  that  a  marked  scour  has  occurred  in  the  locality  whero  at  the 
Jugh-water  of  March  1, 1882,  a  very  heavy  slope  was  found. 

.Dunog  the  low- water  surveys  of  August-September,  1883,  and  October,  1883,  great 
yariations  were  found  in  the  level  of  the  water  at  the  opposite  extremities  of  the 
4>roes-sections  in  the  yioinity  of  Bullerton  Tow-head,  caused  doubtless  by  a  shoal  at 
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the  lower  end  of  the  Tennessee  Chnte,  acting  as  as  a  dam  and  forcing  back  the  water:. 
On  October  22  the  following  differences  in  elevation  were  found : 

Peet- 

Elevation  of  No.  50 Tennessee  above  No.  50  Arkansas  ...» 0.6^ 

Elevation  of  No.  51  Tennessee  above  No.  51  Arkansas 1.33 

Elevation  of  No.  53  Tennessee  above  No.  53  Arkansas 1.62 

Elevation  of  No.  54  Tennessee  above  No.  54  Arkansas 1.73 

Elevation  of  No.  58  Tennessee  above  No.  58  Arkansas 1.78 

An  erosion  is  now  occurring  at  this  shoal  in  the  chute,  the  effect  of  which  will  be» 
to  lessen  the  above  differences  and  increase  the  discharge. 

CAVINO  BANKS. 

Athpori  Bend, — ^The  length  of  the  caving  bank  in  this  bend  is  about  14,000  feet, 
extending  finom  No.  21  to  25,  and  the  greateiBt  annual  rate  of  caving  is  at  present  54<> 
feet.  The  caving  since  the  fall  of  1879  bas  amounted  to  about  700  feet.  As  fiftr  aa* 
observed,  caving  nere  occurs  wholly  at  medium  and  high  stages. 

Below  FletchiPa, — Caving  here  extends  from  the  mouth  of  Mill  Bayou  to  the  falser 
point  below  No.  33,  a  distance  of  8,000  feet ;  of  late,  however,  but  little  caving  ha» 
occurred  above  No.  32.  The  maximum  caving  now  occurs  at  No.  33,  where  the  annual 
rate  is  600  feet. 

Innde  of  Elmot  j?ar.— Below  No.  34  the  cavine  which  was  in  progress  in  1879  still 
actively  continues,  and  to  it  is  due  the  erosion  of  the  lower  mouth  of  £lmot  Chute  and 
the  closure  of  Chute  No.  30  at  its  head.  The  length  of  the  caving  is  about  5,000  feet^ 
and  the  present  maximum  rate  is  360  feet  per  vear. 

(hUHde  of  Ooceola  Bar, — ^The  caving  in  tnis  locality  has  been  in  progress  since  1879^ 
since  which  date  the  head  has  receded  down-stream  3,000  feet-,  and  the  cut  now  knowi^ 
as  the  middle  entrance  formed.  The  caving  since  1879  has  been  1,600  feet  at  No.  41,. 
and  700  at  No.  44.  The  maximum  caving  of  late  has  been  at  No.  44,  where  the  banlc 
has  receded  250  feet  in  ten  months.  At  present  no  caving  is  occurring  in  the  locality^, 
the  bank  having  been  revetted. 

Below  San  Souci, — Cavinp;  still  continues  in  this  locality  and  is  most  marked  at  ih» 
low  stage  owing  to  the  swift  current  in  Bnllerton  Chute.  The  length  of  the  caving, 
bank  is  about  3,700  feet,  nnd  its  present  maximum  rate  270  feet  per  annum. 

At  and  dbope  Craighead  Point—This  caving  occurs  almost  entirely  at  medium  and  ' 
high  stages.  Its  length  is  about  15,000  feet  extending  from  No.  56  to  No.  68.  Thet 
maximum  rate  is  about  260  feet  per  year. 

Head  of  Yankee  Bar,— At  high  stages  a  very  swift  current  was  thrown  against  th& 
head  of  Yankee  Bar,  due  probably  to  heavy  fills  in  Yankee  Bar  Chute.  The  bank 
beinff  composed  of  sand  has  receded  very  rapidly,  the  amount  of  recession  being  1,200 
feet  from  January  to  October,  1883. 

Local  high- water  caving  has  occurred  at  Keys  Point,  left  bank  of  Chute  No.  30,  and 

TeDueasee  shore  below  Plum  Point. 

•  •••••• 

8UMMABT  OF  GUANOES  ON  THE  REACH. 

The  following  table  exhibits  the  mean  values  of  cross-section  areas,  &o.,  ttom 
Daniels  Point  to  Fort  Pillow.  In  all  computations  relating  to  low-water  dimensions, 
the  following  chutes  in  which  no  current  exists  at  low  water  have  been  disregarded.. 

Aehport,  Oeoeolaf  No.  30,  and  Yankee  Bar, 

Mean  values  No.  17  to  71. 

(ThMe  vofaimes  have  been  mensnTed  with  a  plaaimeter  from  onrves  shown  on  tracing.) 

Decrease  in  high-water  sectional  area square  feet..  4,439 

Decrease  in  low-water  sectional  area do....  4,72^ 

Decrease  in  low-water  mean  depth feet . .  0. 9" 

Decrease  in  low-water  width do 10^ 

Area  in  low -water  sections  December,  1882,  February,  1883 square  feet. .  49, 520 

Area  in  low-water  sections  October,  1883 do....  44,792: 

Low- water  mean  depth  December,  1882,  February,  1883 feet . .  15. 4. 

Low-water  mean  depth  October,  1883 do 14.5- 

Low-water  width  December,  1882,  February,  1883 do 3, 30ft 

Low-water  width  October,  1883 do.,..  3,19» 

The  value  of  the  decrease  in  high-water  sectional  area  would  be  probabljr  materially 
Increased  if  the  fills  in  Ashport  and  Yankee  Bar  Chutes  had  been  ascertained.  Thia. 
omission,  however,  has  not  effected  the  values  for  the  low-water  sections. 
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Tbe  following:  Is  a  BummaiT  of  the  Yolnmes  of  fillB  and  soonn  otof  the  naohy 
Itetween  the  surveys  of  December,  1882,  Febraary,  1888,  and  October,  1883. 

TMt 

Volume  of  fill  below  ordinary  high-water  mark 726,500,000 

Volume  of  fill  below  low-watermark 655,000,000 

Volume  of  fill  above  low-water  mark 70,700,000 

Volume  of  scour  below  ordinary  high- water  mark 257,900,000 

Volume  of  scour  below  low-water  mark 142,500,000 

Volume  of  scour  above  low- water  mark 115,400,000 

My  assistants,  Messrs.  Phillips,  Manrer,  and  Clark  have  rendered  valuable  and  effi- 
cient service. 
Respectfully  submitted. 

W.  H.  POWLB88, 

*  Attktant  Snglmttt. 

J.  G.  D.  Knight, 

Captain  qfEngineen^  U,  S.  A. 


BemZte  i^gamgimg  oJmarvatUnu. 
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2.68 
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kansas  shoie.. 
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14.0 

L07 

2.00 
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0.018 

Osceola  Chute, 

Range  45 

May  10 

28.80 

16,856.8 

2L6 

8.60 
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60,0746 

aoTO 

July    5 

25.80 

16,687.0 

20.2 

4.00 
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65,671.8 

o.on 

Osceola  Chnte, 

Jnly  17 
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18.2 

8.12 

8.60 
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Bnlleiton  Chnte 

Sept   6 
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1.21L0 
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28.80 
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40.0 
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16.60 

85,024.0 

87.2 

5.02 
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0  887 

4.03 

24,688.0 
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6.10 

7.00 
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ao2o 
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Oct.    26 

6.85 
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28.4 

4.48 

&27 

107,711.0 

aooo 

Range  68 

Sept.   5 
Ooi   26 

i.96 

18,700.0 

9.2 

2.80 

8.71 

62,288.0 
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Tennessee 

6.35 

18;  600.0 

&6 

8.64 
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66,876.0 

O.800 

Chnte,  Buge 

Sept.   6 
OA.   26 

i.06 
&85 
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7.7 
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DiBekarge  of  entire  river  at  Range  63. 
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On  Septmber  6  the  ilTer  was  fiJUng.    On  October  26  the  tlTer  was  etfttloiiazy. 


APPENDIX   jr. 

bspobt  09  icajob  ▲•  m.  millbb,  corps  of  bnonobbrs,  upon  opbrationb  in  thb 
second  district,  mississippi  river. 

Unttbd  States  Engineer  Officb, 

MempkiSf  Tmn.,  November  12,  1883. 
Colonel:  In  compliance  with  yonr  letter  dated  September  6,  1^3,  I  have  the 
honor  to  anbmit  the  following  report  of  work  done  since  December  1, 188%  in  the 
second  district,  nnder  the  snper vision  of  the  Mississippi  River  Commission. 

MEMPHIS  REACH  AND  HARBOR. 

Bank  protection. 

In  November,  1882,  a  project  was  submitted  for  work  on  the  Memphis  Reach,  Stom 
foot  of  Island  No.  40  to  Soanlan's  Landing,  and  the  revetment  of  the  bank  in  Hope- 
field  Bend  on  the  west  bank,  and  from  Frame's  Chute  to  mouth  of  Wolf  River  on  the 
east  bank,  was  appxbved  by  the  Commission,  an  allotment  of  9800^000  having  been 
made  for  this  purpose,  and  at  a  subsequent  meeting  of  the  Commission,  on  my  urgent 
representation,  an  additional  allotment  of  $25,000  was  made  for  the  purpose  of  revet- 
ting and  securing  the  bank  on  the  Memphis  front,  from  the  freight  elevator  to  mouth 
of  Wolf  River,  where  cavinff  seriouslv  threatened  great  damage  and  the  probable 
entire  destruction  of  very  viuuable  mills,  the  cotton  compress,  and  freight  elevators. 

MEMPHIS  FBONT,  BELOW  WOLF  RIVER. 

The  work  of  sinking  mattresses  was  nearly  completed  on  December  1,  1882;  since 
that  date  five  mattresses  were  sunk,  three  in  the  vicinity  of  the  cotton  compress,  and 
two  in  front  of  the  city  levee,  as  snown  on  map.  The  upper  bank  was  graded  by 
hand,  from  the  elevator  to  cotton  compress  and  revetted  with  willows  and  broken  stone. 
In  addition  to  the  revetment  of  the  bank  it  was  necessary  to  build  wooden  culverts 
to  lead  the  city  drainage  to  low  water,  in  order  to  prevent  its  cutting  the  bank  into 
gullies,  and  thus  causing  fr^sh  caving. 

The  amount  of  work  completed  here  was  as  follows :  Five  mattresses  60  by  120  feet  =s 
300  linear  feet ;  13,700  cubic  yards  bank  excavation;  362  feet  wooden  culverts  2  by 
2  feet ;  6,273  square  yards  of  upper  bank  revetment. 

This  work  has  apparently  accomplished  the  object  for  which  it  was  constructed, 
that  is,  the  prevention  of  further  bank  caving.  It  has  stood  well  the  high  water  of 
1883,  and  quite  a  erowth  of  willows  has  made  its  appearance  on  the  upper  oank  revet- 
ment. Some  repairs  may  be  necessary  from  time  to  time  to  keep  the  culverts  in  order. 

REVETMENT  OF  HOPEFIKLD  BEND. 

Thi«  work  consisted  in  sinking  deep-water  mattresses,  bnildinff  upper  bank  protec- 
tion, and  the  grading  of  bank  above  low  water.    The  object  of  the  work  is  to  hold 
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the  river  in  iti*  present  channel,  thus  preventing  a  poflsihle  cut-ofi^  which  would  leave 
the  city  of  Memphis  away  from  the  nver. 

The  project  contemplated  the  revetment  of  the  bank  from  Mound  City  Landing 
above,  for  a  distance  of  two  miles,  to  a  point  in  the  vicinity  of  Hopefield. 

Active  operations  were  begun  in  December,  1882,  by  the  employment  of  hyrlranlic 
grader  No.  2,  in  grading  the  bank  and  mattress  sinkiug,  which  was  continued  notil 
February  10,  188:^,  when  high  water  put  a  stop  to  the  work.  Owing  to  the  condition 
of  the  nver  during  the  sinking  of  mattress  work,  rapidly  rising  water,  much  diffi- 
oult}'  was  experienced  from  drill  and  a  strong  current,  it  was  therefore  not  consid- 
ered safe  to  construct  continuous  mats.  The  mattresses  were  therefore  sunk  in  lengths 
varying  from  250  to  300  feet,  all  having  a  width  of  140  feet. 

On  February  10, 1883,  high  water  caused  a  suspension  of  the  work,  at  which  time 
1,127  linear  feet  of  mattress  140  fret  wide  had  been  placed  in  position. 

Work  was  resumed  in  Auii;ust,  188;$,  and  is  still  in  progress. 

The  total  amount  of  work  done  since  December  1,  1882,  to  October  31,  186'J,  has 
l>een  as  follows:  6,956  linear  feet  of  mattress  140  feet  wide  made  and  sunk;  7,529 
linear  feet  of  matti'ess  140  feet  wide  made;  67,242  cubic  yards  of  bank-gndin^ ; 
6,663.5  cords  of  willows  cut  and  delivered;  415  cords  of  poles  oat  and  delivered; 
4,922.25  square  yards  of  upper-bank  protection  made. 

In  addition,  snagging,  bank  clearing,  and  repairs  were  carried  on,  for  details  of 
which  reference  is  made  to  the  report  or  Mr.  W.  M.  Rees,  assistant  engineer  Tmarkcd 
B),  forwarded  herewith,  whose  diligence  and  tact  in  immediate  charge  of  the  work 
has  been  of  great  value. 

The  portion  of  the  Irnnk  revetment  1,127  linear  feet,  built  Deeember,  1882.  to  Feb- 
ruary, 1883,  and  which  has  experienced  the  effects  of  the  high  water  of  1883,  when 
the  water  was  5  feet  over  the  banks  at  the  point  revetted,  has  shown  good  stability. 
Alter  the  water  fell  a  small  cave  occurred,  owing  to  a  want  of  continuity  of  the  mat- 
tresses, which  was  rectified  by  placing  a  mattress  over  the  vacant  spot.  The  upper 
end  or  bead  of  the  mattress  work  will  re<]^uire  some  additional  work  to  secure  it,  bat 
in  its  present  erudition  is  secure  from  serious  damage.  The  effect  of  the  next  high 
water  upon  this  work  is  looked  forward  to  with  great  interest,  as  it  will  probably 
decide  many  points  in  this  method  of  protection.  It  does  not  apper  to  be  sulvisable 
to  undertake  this  kind  of  work  until  the  water  has  nearly  if  not  quite  reached  its 
lowest  stage,  although  this  depends  somewhat  on  the  depth  of  water  at  the  bank  to 
be  revetted.  At  high  water  it  nas  been  found  very  difficult  to  place  the  mats  in  proper 
position,  as  the  tendency  is  to  slide  or  run  np  aeainst'  the  bank,  thus  resulting  in 
npp^r  bank  protection,  when  it  is  essential  that  the  lower  bank  snonld  first  be  held. 
The  principal  cause  of  delay  in  the  work  has  been  difficulty  in  procurinff  willows. 
During  low  water,  when  it  is  absolutely  essential  to  push  the  work  as  rapidly  as  pos- 
sible, the  very  worst  conditions  obtain  in  reference  to  procuring  willows ;  that  Ib, 
they  must  be  hauled  quite  a  distance  to  get  them  on  the  barges.  This  is  the  principal 
item  in  their  cost.  The  practice  on  this  reach  has  been  to  build  wooden  tramways 
and  cars  and  haul  them  by  mules.  It  is  not  possible  to  obtain  willows  at  high  water, 
and  keep  them  on  hand  for  use,  as  they  must  be  fresh,  or  are  so  brittle  as  to  be  oseleas 
for  weaving.  Dela^  from  lack  of  stone  has  not  been  ifelt  very  seriously  on  this  work, 
as  the  amount  required  has  been  comparatively  small;  on  one  occasion  recourse  was 
had  to  sacks  filled  with  buckshot  clay  to  sink  a  mattress,  and  the  work  seems  to  have 
held  well ;  4,300  gunny  sacks  were  used  at  a  cost,  and  loaded  on  barges,  filled,  of  abooi 
$387 ;  their  weight  was  equal  to  about  214  cubic  yavds  of  stone. 

Labor  has  been  plentifal,  but  difficult  to  keep  employed  on  account  of  the  an- 
healthy  climate.  White  labor  has  been  employed  with  the  exception  of  one  willow 
party,  which  was  composed  of  ne^;roes  with  white  overseers.  Tney  save  better  sat- 
isfaction cutting  willows  than  white  labor,  but  were  more  difficult  to  Keep,  as  when  • 
week's  wages  were  due  them  they  would  quite  generally  leave  and  lay  idle  till  their 
wi^s  were  spent. 

The  report  of  Assistant  Engineer  Joseph  Bumey  (Appendix  K  1)  showing  all  the 
work  done  on  Memphis  Harbor  is  transmitted  herewith. 

REPAIR  OF  LBVBE8,  YAZOO  FRONT. 

The  Boaid  of  Engineers  convened  by  Special  Orders  No.  88,  Headquarters  Corps  of 
Engineers,  Washington,  D.  C,  August  '29,  1882,  for  tbo  transaction  of  certain  busi- 
ness connected  with  the  repair  and  building  of  levees  on  the  Mississippi  River,  opened 
bids  for  the  construction  and  repair  of  levees  September  25,  1882,  and  a  further  let- 
ting was  made  on  October  16,  1882.  The  following  are  the  abstracts  of  bids  for  re* 
pairs  of  levees  in  the  second  district  of  the  Mississippi  River  Improvement. 
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Ab9trao 

I  Of  hia$  opened  8epiember26, 1882. 

^1            KamM  of  bidden. 

Locality  of  leyee. 

ill 

Bemarks. 

4B  '  B.  O.  HDSton,  dnoinnati, 
,     Ohio,    John    B.     Xeely. 
CbatUooon,  Tenn. 
7    J.     W.     Eldridge,     Lake 

1     Charley  Lending.  Mias. 
10     MeGavock  A  Ta%,   Mem. 
phis.  Tenn. 

MiflalsBippi  Contnust  and 
Improyement    Company. 
1     JaelMon,  Miu. 

Parker's  Enlargement  and 
breaks. 

}  Lake  Charles  break i 

Parker's  Enlargement  and 
breaks. 

Parker's  Enlargement  and  ( 

breaks.                           < 

Lake  Charles  break ( 

(0.S7 

1 
82 

23 
22 

♦80  per 
acre. 

Cost  and 

10  per 

cent. 

(•) 

{Exoavatlon. 
;  Embankment. 

*  Heavy  clearing,  $48  per  acre ;  light  clearing,  f86  per  acre. 

VoTB.— Contracts  were  awarded  to  McOaTock  and  Tate  for  Parker's  Enlargement  and  breaks,  and 
to  J.  W,  Bldridge  for  Lake  Charles  break,  Wirt  Adams  haTing  declined  on  acoonnt  of  deoialon  leflia* 
lag  employment  of  convict  labor. 

Ahetraei  of  hide  opened  October  16, 1882. 


Names  of  bidders. 


Patrick  F.  Lamb,  Bolivar 
Connty,  Mississippi. 

Vr.  M.  Forrest  and  J.  T. 
Stanton,  Memphis,  Tenn. 

Arnold   &  Co.,  Memphis, 
Tezm. 

MeGavock  ^  Tate,  Colorado . 

Andrew  Bodkin,  Memphis, 
Tenn. 

F.  GlUooly  and  John  Clan- 


Locality  of  levee. 


Bland's    Bayon    to    Gar-^  • 
land's.  )  i 

Garth's   break  to  Jeffer*^ 
son's.  i 

do I 


10  251 


Timothy 
phan,  Mo. 


Mcnphis,  Tenn. 
SulUvi 


Doni- 


Bland's  Bayoa  to  Garland's 
Garth's    break   to  Jeifer-  i 

son's.  , 

I  Bland's  Bayoa  to  Garland's  I 

Garth's  break    to  Jeffor-  i 

son's. 
Bland's  Bayou  to  Garland's. 
Garth's   break    to  Jeflbr- 

son's. 
do 


Embankment. 
Excavation. 
Jefferson  break. 
Beard  break. 
McClond  break. 


NoTB.^-ContraetB  were  awarded  to  Timothy  Snllivan  for  levee  fVom  Garth's  break  to  JeffeiMii's.  and 
to  Arnold  ft  Co.  for  levee  from  Bland's  Bayou  to  Garland's,  their  bids  being  the  lowest 

W<»k  was  poshed  on  theae  levee  repairs,  and  the  following  work  was  completed  > 
and  paid  for: 


LoodltjofleTM. 


barker's  enlargement. ....... 

Iiake  Charles  break 

Bland's  Bayoa  to  Garland. . . . 
Oarth*s  break  to  Jeflbrson's. . 


Telal. 


Amount  of  work  done. 


Embank* 
ment. 


Oubie  yarda. 
89,322 
88,868 
44.800 
86.552 


250,542 


Ezoaratlon. 


Cfubie  yardi. 
i,'061 


1,061 


Clearing 


Aerw. 


14.80 
22.83 
4&23 


82.86 


Cost. 


$28,683  04 
11, 179  80 
12,800  25 
22, 554  11 


75, 116  70 


All  the  contractors  completed  their  work  before  hish  water,  and  final  payments 
were  made.  Since  the  completion  of  the  work  the  levee  has  broken  again  at  the 
MeCload  break,  and  should  be  repaired. 
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A  anrvev  of  the  Memphis  Reach  was  completed  Febmary  21. 1883,  by  AsslBtani 
Eogineer  F.  8.  Bnrrowes,  whose  report  (Appendix  E  3)  is  herewita  sabmitted. 

A  survey  of  the  Helena  Reach  from  Commerce  Cat-off  to  Friar's  Point  was  com- 
pleted January  27,  1883,  by  Assistant  Engineer  F.  A.  Fisher,  whose  report  is  herewith 
•finbmitted  (Appendix  B  4). 

A  survey,  reconnaissance,  and  estimate  for  repairs  of  levees  in  the  second  distriot 
was  completed  by  Assistant  Engineer  Richard  Klemm,  whose  report  is  sabmitted 
(Appendix  K  5). 

A  low-water  survey  of  the  Memphis  Reach  was  made  in  September,  1883,  by  Mr.  H. 
'8.  Jacob^,  draughtsman,  on  whicn  sheet  is  platted  the  shore  lines  and  preoent  con- 
•ditiou  of  the  work,  and  which  is  submitted  with  this  report. 

Tables  showine  detailed  statements  of  expenditure  under  each  allotment  from  appro- 
priation for  Mississippi  River  in  this  district,  also  table  showing  amount  of  plant 
purchased  for  the  Memphis  Reach,  with  cost  of  same,  are  transmitted  herewith. 
Very  reepectftilly,  your  obedient  servant, 

A.  M  Ifrr.T.-it^ 

liaat.  CoL  G.  B.  Combtook, 

C&rp§  ofEH§ineu%  UnUed  Statet  Army. 

Prmidmi  MiUiuippi  Bkoet  CmMMatlUm, 


IM  of  JloaUmg  properfiy  lougkA  fwruwiU  Memphk  Bmtth  and  JBorftor,  wUk  MSf  ^i 


DflMEiptiOB. 

Ko. 

Flntooftt. 

Total  ooflt 

>«^ 

awns 

18 
8 

12,800  00 
l!  880  00 

$86,000  00 

filssooo 

^^Di::::::::::::::::::::::::: 

Total 

21 

41,880  00 

IfsttrombsatSa 

8,000  00 
1,500  00 

12.000  08 
8,000  00 

Total 

18,000  00 

•Onarter-lNMiti 

1,880  00 
1,840  00 
2,74100 
2,878  00 

1,880  00 
1.840  00 
2.74100 
2,878  00 

Do 

Do 

Do 

Total 

* 

8.837  00 

Pile-driTon 

80 

4,618  01 

8,50185 

22  00 

88,144  08 

8,50125 

680  00 

12,888  paid  pHsr  to  I>ee«ib«  1,  IML 

rSkifb .' 

Total  ooft 

114,122  88 

aatino 

lades  oatflt 

Df  tools. 

A.  If.  MHJJEB, 

DKTAILID  STATBMENT  OF  EXPENDXTUBXa  VOR  lOElIPHIB  BXJLCH  AlVD  HABBOR. 

August      2,1888.  AUotment 1325,000  60 

■  ■  ■  - 

Iforember  1, 1883.  Amount  expended  for— 

Labor 60,987  73 

Material 7,763  50 

Supplies 2,469  20 

Repairs 1,367  58 

Outfit 5,967  82 

Assistant  engineers 5,711  67 

Clerk :. 1,000  00 

Btationeiy 160  40 
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KoTwnber  1, 1883.  Amonnt  expended  for— 

Freight $168  8B 

Trayeling  expenses., 222  83 

Office  lent 181  00 

Fuel 497  80 

Tolefframs 11  63 

SnbsiBtence 16,181  93 

Hire  of  plant 3,198  91 

Totals 105,890  80 

jL  M.  Mnu 
Mafor^  Ccfp$  of 

DXTAII;BD     RA.TBMBMT    07    XXPSZO^ITDIIBB    70R    OOKSTBUOIION    AND    BXPAIB    OF 

LXVXXfl,  TJLZOO  VBOMT. 

Angnst  2,1882.    AUotment 180,950  00 

Korembtt  1, 1883.    Amount  expended  for— 

Earthwork 76,116  70 

Lalipr 1,499  33 

Material 188  00 

Supplies 3  30 

Outfit 8  76 

AflsiBtant  engineers 1,600  00 

Clerk 176  00 

Inspector 600  00 

Stationery 8  25 

Traveling  expenses 267  95 

Office  rent  and  quarters 108  50 

Telegrams^ 60  41 

Subsistenoe 36  00 

Adyertising  and  printing 220  06 

Total 79,832  25 

A.  M.  MnxBR. 
Mitf^f  Cnpt  of  JBh^n 


meTAXUED  BTAinfXMT  OV  XZFBHDITUBBS  FOB  SintTMT  OF  THB  HBI.ENA  BEACH. 

' Augusts,  1882.    AUotment |8,000  00 

Korember  1, 1883.    Amount  expended  for^— 

Labor $3,635  66 

Material 41  08 

Supplies 58  66 

Repairs 6  00 

Outfit 607  65 

Assistant  engineer 1,205  00 

Clerk 175  00 

Draughtsman 750  00 

Stationery 18  85 

Freight 29  65 

Office  rent  and  quarters 193  00 

Subsistence 562  74 

Hlreof  plant - 228  00 

Total 7,511  29 

A.  M.  MnxxB, 
Mti/CTp  CarpB  of  EngUoam, 
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DBTAILED  STATEMENT  OF  EXPENDITURES  FOB  BUBTET  OF  SAINT  FBANCI8  FBONT. 

August  2,  1882.    AUotment $4,000  00 

November  1, 1883.    Amount  expended  for — 

Labor 1670  50 

Supplies 61  34 

Outfit 590  00 

Assistant  engineer 880  00 

Clerk 300  00 

Stationery ' 19  75 

Freight 93  17 

Traveling  expenses 106  50 

Oflaoe  rent 66  00 

Subsistence 305  67 

Hire  of  plant 120  00 

Total 13,212  93 

A.  M.  l^TfJ.lEg^ 

MafcTj  Ccrp$  of  Engimeen. 


K  1. 


bbfobt  of  joseph  burnet,  assistant  engineer,  on  operations  for  improyinq 

the  harbor  of  memphis. 

United  States  Engineer  Office, 

MempMsy  Ttnn,y  Jitn^SO,  1883. 

Major  :  I  have  the  honor  to  submit  my  annual  report  of  operations  for  improving 
Hemphis  River  Front,  for  the  year  ending  June  30,  1883.  I  was  instructed  by  yoa 
to  take  local  charge  of  the  work  iu  October,  1882.  An  examination  of  the  mattress 
work  under  water  was  made  by  an  experienced  diver,  and  the  mattress  work  was 
found  in  a  fair  condition,  from  tbe  mouth  of  Wolf  River  to  the  foot  of  Jefiferson 
Street,  with  the  exception  of  portions  of  tho  front  near  the  cotton-shed,  Panola  oil 
mill,  and  Messrs.  Brown  &.  Junes'  coal-yard.  Considerable  difficulty  had  been  found 
with  this  portion  ot  the  bank,  on  account  of  the  nomerous  springs  and  pnblic  and 
private  drains  keeping  the  bank  continually  wet  and  very  susceptible  to  wash  away 
Dy  the  steamboat  wavo». 

In  submitting  a  project,  it  was  recommended  that  this  portion  of  the  bank  should 
be  repaired  by  mattress  work,  and  the  whole  of  the  upper  bank,  from  Wolf  River  to 
the  elevator,  be  graded  to  a  slope  of  3  to  1,  where  it  could  be  done  without  injury  to 
the  property  on  the  bank,  and  the  bank  thoronehlv  drained,  the  drains  being  car- 
ried out  to  extreme  low  water.  It  was  estimated  that  this  work  would  cost  |>S,000. 
October  18,  1882,  active  operations  conunenoed ;  the  tug  Tilda  was  chartered,  the 
quarter-boat  fitted  up,  ana  a  working  party  sent  about  25  miles  up  the  river  to  obtain 
oottonwood  poles  and  willow  brush.  Mattress-ways  and  workmen's  quarters  were 
constructed  near  the  foot  of  Old  Hen  Island,  and  on  October  28  the  first  mattress  was 
sunk  in  front  of  the  lower  landing  of  the  oott^n-shed.  Two  mats  were  sunk  at  this 
location;  three  in  fh)nt  of  the  Panola  oil  mills;  thirteen  were  sunk  from  Brown  A 
Jones'  coal-yard  to  the  elevator,  and,  by  request  of  the  city  authorities,  two  were 
sunk  in  front  of  Court  street.    Each  of  uie  mats  sunk  was  120  by  60  by  2  feet. 

Experience  in  the  work  shows  that  it  is  much  better  to  reduce  the  thickness  of 
mattress  and  greatly  increase  it  in  length  and  breadth;  but  on  this  portion  of  the 
liver  front  this  cannot  be  doncL  for  it  requires  the  taking  possession  or  a  large  poi^ 
tion  of  tlie  river  front  and  holding  it  for  some  time,  thus  preventing  the  steamboats 
from  using  the  bank  for  a  landing.  We  are  generally  at  work  during  the  busy  season, 
and  steamboat-owners  will  not  permit  us  to  keep  them  from  the  bank,  nor  will  the 
city  authorities  ^ve  us  possession  of  it.  We  are  compelled  to  construct  our  mats  some 
distance  up  the  river,  float  them  down  to  their  position,  and  sink  them.  This  does 
not  interfere  much  with  the  steamboats,  but  it  is  a  very  great  inconvenience  and 
expense  to  the  work,  and  the  bank  protected  is  not  done  in  such  a  substantial  man- 
ner as  if  the  matresses  were  constructed  in  long  lengths  in  the  location  where  they 
are  to  be  sunk. 

After  the  mattresses  were  all  sunk,  work  was  commenced  grading  the  bank;  this 
work  was  intended  to  be  done  with  the  steam  hydraulic  grader;  but,  in  consequence 
of  the  number  of  steamboats  and  other  floating  property  using  the  bank  and  the 
number  of  buildings  upon  it,  it  would  have  been  very  inconvenient  and  attended 
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with  difficulty ;  80  yon  directed  the  work  shonld  be  done  by  laborers  with  pick  and 
shovel.  This  is  very  expenstye,  as- the  earth  has  to  be  handled  so  often  to  get  it  into 
the  river.  Fortunately,  the  river  commenced  rising  and  we  Just  kept  onr  work  above 
It,  which  did  not  require  so  much  labor  as  if  the  water  had  been  at  a  low  stage. 

Alter  grading  the  bank  we  connected  all  the  public  and  private  drains  and  carried 
them  out  to  low  water  by  means  of  wooden  culverts.  We  then  laid  wire  upon  the 
graded  bank/6  feet  apart  along  the  river  bank,  and  6  feet  apart  up  the  bank;  upon 
this  wire  we  placed  willow  brush  6  inches  thick,  and  then,  on  top  of  brush,  we  placed 
wire  same  as  below,  and  secured  same  to  the  lower  line  of  wire  by  connecting  wires, 
through  the  brush,  so  that  along  the  upper  bank  it  formed  one  large  mattress. 

This  work  was  done  from  the  month  of  Wolf  River  to  the  elevator,  with  the  excep- 
tion of  a  portion  of  the  bank  in  navy-yard,  242  by  32  feet,  and  a  portion,  200  by  liO 
feet,  in  front  of  Brown  &  Jones'  coal-yard.  After  the  willows  were  secured  to  the 
bank  they  were  well  ballasted  with  stone,  sand-bags  and  earthwork.  This  com- 
pleted the  work  in  a  substantial  manner,  with  the  exception  of  the  work  noted  and 
within  the  amount  estimated. 

Operations  were  suspended  February,  1883,  and  the  plant  and  outfit  turned  over  to 
the  Hopefield  Bend  works. 

During  the  time  we  were  at  work  we  had  very  favorable  weather  and  the  river  was 
at  a  good  working  "Stage ;  but  we  had  considerable  trouble  to  contend  with,  for  want 
of  a  sufficient  number  of  flat-boats,  and  considerable  delay  was  experienced  for  want 
of  stone. 

Inunediately  after  the  suspension  of  operations  the  river  rose  and  covered  the  whole 
of  the  work,  the  gauge  reading  34.75.  Shortly  afterwards  the  water  fell  to  18.20,  when 
an  examinai  ion  of  the  bank  was  made  and  the  work  was  all  found  to  be  in  good  condi- 
tion, not  the  slighest  sign  of  a  break  or  crack  in  the  bank  appearing. 

SUMMARY  OF  WORK  DONE  DURING  SEASON. 

20  mattresses  sunk,  120  by  60  by  2  feet. 
6, 273  square  yiu'ds  of  willow  brush  shore  protection. 
13, 700  cubic  vards  of  excavation  on  bank. 

360  feet  of  wooden  culverts,  2  by  2  feet,  built. 

AMOUNT  OF  MATERIAL  BXPBNBSD. 

2, 886  cords  of  willow  brush. 
5, 050  cords  of  cottonwood  poles. 

700  oak  pins,  4  feet  long  by  1  inch  diameter. 
2, 100  oak  pins,  1  foot  long  by  f  inch  diameter. 
2, 750-i  Inch  carriage  bolts. 
2, 900  pounds  wire. 
850  pounds  rope. 
1, 086  cubic  yards  stone. 
200  sand-bags. 
8.^>  cubic  yards  cypress  bark. 
3, 164  feet  of  cypress  lumber. 
72  feet  of  6-iuch  stone  pipe. 

1  have  the  honor  to  remain,  vety  respectfhlly, 

JOSBPH  BUBNET, 
AMsUiani  Engineer. 
Maj.  A.  M.  Miller, 

Carpe  of  Engineered  U,  8,  A, 

K2. 

report  of  w.  m.  b8es,  assistant  bnoinbsr,  upon  imfboyembnt  of  mi8sis8ipfi 
river  at  hopefield  bend. 

Unitbd  States  Engineer  Office, 

Mempkie,  Tsua.,  Nwemher  1,  1683. 

Major  :  In  accordance  with  your  verbal  instructions,  I  have  the  honor  to  submit  a 
report  of  operations  for  the  improvement  of  the  Mississippi  Biver  at  Hopefield  Bend, 
Memphis  Reach,  from  December  1,  1882,  to  October  31,  1883. 

The  object  of  this  work  is  to  prevent  the  caving  of  the  bank,  now  rapidly  taking 
place,  and  which  threatens  iigury  to  the  harbor  oi  Memphis. 

A  comparison  of  the  survey  of  September,  1883,  with  that  of  December,  1877,  shows 
that  the  Dank  in  the  middle  of  the  bend  has  receded  1,500  feet.  From  Aueust,  1882, 
to  September,  1883,  the  caving  was  300  feet  in  the  middle  of  the  bend,  and  near  the 
foot,  iust  above  Hoi)efield,  it  was  450  feet.  The  distance  across  the  neck  of  land  to 
the  river  below  is  now  about  13,000  feet.  To  arrest  this  caving  the  project  is  to  revet 
;the  bank  with  brush  mattresses,  these  mattresses  to  cover  the  bank  irom  the  foot  of 
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the  slope  to  or  near  the  top,  and  to  be  held  in  plaoe  by  stone  evenly  dUtribated  over 
them. 

The  method  of  operations  comprised  three  parts : 

1st.  The  revetment  of  that  portion  of  the  bank  below  the  water  sarfaoe  called  deep- 
water  mattresses. 

2d,  The  revetment  of  the  bank  above  the  water  sorfaoe,  called  shore  protection. 

3d.  The  grading  of  the  bank  above  the  water  surface  to  a  snitable  slope  to  receive 
the  shore  protection. 

MbTHOI>8  of  COKSTBUCnOK. 
DBBP-WATSR  MATTRESSES. 

These  were  bnilt  on  a  mattress  barge,  160  feet  lonj^  bv  30  feet  wide,  upon  which 
were  placed  18  skids  or  runways,  8  feet  apart,  these  skids  having  an  inclination  of  3 
inches  to  one  foot. 

The  mattresses  made,  were  the  ordinary  wattled  kind,  of  brush  and  poles,  similar  to 
those  used  at  the  works  below  Saint  Lonis,  Mo.,  and  at  Plum  Pointy  having  eotton- 
wood  or  willow  poles  26  to  S8  feet  long,  of  diameters  not  less  than  3  inches  at  the 
smaller  end,  nor  more  than  6  inches  at  the  larger,  with  brush  not  less  than  24  feet  long 
and  two  inches  in  diameter  at  the  butts. 

The  poles  were  well  spliced  together  with  spikes  and  wire,  one  pole  being  placed 
aloneside  each  skid.  Around  these  poles,  or  weavers,  the  brush  was  woven  and  se- 
cured by  nails  and  wire.  As  these  mattresses  were  to  be  sunk  in  deep  water,  from  40 
to  70  feet  deep,  and  in  a  strong  current,  other  poles,  called  binderSi  were  plaiced  over 
the  weaving  poles,  well  wired  to  them  and  spliced  together.  These  strengthened  the 
mattress  longitudinally  and  prevented  the  stone  from  rolling  off  when  sunk. 

When  short  brush  was  used,  in  order  to  strengthen  the  mattress  transversely,  poles 
were  placed  in  the  direction  of  the  brush,  over  the  top  longitudinals,  and  wired  to  them, 
and  tne  weaving  poles  at  their  intersections.  They  were  spaced  fh>m  8  to  40  feet 
apart  according  to  circumstances. 

The  np-river  end  of  the  mattress  was  held  to  a  mooring  barge  by  ten  1-inoh  di- 
ameter ropes.  Two  ropes  1^  or  2  inches  in  diameter  were  securely  fastened  to  the 
mattress  by  meaus  of  a  pin  and  shackle  and  led  to  ''dead-men"  or  trees  on  shore; 
both  ropes  passed  under  the  mooring  barge,  which  was  also  secured  by  two  or  more 
large  lines  leading  to  the  shore. 

On  sinking,  a  barge  of  stone  was  placed  along  the  outer  edge  of  the  mattress, 
rnn-Tvays  of  plank  were  placed  from  this,  on  and  over  the  mattress,  and  the  stone 
evenly  distributed  thereon.  About  half  of  the  stone  used  on  the  mattress  was  placed 
in  tliiH  manner.  More  stone  from  the  mooring  barge  was  then  thrown  on  the  upper 
end ;  wben  a  considerable  strain  was  produced  on  the  small  lines  attached  to  the 
mooring  barf^o,  they  were  slaclted  and  the  mattress  allowed  slowly  to  sink;  this  was 
rei>eated  until  the  upper  end  reached  tJie  botfom,  then  a  rock  barge  was  swung  over 
the  mattress,  being  guided  by  lines  held  on  the  mooring  barge  and  on  the  shore,  and 
stone  thrown  on  until  it  sank,  care  being  taken  to  distribute  the  stone  evenly. 

The  organization  of  the  mattress  party  is  as  follows :  one  sub-overseer  in  charge, 
three  master-laborers  having  charge  of  the  three  divisions  of  work,  viz.,  at  each  end 
and  in  the  middle  of  the  mattress  barge.  Each  gang  consists  of  one  patcher,  one 
mauler,  four  weavers,  five  platform  men,  and  three  orush  men ;  fourteen  in  all. 

The  brush  men  stand  on  the  barge  of  brush  which  is  lashed  alongside  of  and  below 
the  mattress  barge,  and  pass  the  brush  to  the  platform  men,  who  place  it  in  position 
on  top  of  the  ways,  then  the  weavers  push  it  down  into  place,  whore  it  is  firmly  driven 
by  the  mauler.  The  patcher  repairs  any  openings  left  in  the  mattress  after  weaving, 
five  wire  men  are  employed  on  the  mattress  to  put  on  binders  and  cross  poles;  one 
water  carrier  is  employed.    The  total  force,  including  everybody,  being  62  men. 

UPPER  BANK  RBYBTMEMT. 

This  was  constructed  as  follows :  After  the  bank  was  graded  to  the  proper  slope, 
strong  stakes  were  firmly  driven  in  the  ground,  about  6  loet  apart  longitudinally  ana 
from  4  to  8  feet  apart  transversely  to  the  bank.  A  No.  6  wire  was  then  placed  around 
the  stakes  longitudinally,  their  distance  apart  being  8  feet.  Around  this  wire,  at 
each  stake,  a  No.  12  wire  wss  placed  and  twisted  around  the  stakes  so  that  the  ends 
could  be  had  after  brush  was  placed  in  position :  this  was  to  be  used  to  tie  the  top 
and  bottom  wires  together,  thus  holding  the  brusn  in  place. 

A  layer  of  brush  was  now  placed  on  tne  bank  transversely,  the  butts  np  the  bank 
and  the  tops  overlapping  the  ''deep-water  mattress.''  On  top  of  this  a  longitudinal 
layer  was  placed,  and  over  all  a  No.  8  wire  was  stretched  transversely,  at  every  S 
feet;  this  was  tied  to  the  "deep-water  mattress"  and  also  to  the  bottom  wire  at  each 
point  of  intersection.  The  whole  was  then  well  covered  with  stone.  Wlienever  tb«» 
^'deep-water  mattress''  could  not  be  joined  to  the  upper  bank  revetment  a  foot-mat- 
tress was  built  to  cover  the  space ;  this  was  constructed  on  a  small  screen  barge,  aud. 
was  similar  to  the  large  mattress  already  described. 
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ORADIKO. 

la  order  to  revet  the  bank  above  the  low-water  line  it  was  necessary  to  grade  it  to 
a  suitable  slope  for  holding  the  brush  and  stone.  Daring  the  first  part  of  the  work, 
from  December  21^  1882,  to  January  31,  1883, 1  used  for  this  purpose  hydraulic  grader 
No.  2  of  the  Mississippi  River  Commission.  This  was  loaned  us  hj  Capt.  J.  G.  D. 
Knight,  of  Plum  Point,  and  was  returned  to  him  shortly  after  the  high  water  closed 
oar  work.  Before  again  resuming  work,  August  6,  16^,  we  obtained  a  small  pump 
boat  from  Capt.  W.  L.  Marshall,  of  Vicksburg,  Miss.,  and  with  the  latter,  work  is 
now  being  done.    Both  will  be  described. 

Hydrau lie  grader  No.  2  consists  of  a  duplex  compound  condensing  plunger  pump 
built  by  the  Dean  Pump  Company  of  Holyoke,  Mass.  The  dimensions  are  as  follows: 
Diameter  of  low-pressure  cylinder,  36  inches ;  of  hi^h-pressure  cylinders,  18  inches ; 
diameter  of  plungers,  16  inches ;  length  of  stroke^ 24  inches.  The  stroke  is  adjustable 
and  in  our  practice  was  kept  at  about  23  inches.  The  piston  speed  averaged  61^  feet 
per  minute,  giving  a  theoretical  discharge  of  1,280  gallons  of  water  per  minute.    Thia 

!iamp,  together  with  three  steel  boilers  of  40  horse-power  each,  was  placed  on  a  barge 
30  by  30  by  6  feet,  which  contains  sleeping  quarters  for  30  men.  Attached  to  thQ  de> 
livery  pipes  of  the  pomp  is  a  boom  65  feet  long,  made  of  lap-welded  wrougbt-iron 
tabee,  Joined  with  cast-iron  connections,  and  having  openings  at  various  points  to 
which  hose  can  be  attached.  This  boom,  with  a  double  stage,  overhangs  one  end  of 
the  barge,  and  can  be  raised  or  lowered  by  a  hoisting  engine  on  deck.  When  in 
position  for  work  the  boat  was  held  nearly  at  right  angles  to  the  bank,  with  the 
stage  resting  on  the  bank.  The  grader  had  not  been  run  before  we  received  it,  and, 
like  most  new  machinery  of  large  size,* some  time  was  lost  in  limbering  it  up  so  as  to 
work  smoothly.  Delay  was  also  caused  by  some  imperfectiouH  in  the  machinery,  and 
its  erection,  resulting  in  the  breaking  of  a  guide-arm  to  slide-valve  rod,  the  piston 
rod,  and  afterwards  tappet  arm  of  condensing  pump ;  in  the  settling  of  the  fbunda- 
tions  of  large  pumps,  necessitating  the  building  under  them  of  two  additional  bulk- 
beads;  and  in  the  small  drift  getting  under  tne  pump  valves,  thus  destroying  the 
suction.  The  latter  was  the  principal  cause  of  lost  time,  but  the  trouble  was  finally 
remedied  by  placing  very  fine  screens  over  the  ends  of  suction  pipes. 

The  organization  of  the  party  for  this  grader  was  as  follows :  1  assistant  engineer 
in  charge,  2  steam  engineers,  2  firemen,  1  foreman,  3  nozzlemen,  3  deck-hands,  1  cook, 
1  cabin  Doy;  fourteen  men  in  all. 

Owing  to  the  wet  and  dirty  work,  the  foreman  and  nozzlemen  were  provided  with 
waterproof  suits  complete,  including  caps,  boots,  and  gloves. 

The  nozzle  was  supported  upon  a  stand  consisting  of  a  piece  of  gas-pipe  firmly 
driven  into  the  ground^  and  well  braced.  To  it  was  attached  a  piece  of  round  iron, 
about  one  foot  long,  which  passed  into  the  pipe.  This  formed  a  universal  swivel, 
the  whole  arrangement  beinf^  light  and  quickly  removable.  A  long  lever,  clamped 
to  the  nozzle,  rendered  its  direction  easy,  so  that  a  large  stream  was  manipulated 
with  about  the  same  facility  as  a  small  one. 

In  working,  the  nozzle  was  held  as  near  to  the  bank  as  practicable,  and  the  stream 
directed  against  it  at  angles  varying  fh>m  41°  to  nearly  90^.  The  top  part  of  the 
bank  was  cat  first,  so  as  to  allow  the  water  to  always  flow  alons  the  face  of  the  cut. 
Alter  a  abort  experience  the  nozzlemen  had  no  trouble  in  holding  the  face.  The 
material  of  the  bank  was  hard  blue  clay  and  buckshot,  interspersed  with  layers  of 
softer  material  and  sand,  causing  the  banks  to  cave  in  steps. 

Three  sizes  of  nozzles  2,  If,  and  li  inch  diameters  were  used,  and  two  sizes  of  hose, 
viz,  4  and  2^  inches  diameters. 

After  repeated  trials  it  was  found  to  be  best  practice,  in  the  hard  material  worked^ 
to  use  large  nozzles,  large  hose,  and  but  one  stream.  The  water  pressure  at  pump 
was  held  at  from  135  to  140  pounds  per  inch.  I  think  better  results  could  be  obtained 
by  using  still  larger  nozzles,  as  2|  to  2^  inches  diameter.  Experience  in  softer  ma- 
terials and  sand  diows  best  resalts  from  smaller  nozzles  and  two  streams. 

The  grader  now  osed  consists  of  a  Dayton  cam  piston  pump  of  the  following  di- 
mensions : 


Diameter  of  steam  cylinder 16^ 

Diameter  of  water  cylinder 9 

Length  of  stroke 18 

Supplied  by  a  boiler  of  dimensions  as  follows:  20  feet  long,  42  inches  diameter  of 
shell,  having  two  14- inch  flues.  The  whole  is  mounted  on  a  barge  100  by  16  by  3^ 
feet.  The  suction  pipe  is  6  inches  in  diameter,  and  the  discharge  is  through  from  100 
to  150  feet  of  3-inch  six-ply  test  hose,  with  nozzle  of  1^  to  ^  inch  diameters,  the 
larger  nozzle  giving  at  date  the  best  results.  The  theoretical  discharge  is  at  date 
306gallons  per  minute,  the  speed  being  80  single  strokes. 

The  party  operating  this  grader  is  as  follows :  One  steam  engineer,  one  foreman,  on* 
fireman,  three  nozzlemen,  and  one  deck-hand ;  seven  in  all. 
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DnriD^::  the  mnnth  of  September,  ISK),  I  was  obliged  to  keep  water  pressure  doim 
OD  occoiiui.  ot  the  iuferior  quality  of  the  hose;  since  then,  with  new  6-ply  test  hose,  I 
have  had  on  the  pump  a  pressure  of  240  pounds  to  the  inch. 

With  grader  No.  2  the  slope  out  was  3  to  1  from  the  water  edge  to  the  top  of  the 
bank.  As  the  working  capacity  of  the  small  grader  was  so  mnoh  less,  I  have  been 
obliged  to  grade  to  a  greater  slope,  viz,  2  to  1  and  2^  to  1,  being  governed  by  nature 
of  material,  quantity  to  be  removed,  ^c,  and  also  to  leave  a  vertical  face,  vaiyiog 
with  the  material,  of  from  6  to  12  feet.  Under  the  head  of  ''work  done^  will  be 
found  tables  of  results  obtained  with  both  graders. 

WORK  DOKX  TO  NOVKMBER  1,  1883. 

Preparations  for  conunencing  the  work  were  made  ou  December  6, 1882,  by  erecting 
quarters  for  the  accommodation  of  100  laborers,  upon  the  bank  near  the  upper  end  of 
the  work,  and  by  employing  a  small  force  to  clear  the  bank  of  timber  and  bnuh. 
The  entire  length  of  tne  bend,  a  distance  of  over  two  miles,  was  cleared  to  an  average 
width  of  75  feet.  Many  larce  trees  had  fallen  over  the  bank  into  the  water,  thiu 
forming  obstructions  to  the  placing  of  mattresses.  Your  attention  being  called  to 
this,  you  obtained  the  United  States  snag-bout  H.  G.  Wright  to  remove  them. 
Between'  December  7  and  14,  1882,  she  cleared  about  i  mile  of  the  bend. 

Ou  December  8,  the  steamer  Emma  Etheridge  delivered  the  following  plant: 
Hydraulic  grader  No.  2,  two  mattress  boats,  one  machine-shop  boat,  one  screen-boit, 
and  one  barge  of  coal. 

Preparations  were  at  once  made  to  start  the  grading,  which  was  begun  on  Decem- 
ber 21,  at  which  date,  the  quarters  being  finished,  I  commenced  subsisting  the  men. 
Owing  to  the  non-arrival  of  barges  and  quarter-boats  for  the  brush  party,  the  work 
of  building  mattresses  was  not  begun  until  January  16, 1883,  at  which  date  Assistant 
Engineer  Joseph  Burney,  who  had  charge  of  the  work  of  protecting  Memphis  Har- 
bor, commenced  supplying  me  with  brush.  I  obtained  poles  from  bank  clearing, 
and  others  by  sending  a  party  several  miles  up  the  river,  they  returning  to  the  worn 
at  night.  ^ 

From  December  29,  1882,  to  January  15,  1883,  the  United  States  snag-boat  Jno.  B. 
Meigs  was  employed  to  tow  willows,  &c.,,  to  the  works.  At  the  latter  date  the  char- 
tered tow-boat  H.  M.  Graham  arrived  and  took  the  place  of  the  Meigs. 

MATTRESS  CON8TRUCTIOK. 

The  construction  of  "deep-water  mattress"  was  begun  at  Mound  City  feny-boat 
landing  on  January  16, 1883,  and  continued  until  February  10;  during  which  time 
1,127  hneal  feet  of  mattress,  140  feet  wide,  was  constructed  and  sunk;  194  by  25  feet 
of  foot-mattress  and  194  by  16  feet  of  shore-protection  were  also  completed. 

The  mattresses  sunk  were  four  in  number  and  from  256  to  298  feet  long;  it  being 
considered  advisable  to  make  short  mattresses,  on  account  of  the  ra^idly-nsing  water 
and  the  great  amount  of  drift  running,  uiuch  of  which  lodged  against  the  mooring 
barge  and  caused  a  very  heavy  strain  on  the  lines  attached  to  it  and  to  the  mattress. 
The  intention  was  to  lap  the  mattresses  by  about  15  feet ;  but  when  sunk,  owing  to 
the  drift  pressure,  gaps  of  this  distance  were  found  in  two  places  instead  of  laps. 
There  was  used  in  the  construction  of  the  above  840.5  cords  of  brush,  105  cords  of 
poles,  2,534  pounds  of  wire,  80  pounds  of  rope,  1,950  pounds  of  wrought  spikes,  200 
pounds  nails,  585  cubic  yards  of  stone,  and  4,300  gunny-sacks.  The  latter  were  used 
to  sink  mattress  No.  3,  which  was  298  by  140  feet  in  size ;  each  sack  was  filled  with 
abont  120  pounds  of  buckshot  clay,  the  total  weight  being  equivalent  to  the  weight 
of  214  cubic  yards  of  stone.  They  cost  when  filled  and  loaded  on  barges  about  9 
cents  each. 

The  depth  of  water  in  which  mattresses  were  sunk  was  from  40  to  70  feet. 

Daring  the  first  ten  days  in  February,  1883,  the  work  was  much  retarded  by  hsd 
weather.  The  water  having  risen  fh)m  7.50  feet  on  the  Memphis  gauge  on  Januaiy 
16,  to  23.30  feet  ou  February  10,  work  was  snsnended  on  the  latter  date,  the  water 
being  then  on  a  level  with  tne  bank  upon  which  quarters  were  located,  and  neoessi* 
tating  their  removal. 

The  grading  of  the  bank  was  begun  December  21, 1882,  and  continued  until  January 
31, 1883,  when  work  was  suspended  on  account  of  high  water.  During  this  time  there 
was  graded  1,793  linear  feet  of  bank ;  42,(i67  cubic  yards  of  earth  removed,  at  a  oosi 
of  94  cents  per  linear  foot,  or  4.03  cents  per  cubic  yard.  Table  I,  annexed  to  this 
report,  will  show  in  detail  the  work  done. 

On  February  28,  the  tow-boat  H.  M.  Graham  was  taken  to  Cairo. 

From  February  10  to  August  6,  1883,  no  construction  work  was  done,  the  water 
being  too  high.  During  this  time  a  small  force  of  mechanics  were  employed  in  get- 
ting barges,  quarter- boats,  ^bc.,  in  readiness  for  this  season's  work. 

Ou  July  15, 1  received  your  verbal  orders  to  prepare  to  resume  work.  The  tow- 
boat  Graham  arrived  on  the  17th  and  was  put  in  commission  on  the  20th. 

'A  qaarter-boat  for  brush  party  was  at  on^e  fitted  up  and  turned  over  to  Joseph 
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Barney,  United  States  Assistant  Engineer.  This  party  besan  work  Jnly  96,  on  Dean's 
Island,  about  25  miles  above.  I  received  from  them  the  nrst  barge  of  brush  on  Ang- 
U8t  2,  and  began  the  construction  of  mattresses  on  August  6.  After  constructing  493 
linear  feet  of  mattress  I  deemed  it  expedient  to  sink  it,  as  considerable  drift  had  ac- 
cumulated above  the  mooring  barge,  and  much  of  it  was  getting  under  the  mattress. 
Subsequently  lengths  of  mattresses  were  increased  to  900  and  1,000  feet.  No  trouble 
being  met  in  sinkmg  mattresses  of  this  length,  it  was  decided  (September  29)  lo  con- 
struct continuous  mattresses.  The  mattress  now  being  built  is  2,150  long,  1,580  feet 
of  which  has  l^een  sunk.  No  trouble  whatever  has  been  met  in  sinking  part  of  the 
mattress  and  keeping  part  afloat,  nor  do  I  apprehend  any  except  from  dnft,  in  which 
case  mattresses  will  nave  to  be  broken  off  and  sunk  when  the  drift  causes  excessive 
strain. 

One  willow  party  being  insufficient  to  supply  us,  quarters  for  70  men  were  erected 
on  a  barge,  and  a  second  party  sent  out  on  September  17.  The  water  being  too  low 
for  the  tow-boat,  both  parties  were  withdrawn  from  Old  Biver,  west  of  Centennial 
Island,  on  September  24,  and  placed  in  the  main  river,  where  brush  was  scarce,  and 
at  a  great  distance  from  the  river.  i 

By  October  15  the  river  rose  sufficiently  to  permit  entrance  to  Old  Biver,  and  both 
brush  parties  were  moved  there. 

Being  short  of  brush,  I  organized  a  third  party,  and  placed  them  on  "Old  Hen 
Island,"  just  opposite  the  work.  They  ore  supplying  at  date  60  cords  per  day,  oar 
total  requirements  being  about  200  cords  per  day. 

Owing  to  short  supply  of  brush,  no  shore  work  was  done  until  October  2,  although 
a  considerable  portion  of  the  bank  had  been  staked  out  and  wired  ready  to  have  the 
brush  placed  in  position. 

On  August  17  the  snag-boat  John  B.  Meigs  began  work  in  clearing  the  bend  of 
snags.  She  finished  on  October  11,  having  removed  five  hundred  and  forty-one 
snags  and  ten  rack  heaps.    Two  men  were  lost  by  falling  overboard. 

On  September  24  a  small  flat,  loaded  with  600  bu^els  of  coal,  was  struck  by  a  large 
drift  log  and  sunk. 

The  following  tables  will  show  you  the  work  done  in  detail: 

Table  No.  l.— HYDBAULIC  GBADEB  No.  2. 
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b£SUM£  of  GBADEB  WOBK. 

Linearfeetof  bank  graded 7,673 

Cubic  yards  of  earth  removed 67,242 

Cost  per  linear  foot |0.334 

Cost  per  oubio  yard i .-^ 0.038 
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Mattress  work  done  is  as  follows: 

Mattress  No.  I,  Slink  January  2:),  1883 296'xl40' 

Mattress  No.  2,  sunk  January  27,  1883 sWri'xMC 

Mattress  No.  3, sunk  February  3,  1883 29&XIA0' 

Mattress  No.  4, sunk  February  10,  1883 256'Xl40' 

im'xiw 

Mattress  No.5,6nnk  August  11, 1883 493'Xl40' 

Mattress  No. 6,  sunk  August  23,  1883 850'xl40' 

Mattress  No. 7, sunk  September  4,  1883 952'xl40' 

Mattress  No. 8, sunk  September  15,  1883 925'xl40' 

Mattress  No. 9,  sunk  September  28,  1883 1032'Xl40' 

MattressNo.lO,  sunk  October 23, 1883 ISSO'xMO' 

Mattress  No.  10,  afloat 570'xl40' 

6402'X140' 

Total  amount  of  deep  mattress  made 75*^X140' 

Total  amount  of  deep  mattress  sunk 69o9'Xl4(y 

In  addition  to  this  there  was  made  and  sunk  a  mattress  100  by  300  feet  to  cover  a 
cave  in  bank  between  mattresses  Nos.  3  and  4,  due  to  their  not  lapping. 

At  date  (November  1)  6,700  linear  feet  of  bank  is  covered  by  "  deep-water  mat- 
tresses," and  4,100  linear  feet  by  "upper-bank  protection."  The  total  revetment  is 
120,918  square  yards. 

In  preparing  for  work,  the  following  (mostly  heavy)  timber  was  cleared  from  the 
bank: 

▲ens. 

From  December,  1882,  to  February,  1683 16 

From  August,  1883,  to  November  1, 1883 ^ 

Total  clearing 25 

Table  showing  material  uaed  in  oonitruoHon, 


, oords.. 

Poles do  .. 

WiP6 poiuida. 

Spikes kegs  of  ISOponndB.. 

Nails kei^sof  lOOpoundii.. 

cubioynrds.. 


Deep-water  mat- 
tress. 


840.5 

305.0 

2.635.0 

13.0 

2.0 

565.0 


If 


4,88&0 

310.0 

18, 072. 0 

44.0 

11.0 

3,703.0 


03&0 


4,17&0 
""464.0 


e.  063.5 
41&0 

57.0 
13.0 

4.  mo 


I  have  on  hand  the  following  plant,  viz : 

One  quarter  boat,  130  by  25  feet,  capacity  180  men. 

One  quarter-boat,  100  by  20  feet  (double-decked),  capacity  120  men. 

One  quarter-boat,  90  by  20  feet,  capacity  60  men. 

One  quarter-boat,  82  by  18  feet,  capacity  80  men. 

One  quarter- boat,  80  by  18  feet,  capacity  24  men. 

One  quarter-boat,  60  by  16  feet,  capacity  30  men. 

Five  small  flats  used  in  construction. 

Four  screen-barges,  100  by  25  feet. 

Two  mattress-ways,  160  by  30  feet. 

One  hydraulic  grader-boat,  100  by  16  feet. 

One  machine  shop,  130  by  24  feet. 

One  decked  barge,  130  by  24  feet. 

Twenty-three  docked  barges,  100  by  25  feet. 

One  decked  barge,  100  by  18  feet. 

Thirty-nine  skins. 

very  respectfully,  your  obedient  servant, 

W.  M.  Rss8| 
United  8UUm  Aeeieiant  Enginm. 

M14.  A.  M.  MiLLBB, 

Gorpe  0/  Sngine^e,  U.  B.  A, 


Digitized  by 


Google 


APPENDIX  TT«^S£POBT  OF  MISSISSIPPI  RIVES  COBiMI88ION«      2803 

KUPOJrr  07  7.  t.  BUBBOWK8,  A08I8TANT  ENOINXEB,  UPOK  A  8I7BVET  OF  THE  MISSI*- 
gLPPX  BIVXB  IN  THX  YICXKITT  07  MEMPHIS. 

Unttbd  States  ENomsBB  Office, 

MmphU,  Tmn,y  March,  12, 1883. 

Captain  :  I  have  the  honor  to  Bubmit  the  following  report  npon  the  sanrey  of  the 
liisBifleippi  River,  in  the  vicinity  of  Memphis,  made  under  yoor  instractions  daring 
thepMt  year. 

Tne  survey  was  begun  May  5, 1882,  under  the  direction  of  your  predecessor,  MiJ. 
W.  H.  H.  Benyaurd,  Corps  of  Engineers.  United  States  Army,  and  at  that  time  was 
intended  to  include  only  that  portion  ox  the  river  irom  Mound  City  Landing  tci  the 
head  of  President's  Island^  a  distance  of  7  miles.  Ten  days  after  field  work  was  dis- 
cootinned,  for  the  time  being,  on  account  of  high  water,  and,  owing  to  the  long  con- 
tinuance of  the  ssme,  was  not  recommenced  until  by  your  orders,  on  Au^pist  1.  The 
work  on  this  portion  was  then  pushed  slowly  forwaitl ;  the  party  cohsisting  of  myself 
and  three  men  only,  as  on  account  of  a  lack  of  funds  available  at  that  time  economy 
was  necessary. 

In  the  latter  part  of  August,  as  you  were  informed  that  an  allotment  had  been  made 
for  the  completion  of  the  survey,  the  party  was  increased  by  the  addition  of  a  transit- 
man  and  several  ski£fmen,  and  the  work  farther  facilitated  by  the  use  of  the  steam- 
launch  Daphne. 

About  the  time  of  the  completion  of  tbe  survey,  as  originally  projected,  I  received 
your  orders  to  continue  it  up  the  river  to  the  foot  of  Island  No.  40,  an  additional  dis- 
tance of  7|-  miles,  and  soon  afterwards  received  your  further  instructions  to  extend  it 
down  the  river  to  Scanlan's  Landing,  a  dietance  of  l&f  miles,  making  a  total  length  of 
survey  along  the  main  channel  of  30  miles,  and  reaching  from  tbe  foot  of  Island  No.  40, 
11^  miles  alx>ve  the  foot  of  Jefferson  street.  Memphis,  to  Scanlan's  Landing,  18i  miles 
below  the  same  point.  This  constitutes  tiie  survey  as  finally  completed,  and  I  will 
therefore  consider  it  as  a  whole. 

As  there  had  been  a  very  complete  survey  of  almost  the  entire  portion  of  this  reach 
of  river  made  in  lH77-'78y  under  the  dirertion  of  Lieut.  Col.  C.  B.  Comstock,  Corps  of 
Engineers,  United  States  Army,  the  primary  object  of  the  present  resurvey  was  to 
ascertain  the  chan£|es  in  the  bed  and  banks  since  that  time;  that  is,  the  location  and 
amount  of  tbe  erosion  of  the  banks,  the  accretion  or  formation  of  bars,  and  the  scour 
or  fill  of  the  bed  of  the  stream. 

METHOD  OF  MAKING  8UBVET. 

A  com])tote  triangnlation  of  the  reach  having  been  made,  both  under  the  direction 
of  General  Comstocic  and  by  the  Coast  and  Geodetic  Survey  (the  notes  of  which  were 
furnished  this  office),  and  as  most  of  their  points  were  still  intact  it  was  not  deemed 
necessary  to  make  an  entirely  new  trigonometrical  survey.  Both  for  economy  of  time 
and  in  order  to  make  a  more  exact  comparison  with  the  previous  survey,  those  old 
points  which  were  found  to  be  in  good  order  were  used  in  tbe  new  survey,  and  the 
ones  which  had  been  destroyed  and  were  necessary  to  insure  the  accuracy  of  the 
work  were  replaced.  *" 

The  bank  and  bar  lines  between  the  triangulation  stations  were  determined  by 
stadia  measurements,  as  were  also  the  sounding  stations.  Soundings  were  located 
by  intersections  from  two  transits  on  shore,  usually  placed  on  the  bar  or  convex  side 
of  the  river,  so  as  to  give  the  best  angles  oi  intersection. 

Several  methods  of  making  soundings  were  tried  and  the  one  most  f^nerally  used  was 
adopted  as  giving  the  greatest  number  in  a  eiven  time.  A  skiff,  with  three  oarsmen, 
a  leadsman,  and  a  recorder,  was  rowed  rapidly  back  and  forward  across  the  stream 
and  the  lead  cast  every  half-minute.  Ever^  second  sounding  being  located  by  the 
transitmen  sighting  on  a  flag  raised  and  quickly  lowered  by  the  recorder  at  the  in- 
stant of  sounding.  In  order  to  keep  a  check  on  the  numbers  the  flag  was  quickly 
raised  and  lowered  twice  at  every  fifth  sounding,  and  such  double  flag  noted  by  both 
transitmen  and  recorder.  On  account  of  its  too  sreat  draught  the  steam-launch  was 
found  to  be  of  very  little  utility  in  the  actual  taking  of  soundings  at  a  low  stage  of 
water.  It  was,  however,  used  to  a  considerable  extent  in  the  immediate  vicinity  of 
Memphis,  tbe  soundings  over  this  portion  being  taken  in  longitudinal  lines.  The  lead 
was  cast  but  once  for  each  line  and  the  launch  and  lead-line  kept  drifting  together. 
Soundings  were  taken  every  fifteen  seconds  and  every  fourth  sounding  located.  This 
method,  without  doubt,  gives  the  most  accurate  results,  but  was  abandoned  on  ao- 
oooat  of  the  great  length  of  time  consumed. 
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THE  0HABT8. 

The  map  of  the  river  submitted  herewith  consists  of  four  charts,  made  to  a  scale  of 
1 :  10,000,  numbered  from  one  to  four,  lieginning  at  the  foot  of  Island  No.  40.  As  prob- 
ably the  best  method  of  describing  the  reach  surveyed,  I  will  take  up  the  charts  in 
numerical  order,  and  consider  them  separately. 

Chart  No,  1  extends  from  the  foot  of  Island  No.  40  to  Mound  City  Landing,  a  distance 
along  the  channel  line  of  7^  miles.  Of  this  portion  of  the  river,  only  that  part  bad 
been  previously  plotted  by  the  **  Comstock  survey "  between  the  head  of  Old  Hen 
Island  and  Mound  City  Landing.  Heavy  caving  is  shown  to  have  taken  place  on  the 
head  of  Old  Hen  Island,  and  the  bar  below  has  kept  moving  down  the  river,  following 
the  rapid  caving  in  of  Hopefield  Bend.  Above  Mound  City  Landing,  the  caving  on  tbe 
right  bank  since  the  **  Comstock  survey"  is  inconsiderable.  Above  the  head  of  Old 
Hen  Island,  the  previous  survey  was  made  under  the  direction  of  the  Mississippi 
River  Commission,  in  1879-'60.  As  their  maps,  plotted  to  a  large  scale,  have  not 
been  furnished  this  office,  I  have  not  been  able  to  place  their  shore-lines  on  the  new 
maps.  Throughout  the  reach  of  river  on  this  chart,  the  width  between  bank  lines  is 
excessive,  varying  from  3,000  to  6,000  feet;  but,  at  the  stage  to  which  the  chart  is 
plotted,  the  widths  of  the  water-way  are  as  follows:  3,000  feet  at  foot  of  Island  Forty, 
thence  contracting  to  2,000  feet  in  next  three  miles,  and  again  widening  to  5,000  feet 
at  head  of  Old  Hen  Island. 

The  soundings  and  shore-lines  on  this  chart  are  reduced  and  plotted  to  a  stafie  of 
water  which  corresponds  to  a  reading  of  11.4  feet  on  the  Memphis  gau|ce. 

Chart  No.  2  extends  from  Mound  City  Landing  to  the  head  of  President's  Island, 
a  distance  along  the  channel  line  of  7  miles,  and  includes  the  river-front  and  harbor 
of  Memphis. 

The  most  noticeable  change  shown  to  have  taken  place  on  this  portion  of  the  river 
is  the  heavy  caving  above  Hopefield,  extending  from  Mound  City  Landing  to  Hope- 
field,  and  amounting  to  a  maximum  cutting  of  1,200  feet,  in  the  middle  of  the  bend, 
since  the  survey  of  IBTT-TS.  Rapid  caving  is  aIbo  taking  place  on  the  left  bank  above 
Wolf  River.  This  caving,  by  comparison  of  more  recent  surveys,  seems  to  be  increae- 
ing  in  rapidity.  Gradual  caving  is  also  shown  to  have  taken  place  on  the  river-front 
of  Memphis,  above  Jefferson  street.  This  portion  of  the  front  has  been  partiallv  ie> 
vetted  during  the  past  four  or  five  years,  and  the  caving  thereby  stopped,  or  at  least 
checked,  as  considerable  caving  of  the  top  bank  has  taken  place  during  the  past  year, 
which,  although  not  showing  largely  on  this  map,  is  of  considerable  importance  on 
account  of  the  value.of  the  property  affected. 

The  water-way  in  front  of  Memphis  and  in  a  part  of  Hopefield  Bend  is  contracted 
to  a  width  of  only  1,600  or  1,800  feet,  at  the  stage  of  water  to  which  the  chart  is  plot- 
ted. This  chart  also  shows  the  sweep  of  the  bend  opposite  Memphis  and  the  course 
of  Four-mile  Bayou,  extending  almost  across  it.  The  shortest  distance  through  this 
bend  is  13,600  feet. 

The  soundings  and  shore  lines  on  this  chart  are  reduced  and  plotted  to  a  stage  of 
water  which  corresponds  to  a  reading  of  11.4  feet  on  the  Memphis  gauge. 

Chart  No,  3  includes  the  whole  of  President's  Island^  and  shows  the  main  channel 
and  chute  on  either  side  of  it.  The  nearly  equal  division  of  the  low-water  discharge 
of  the  river  at  the  head  of  the  island  has  apparently  been  the  cause  of  shoaling 
and  contracting  the  low- water  channel  of  the  main  river  along  its  north  and  west 
sides. 

Between  the  mouth  of  Four- mile  Bayou  and  Lake's  Landing,  the  width  of  the 
water-way,  at  the  sta^e  to  which  the  chart  is  plotted,  is  only  1,300  feet.  Below 
Lake's  Landing  it  widens  out,  but  becomes  shoal,  and  by  the  formation  of  a 
middle  bar,  one  mile  above  Rowley's  Landing,  the  actual  available  channel  la  con- 
tracted to  600  feet,  and  maintains  this  width  for  2,000  feet.  Tbe  clear  biffh-water 
width  of  the  main  river  averages  from  4,000  feet  to  5,000  feet,  exclusive  of  the  chute 
between  President's  and  Vice-President's  Islands. 

The  principal  caving  shown  to  have  taken  place  in  this  portion  of  the  main  river 
extends  from  the  head  of  the  Apperson  plantation  to  Jones's  Landing,  where  there  has 
been  an  average  cutting  of  nom  400  feet  to  500  feet,  for  a  distance  of  10,000  feet 
Caving  has  also  taken  place  immediately  above  Lake's  Landing,  averaging  200  feet 
in  width  by  one-half  mile  in  length,  and  from  the  month  of  Four-mile  Bayoa,  up- 
stream, there  has  been  an  average  caving  of  150  feet  for  a  distance  of  a  mile. 

The  chute  to  the  east  and  south  of  President's  Island  has  a  very  uniform  width 
between  bank  lines,  varying  only  from  2,000  to  2,200  feet.  At  low  stages  its  width 
in  the  bend  is  contracted  by  a  bar  to  1,200  feet,  and  a  middle  bar,  or  reef,  also 
obstructs  the  upper  end  of  the  chute,  for  a  distance  of  about  a  mile.  From  the  lack 
of  necessary  tools  and  appliances  for  making  the  examination  I  was  not  able  to 
Judee  of  the  nature  of  the  material  of  which  this  reef  is  composed ;  but  f  he  bottom 
of  the  whole  upper  portion  of  the  chute,  as  indicated  merely  by  the  feel  and  efiect 
upon  the  sounamg-lead,  seems  to  be  of  a  hard,  gravelly  nature.    From  the  foot  of 
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the  bluff,  at  the  head  of  the  chute,  a  reef  of  ferrnginoTm  sand-rock  late  into  the  stream, 
ahowiug  at  a  stage  about  10  feet  above  low  water;  and  this  midale  bar  may  possibly 
be  of  the  same  nature.  lu  this  connection,  from  the  report  of  Assistant  Engineer 
£.  H.  Wilson  to  the  secretary  of  the  Mississippi  River  Commission  (Jane,  1881),  I  find 
the  followiug  information  concerning  the  nature,  depth,  and  probable  location  of 
this  rock.  At  boring  No.  1,  located  at  the  foot  of  the  bluff,  about  three-fourths  of  a 
mile  below  the  head  of  the  chute,  ferruginous  sandstone  stopped  further  progress  at  a 
depth  of  107.4  feet  below  the  top  of  the  bluff,  which,  according  to  his  diagram, 
would  be  about  on  a  level  with  the  low  water  of  1872. 

In  describing  this  boring  Mr.  Wilson  says ;  "  The  sand  rock  which  stopped  the  pro- 
gress of  the  boring,  it  seems,  is  here  of  unusual  extent,  appearing  above  the  water  at 
jow  stages  of  the  river  some  distance  from  the  bank,  which,  washing  away  the  over- 
lying material,  has  been  unable  to  remove  the  rock.  *  *  *  It  seems  possible  that 
the  submerged  bar  which  extends  from  this  point  to  the  head  of  President's  Island, 
may  be  an  extension  of  this  sandstone  layer.'' 

With  the  exception  of  the  middle  bar  referred  to,  I  did  not  find  any  shoal  of  a  pos- 
sible rocky  formation  in  the  stream,  which  would  appear  above  the  water  at  its  lowest 
stage.  At  two  points  in  the  chute,  where  some  disturbing  elements  on  the  bottom 
(claimed  by  some  to  be  rock  reefs)  have  caused  large  boils  on  the  surface,  there  was 
found  not  less  than  19  feet  of  water  at  the  stage  sounded— ^.5  feet  on  the  Memphis 
gauffe. 

The  supposition  as  to  the  rocky  nature  of  the  middle  bar  may,  tqt^  likely,  be  cor- 
rect ;  but  a  thoroagh  examination  is  necessary,  in  order  to  establish  it  as  something 
more  than  a  mere  hypothesis. 

The  distance  through  the  chute  is  li  miles  shorter  than  by  way  of  the  main  river 
at  low  stages  of  water ;  the  length  of  the  main  channel  being  7f  miles,  and  by  way 
of  the  chute,  6^  miles. 

The  principal  caving  shown  to  have  taken  place  in  the  chute  is  at  the  head  of  Presi- 
dent's Island,  where  there  has  been  an  average  cutting  of  from  200  feet  to  500  feet  for 
a  distance  of  a  mile ;  and  also  on  the  foot  of  the  island  averaging  300  feet  in  width 
by  one-half  mile  in  length.  Slighter  caving,  varving  from  50  feet  to  100  feet  in  width 
by  two  miles  in  length,  has  also  taken  place  on  the  Tennessee  shore  below  Noneonnah 
Creek. 

The  soundings  and  shore  lines  on  this  chart  are  reduced  and  plotted  to  a  stage  of 
water  which  corresponds  to  a  reading  of  6.5  feet  on  the  Memphis  gauge. 

Chart  No.  4  extends  from  the  foot  of  President's  Island  to  Scanlan's  Landing,  a  dis- 
tance along  the  channel  of  8  miles. 

The  width  of  the  river  between  banks  throughout  almost  the  whole  of  this  reach 
is  very  excessive,  being  from  5,000  to  6,000  feet. 

From  Reeves'  Landing  to  Harris'  Landing,  where  the  width  from  bank  to  bank  is 
6,000  feet,  a  middle  bar  has  formed,  which,  at  low  water,  divides  the  river  into  two 
channels,  both  of  which  are  uavi cable  for  small  boats  of  light  draught,  the  one  on  the 
right,  however,  being  the  main  channel  and  the  only  one  through  which  large  boats 
can  pass  with  any  degree  of  safety. 

The  bars  at  Hampton  and  Scanlan's  Landing  have  been  found  to  be  greatly  in- 
creased in  size  and  are  gradually  moving  down  stream.  The  width  of  water-way  of 
the  main  channel,  as  contracted  by  the  bars  at  the  stage  of  water  at  which  the  survey 
and  map  were  made,  is  2,600  feet  at  Ensley's  plantation,  4,000  feet  at  Hampton  Land- 
ing, 1,700  feet  at  Reeves'  Landing,  keeping  about  this  width  to  Harris'  Landing,  then 
widening  to  5,000  feet  on  the  crossing  below,  but  soon  contracting  again  to  2,^  feet 
and  keeping  about  this  width  to  near  Scanlan's  Landing. 

The  principal  caving  found  on  this  reach  is  at  the  following  points :  Between  Reeves' 
and  Harris'  Landing  where,  for  a  distance  of  4,000  feet,  there  has  been  an  average  cut- 
tine  of  300  feet ;  below  Fleece's  plantation,  where  there  has  been  a  cutting  of  200  feet 
to  400  feet,  a  distance  of  3,600  feet;  and  on  the  head  of  the  old  Cow  Islands,  where 
the  caving  has  been  from  200  feet  to  600  feet  in  width,  by  a  mile  in  length. 

Slight  and  inconsiderable  caving  has  also  taken  place  on  the  lower  end  of  Ensley's 
plantation,  between  Horn  Lake  and  Collins'  Landings,  and  below  Scanlan's  Landing. 

The  soundings  and  shore  lines  on  this  chart  are  reduced  and  plotted  to  a  stage  of 
water  which  corresponds  to  a  reading  o'f  6.5  feet  on  the  Memphis  gauge. 

SLOPE  OF  TIUB  RTVIBB. 

While  the  party  was  at  Hampton  Landing,  a  daily  gauge  record  was  kept  at  that 
point,  the  zero  of  the  gauge  being  connected  with  that  at  liemphis,  by  means  of  the 
levels  of  the  ''Corastock"  survey.  In  the  following  table  are  g^ven  the  dailv  gauge 
readings  at  both  points  from  November  30  to  December  13,  the  zero  of  the  Hampton 
nase  being  reduced  to  the  same  level  as  that  at  Memnhis.  The  daily  differences  in 
toTel  and  slope  per  mile  are  also  given.  Taking  from  tnis  table  0.5308  foot,  the  aver- 
age elope  per  mile,  and  multiplying  by  7f  miles  (the  distance  around  President's 
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Island  by  way  of  the  main  channel),  we  g^  3.8483  feet  m  the  difference  In  leril 
between  the  head  and  foot  of  the  island ;  and,  dividing  this  by  6^  miles,  the  distsncs 
throngh  t^e  chute,  gives  0.S820  feet  as  the  average  slope  per  mile  through  the  dints. 

Table  of  $lope8. 
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+0.09 
-0.11 
-0.31 
-0.71 

JfOet. 
124 
12 
12 
12 
12 
12 
12 
12 
12 

12 
12 
12 
12 

FetL 
6.59 
6.54 
6.51 
&61 
6.61 
6.66 
6.66 
&76 
6.86 
6.71 
6.51 
6.61 
6.56 
6.71 

0.8272 

Deoanber  1  •......••..*•.•—>••*.•••.•••••• 

assai 

December  8     ••..••........■.....•..■•-•-.. 

assM 

December  8  .........■•■■••...*■••••■•••«••• 

0.5288 

December  4 

0.5288 

0.5818 

Do^jember  6 

0.5888 

a5408 

December  8 

0.5488 

December  9 

016868 

DecwnberlO .....r  --.r 

O.5208 

December  11 

0.5288 

December  18 

0.6248 

December  18 

0.5888 

L 

DISCSARGB  OBSERVATIONS. 

In  order  to  ascertain  the  relative  amounts  of  water  passing  on  either  side  of  Presi- 
dent's Island,  discharffe  observations  were  taken  in  both  the  chnte  and  main  river,  a 
short  distance  below  the  head  of  the  island,  on  the  following  days^  December  29  and 
31, 1882,  January  2  and  February  20  and  21, 1883.  The  results  of  these  observations 
are  given  in  the  following  table: 

Table  of  diiotuarget. 


I 

Chnte. 

l*^ 

Dale. 

Aieaof 
sectton. 

Die- 
charge 

per 
second. 

Mean  veloci^. 

Area  of 
section. 

Die- 
charge 

per 
second. 

Heao  velocity. 

If 

Per 

second. 

Per 
hour. 

Per 
second. 

Per 
Boor. 

|& 

188Z 
Dec.  20 
Dec.  81 

1888. 
Jan.     8 
Feb.  20 
Feb.  21 

FeH. 
&35 
9.80 

10.40 
82.80 
88.30 

82,817 

84,035 
141.407 
148,904 

OuhiefML 
118,295 
128,965 

139,071 
618,268 
631,346 

Feet, 
8.8400 
8.7763 

4.0861 
4.3728 
4.3873 

ira«t. 

2.6243 
2.5741 

2.7860 
2.0811 
2.9018 

42.862 

43,804 
104,519 
105,788 

OubicfmL 
183,181 
190;  407 

206,573 
548,758 
562,715 

4.6654 
4.7098 

4.7604 
&2503 
6.3220 

JfOet. 
8.1810 
8.2100 

8.245r 
8.5708 
8.6286 

t«,6M 
1,1(7,011 
I.1H<« 

From  the  above  table  it  will  be  seen  that  on  December  29  and  31, 1882,  and  Jannaiy 
2, 1883,  when  the  water  was  at  a  medium  low  stage,  the  discharge  throngh  the  chute 
was  about  sixty  per  cent,  greater  than  through  the  main  river,  but  on  February  20 
and  21,  when  the  river  was  bank  full,  the  discharge  through  the  main  channel  wss 
about  10  per  cent,  greater  than  through  the  chute. 

These  observations  were  made  with  floats,  running  a  distance  of  200  feet. 

The  floats  were  of  the  same  pattern  as  those  used  by  this  office  in  making  disohaigs 
observations  in  1879. 

Very  respectfully,  your  obedient  servant, 

F.  S.  BxTBBOwn, 

Capt.  A*  M.  MiLLEit, 

Corp$  of  Engineenf  ZT.  S,  A.,  JfssipMt,  2\hmi. 
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K4. 

BXPOBT  OV  V.  ▲.  FUBXR,   AMIflTAlTT  XNGINXBB,  UPON  ▲  8UBVST    OF  THS  HaUDTA 

BEACH. 

Unttbd  States  Enginbeb  Office, 

MempkiB,  Tenn.,  May  31, 1683. 

Captain  :  I  haye  the  honor  to  present  to  yon  the  following  report  of  the  aoryey  of 
the  Helena  Reaoh^  MiasisBippi  Biver,  yon  intmated  to  my  charge  doring  the  season 
of  1882-'83: 

In  acoordanoe  with  yonr  letter  of  instmctions,  dated  October  16, 1882, 1  at  once  or- 

y  outfit.  The  party  consisted  of  one  assistant 
,  fonrrodmen;  one  leadsman ;  seven  oarsmen, 
i  being  just  large  enough  to  accommodate  that  nnmber 
of  men.  I  left  Memphis  October  22,  1882,  allowing  tne  boat  to  drift  and  pUoting  it 
with  my  two  well-ma(uied  skifGs  to  Commerce  Landing,  arriving  October  24. 

The  instruments  furnished  me  were :  Transit  No.  4840  (Heller  and  Brightly) ;  transit 
No.  8  (Gurley ) ;  level  No.  4918  (Heller  and  Brightly). 

The  survey  comprised  a  tertiary  triangulation,  shore  line  of  both  banks,  of  bars, 
tow-heads,  islands,  and  topography  of  same ;  soundings  and  necessary  level  conneo- 
tiona  between  United  States  bench-marks  and  gauges ;  and,  also,  according  to  further 
instructions,  dated  November  25,  1882,  location  of  levees  along  the  river,  when  it  did 
not  extend  the  survev  too  far,  and  the  ascertaining  the  level  of  high  water  of  1882. 

Secondary  triangulation  station  **  Peters,"  being  the  only  one  near  the  beginning 
of  my  work  which  could  be  found^  observations  for  azimuth  were  made  near  Com- 
merce Landing,  and  the  triangulation  carried  from  a  carefully  measured  baae-line, 
4,092  feet  in  length,  connecting  this  point  with  triangulation  station  '*  Peters,''  to  a 
check-base  at  the  head  of  Bordeaux  Cnute,  where  observations  for  azimuth  were  also 
made,  aa  a  check  on  previous  determination. 

Near  O.  K.  Landing,  Miaa.^  the  firat  complete  connection  with  aecondary  triangula- 
tion through  line  triangulation  atation  O.  K— triangulation  atation  Waddell,  azimuth 
1760  04'  37''.54,  waa  made.  My  obeerved  azimuth  checked  within  one  minute.  The 
next  connection  waa  made  at  Helena,  Ark.,  with  line  triangulation  atation  Battery 
Hindman — ^triangnlation  atation  Court-houae,  and  again  at  Friar'a  Point,  through  line 
triangulation  atation  Ship— triangulation  atation  Weatover. 

Gangea  to  determine  river  alope.  were  placed  at  such  pointa  along  the  river  aa 
seemed  to  indicate  a  change  of  inclination ;  and,  elevation  of  their  zeroa  waa  deter- 
mined hf  levela  from  known  elevation  of  United  Statea  bench- marka.  A  nnmber  of 
anch  Umted  Statea  bench-marka  were  connected  by  chain  and  tranait  with  tertiary 
triangulation  pointa. 

Simultaneona  readingaof  the  gaugeawere  taken  at  two  pointa,  uauallyforaixhoiira 
in  aucceaaion,  and  day  a  aelected  for  slope  determination  at  a  nearly  stationary  stage 
of  the  river.  The  result^with  dates  when  observed  and  stage  of  river  at  Helena,  are 
given  in  Table  No.  1.  The  rate  of  caving  of  banks  on  the  <*  reach,"  for  the  time 
between  the  anrveya  of  1878-79  and  1882-%3,  ia  given  for  the  different  aectiona  in 
Table  No.  2.    Sand-bars  have  not  been  considered  in  this  estimate. 

The  level  of  hi^  water  of  1882  is  given  in  Table  No.  3.  The  stage  of  water  at  Mem- 
phis, Tenn.,  and  Helena,  Ark.,  ia  given  in  Table  No.  4.  The  amount  of  work  done  it 
given  in  Table  No.  5. 

TOPOOBAFHT. 

On  this  "reach  "  many  of  the  aecondary  atationa  have  been  waahed  away;  in  aome 
inatancea  plowed  up,  and  in  otbera  buned  under  mud,  and  aand,  aome  2  or  3  feet 
deep.  Tertiary  pointa  were  aubatituted  and  placed  in  doae  proximity  to  each  other, 
ao  aa  to  avoid  the  cutting  of  heavy  timber.  Stadia  lines  were  run  between  atationa, 
and  all  pointa  inland  taken  aa  far  aa  atadia  could  be  read.  Eievationa  aa  given  on  the 
eharta  depend,  in  feet,  on  a  plane  which  ia  225  feet  below  high  water  of  June,  1858. 
Thia  high  water  correaponda  to  a  reading  on  Memphia  gauge  of  34.16  feet. 

SOUNDmOS. 

In  aonnding,  a  lead  weighing  17f  pounda  waa  uaed.  The  original  lead  weighed  20 
pounds,  but  Ifonnd  it  too  heavy  for  aatiafactory  nae,  ao  I  reduced  ita  weight  aa  given 
above.  The  lead-line  meaaured  100  feet;  the  actual  length  of  which  waa  determined 
bv  a  atandard  meaaure  at  all  timea  before  ita  use,  and  correction  noted  in  ita  proper 
place  in  aonnding-booka. 

Generally,  linea  were  aonnded  at  an  interval  of  about  1,000  feet,  but  at  leaa  diatanoe 
wJMnerer  the  river  bed  appeared  changeable.    Two  tranaita  occupied  anch  triangnla- 
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tion  stationB  m  would  give  the  htt  detennination  of  poation  of  sotindiiig-boftt  whea 
the  fiaff  was  raised. 

On  the  ohartSy  soandlngs  are  expressed  in  feet  and  are  reduced  to  that  stage  of  water 
which  corresponds  to  a  reading  of  12.62  feet  on  the  Helena  gange :  being  the  mean  for 
the  19  days  on  which  soundings  were  taken.  The  elevation  of  this  stage  of  water  is 
161.54  feet,  or  55.61  feet  below  United  States  bench  mark  V-  High  water  of  1^  st 
Helena,  was  34.26  feet  above  the  stage  of  water  to  which  the  charts  are  redaced. 

The  dates  in  the  river  bed  indicate  the  days  on  which  soundings  were  taken. 

The  readings  of  Memphis  and  Helena  gauges  on  these  days  are  given  in  Table  No. 
4.  Helena  gange  is  read  twice  during  the  day,  at  9.30  a.  m.  and  1.^  p.  m.  The  mesn 
of  these  two  readings  has  been  taken. 

GAVIKO  BANKS. 

Table  Ko.  2  ^ves  a  list  of  localities  and  the  rate  of  caving.  The  rate  is  determined 
from  a  companson  of  the  present  position  of  the  shore-line  with  its  position  at  former 
surveys.  It  will  be  observed  that  the  caving  at  east  side  of  Bordeaux  Island  is  going 
on  very  rapidly,  as  much  as  1,100  feet  in  one  year;  and  as  the  whole  distance  across 
to  Old  River,  above  "Walnut  Bend  Landing,  is  only  1,117  feet,  the  river  will  doubt- 
less, at  no  distant  date,  break  through  and  resume  its  original  bed  in  Walnut 
Bend.  I  have  added  to  this  report  a  reduced  plot  of  this  interesting  section  of  river. 
(Plate  U.) 

BARS  Aia>  TOW-HEADS. 

The  bar  opposite  Commerce  Landing,  between  old  and  new  river,  has  extended 
down  the  river  about  one-half  of  a  mile,  and  is  composed  of  a  very  fine  and  easily 
shifting  sand,  except  on  the  northern  portion,  where  a  small  belt  of  gravel  pre- 
dominates. At  the  southern  end  is  some  silt  end  mud.  The  opening  at  Lin  wood 
Point,  into  Council  Bend,  is  closing  rapidly.  The  bar  immediately  below,  on  Missis- 
sippi shore,  is  composed  mainly  of  sand  with  some  silt  at  extreme  southern  end« 
Clark^s  Tow-head  is  now  merged  into  this  bar  and  has  lost  its  identity. 

The  bar  opposite  Mhoon-s  Landing,  '^Ashlev  Point,"  is,  at  its  highest  elevation, 
Composed  of  sand.  Along  the  bluff  or  main  shore,  gravel  exists  and  varies  in  sixe 
from  0.5  inch  down  to  coarse  sand. 

The  bar  at  the  head  of  Bordeaux  Chute  consists  of  a  very  fine  sand ;  the  southern 
and  eastern  end  of  it.  where  it  Joins  on  the  main  shore,  is  composed  of  mud. 

The  Walnut  Bend  bar  has  extended  down  stream  three-fourths  of  a  mile,  with  fins 
sand  on  its  surface;  below  it,  however,  at  a  depth  of  one  or  two  feet,  it  becomes 
coarser  and  is  mixed  with  pebbles  as  moch  as  0.75  inch  in  size. 

This  bar  will,  in  the  near  future,  become,  no  doubt,  an  island,  as  the  river  above  is 
forcing  its  way  rapidly  through  to  the  old  Walnut  Bend  Channel. 

The  large  bar  on  Mississippi  side  above  O.  K.  Landing,  as  well  as  two  small  bars 
detached  from  it,  are  composed  of  a  coarser  kind  of  sand  than  usually  found ;  probably 
90  per  cent  of  it  consists  of  quartz  particles  from  0.04  to  0.05  inch  in  size. 

Fox  and  Ship  islands  are  merged  into  this  bar.  At  its  eastern  extremity,  where  it 
forms  the  shore  of  an  inlet  (formerly  river),  is  a  belt  of  mud  which  extends  up  as  high 
as  B.  M.  ^.  The  large  and  smaller  island  bars,  as  well  as  shore  bar  opposite  O.  K. 
Landing,  are  composed  of  fine  sand  with  mud  surrounding  them.  The  island  imme- 
diately below  O.  K.  Landing,  in  midstream,  consists  of  coarser  sand  mixed  withlaige- 
size  pebbles,  some  as  much  as  1.5  inch  in  size. 

The  bars  forming  opposite  Harbert's  Landing  are  composed  of  fine  sand.  8hoo- 
Fly  Bar,  below  Harbert's,  is  sand  in  its  main  body  with  some  gravel  at  its  northern 
end.  This  bar  has  assumed  quite  a  different  shape  since  1878.  From  being  egg- 
shaped,  with  greater  axis  lying  across  the  stream,  it  has  assumed  a  long,  narrow  shape 
running  with  the  channel  of  the  river.  It  has  extended  to  1^  miles  m$low  its  former 
southern  end,  holding  meantime  its  head  pretty  well.  The  main  channel  of  river 
crosses  at  this  point  from  Mississippi  shore  to  Arkansas  side  and  passes  close  to  north 
end  of  this  bar.  The  channel  between  it  and  Mississippi  shore  has  a  tendency  to  fill* 
The  bar  opposite  mouth  of  Saint  Francis  River,  which  includes  at  the  present  time 
Baint  Francis  Tow-head,  is  a  fine  quality  of  sand.  The  tow-head  itself  is  composed  of 
silt  and  covered  with  large-sized  cottonw^ood;  the  former  channel  between  tow-hesd 
and  main  Mississippi  shore  is  filling. 

The  Prairie  Point  bar  has  assumed  a  very  large  dimension,  closing  the  former  exist- 
ing channel  between  it  and  Arkansas  shore  almost  entirely.  The  northern  part  of 
this  bar  is  composed  of  a  very  fine,  almost  dust-like  sand.  At  the  eastern  slope  of 
this  bar  coarse  sand  with  particles  of  from  0.25  to  0.5  inch  occur.  The  southern  psrt 
has  a  small  stretch  of  silt  and  mud,  mainly  along  water  edge.  Helena  Tow-hesd  if 
composed  of  fine  sand,  excepting  at  Helena  end,  and  also  along  eastern  edge,  where 
some  silt  is  found.    It  is  covert  with  a  heavy  growth  of  willows  and  oottonwood. 
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The  bar  extending  from  belov  Glendale  to  Thompson's  Landing  is  chiefly  sand  with 
some  mnd  spots  on  lower  part  close  to  water.  Some  fp-avel  is  found  near  the  upper 
portion  of  the  bar,  the  size  of  which  varies  from  0.1  to  0.3  inch  in  diameter. 

Montezuma  Bar  consists  of  sand  mainly.  Some  gravel  is  found,  but  not  in  large 
quantities.  As  a  rule,  it  has  been  observed  that  the  higher  parts  of  bars  consisted  of 
very  fine  sand,  increasing  gradually  in  size  towards  the  water's  edge.  The  general 
size  of  sand  as  it  occurs  is  about  from  a  dust-like  form  to  0.05  inch;  that  of  gravel 
from  0.2  to  0.5  inch,  with  occasional  pebbles  of  1  inch  in  diameter. 

The  survey  was  completed  to  a  half  mile  below  Friar's  Point,  by  Januaiv  27, 1883, 
at  which  date  the  tug  Clarence  arrived  to  tow  quarter-boat  back  to  Memphis,  where 
we  arrived  January  31,  at  which  date  party  was  disbanded. 

My  thanks  are  due  to  Messrs.  W.  L.  Killebrew  and  C.  A.  Dinsmore,  who  assisted 
me  willingly  and  ably  in  the  prosecution  of  this  work. 
Very  respectfully,  your  obedient  servant, 

F.  A.  FiSHSB, 
United  Statm  A99Uftamt  JSngUimt. 

Capt.  A.  M.  MnxxB, 

Corp§  ofEngineer$,  U,  S,  A. 

Tabxjb  No.  l.—Biver  tlape. 


LocaUty. 


Date. 


li 

4 


i 

8. 


Trom.  lower  end  of  bar  near 
Campbell's  Landing  to 
Mho<m'8  Landing. 


Tnm  llhoon^s  to  head  of 
Bordeanx  ChntOb 


From  head  of  Bordeaux 
Chntetofootofi 


From  foot  of  Bordeaux 
Chute  to  smalt  island 
below  O.  K.  Landing. 

From  island  below-  O.  K. 
Landing  to  mouth  of 
Saint  ftands  Biver. 


From  mouth  of  Saint  Fran- 
cis Rirer  to  foot  of  bar 
opposite  Trotter's  Land- 
ing. 

From  Trotter's  Landing  to 
Gauge  No.  8,  below  Hel- 
ena, on  Arkansas  shore. 

From  Gauge  8,  below  Hel- 
ena, to  foot  of  Monte> 
Buma  Tow-head. 

Atnn  foot  of  IContesuma 
Tow*head  to  Westover, 
ogrpoeite  Friar's  Point. 


1S82. 
Nov.  18 


Deo.  5 
Dec  20 

Deo.  29 

1888. 
Jan.    0 

Jan.  16 

Jan.  23 
Jan.  24 
Jan.  27 


IfOM. 

&44 


4.78 


8.78 


a.  81 


&09 


7.84 


4.85 


6.45 


2.29 


Fe$L 
1L62 


12.10 


&66 


1&17 


ie.66 


18.56 


16i40 


10.96 


20.60 


Fftt, 
0.00 


0.00 


•fO.ll 
0.00 

0.00 

+0.02 
+0.03 
+0.10 


Fe€t, 
0.568 


0.427 


L126 


0.867 


0.401 


0.236 
3.198 


0.560 
9.609 


0.8G2 
1.999 


0.361 
9.793 


sisi.6oa 


Gauge  2  is  in  a  oove  on 
lower  end  of  bar.  Gauge 
8  is  in  Old  River,  i  mfle 
above  Mhoon's;  no  cur. 

'Gauge  at  Bordeaux  Chute 
in  slight  curronti  on  east 
bank,  head  of  bar. 

Gaage  at  lower  end  of  sand 
bar,  opposite  Walnut 
Bend  Landing,  in  stlD 
water. 

Gauge  in  current  on  east 
sloe  of  bar. 


Gauge  700  feet  in  Saint 
FranoLs  River,  above 
mouth,  in  still  baok>water 
of  Mississippi. 

Gauge  in  still  water  on 
west  side  of  bar. 


Gauge  in  current  on  Ar- 
kansas shoro,  2.76  miles 
below  Helena,  Ark. 

Gauge  located  in  still  water 
on  Arkansas  shore. 


Gauge  locatod  in  still  water 
on  Arkansas  shore. 


Slope  for  entire  distanoe. 


*Rise+.     Fall-. 
Nan.— figures  in  heavy-fused  type  give  sum  of  slope  for  whole  respective  distance.    The 
reading  of  Helena  gauge  for  the  nine  days  on  which  slope  was  detwmineo,  is  14.27  feet 
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Below  is  given  a  list  of  looftlities  and  the  rate  of  eaving.    The  rate  is  detendaid 
from  a  comparison  of  the  present  position  of  the  shore-line  with  its  position  at  i 
survey. 

Tablb  No.  fL^Ciwing  hank$. 


LoMUty. 


Bate  of 

caviBg 

per 

yew. 


Total 
oftving. 


HaterisL 


Athtey  Point.  Ark 

Hhoon*8  Landing,  Hiss 

Bordeaux  Point  Landing.  Miss 

Bordeaux  Island  (east  mde) 

Shore  opposite  Walnut  Bend,  Hiss 

Binith'sXanding,  Ark 

One  and  a  half  mUes  above  Harbert'a  Landing. 

OppoAite  Shoo-Fly  Bar,  Ark 

Mouth  of  Saint  Francis  River 

Below  month  of  Saint  FrancLs  Biver 

Trotter's  Landing,  Miss 

Glendale.  Miss  

One  and  a  half  to  6  miles  below  Helena,  Ark. . . 

Delta,  Miss 

One  and  a  half  to  2i  miles  below  Friar's  Pointy 


JPttt, 
820 
250 


MO 
600 


1,100 

2,200 

400 

800 

640 

1,080 

827i 

630 
1,810 

800 

730 

1,250 

.  250 

250 

1,000 

1824 

860 

140 

280 

Sand 

Sand  and  silt 

Sand 

Clay  and  sand — 

Sand 

....do..., 
Clay  and 
Sandan<!iaUt... 
Clay  and  sand . 

"/Ao'/.'.V.y.'." 

...  do 

sat  and  sand  . . 

....do 

...  do 


Deo,  1880 
Dec,  1880 
Dee.,  1880 
Deo.,  1880 
Dec,  1880 
Jan.,  1881 
Nov.,  1878 
Dec,  1878 
Dec,  1878 
Dec,  1878 
Dec,  1878 
Dec,  1878 
Dec,  1878 
Jan.,  1878 
Fsb.,1881 


Table  No.  S.—ElmOUm  of  high-water  marha  of  1882. 


Looallt^. 


I 


Description  of  msxka. 


At  Dr.  Peters'  store,  opposite 
Commeroe  Landing. 


Mhoon's  Landing,  Miss 

Bordeaux  Point  Landing,  Miss, 
Walnut  Bend  Landing,  Ark . . . . 
Austin,  Miss , 


O.K.  Landing,  Miss 

Mouth  of  Saint  Fraaois  Biver. 
Helena,  Ark 


Westover,  Ark.,  opposite  Fri- 
ar's Point. 


200.48 


208.18 
207.48 
204.70 
202.76 


202.60 
200.63 
195.88 

188.71 


MUst, 


F0$L 


JM. 


0.260 
0.213 

o.eo7 


1.80 
0.64 
2.79 


7 

8.76 

0 

12.5 


0.800 
0.225 
0.528 

0.675 


2.10 
L97 
4.76 

7.17 


Total. 


49.26 


20.72 


This  mark  is  defined  by  a  nail  drivia 

in  the  side  of  the  counter  Inside  tlis 

store. 
Mark  on  tree,  close  by  B.  M.  y. 
Mark  on  house  of  Henry  Wilaon. 
Two  nails  in  door-post  of  atore. 
Height  above  bench  mark  on  comer 

court-house  squaxe,  meaanred  by 

county  surveyor. 
Mark  on  store  and  post-office. 
Mark  on  large  tree  opposite  post-ofltoc 
3fark  on  wlndow-sui  of  brick  hooss 

opposite  elevator. 
Weli-deflned  mark  on  atordionse  st 

comer  of  levee 

Bntire  high-water  slope. 


Von.  -Blevations  as  given  in  this  table  depend  in  feet  on  a  plane  which  ia  225  feet  below  hi^  wate 
of  June,  185&  This  high  water  corresponds  to  a  reading  on  Memphis  gauge  of  84.16  feet.  High  watsr 
of  1882  corresponda  to  a  reading  on  Memphis  gauge  of  36.16  feet^  and  on  Helena,  Ark.  snage  of  4M 
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Table  No.  i.-^WaUr  gauge§, 

(SWwtaic  ftoge  of  mXm  at  United  Ststet  gauge  at  Momphia,  Tenn.,  and  H«leBa»  JLxk.] 


Mean  elevation 

of  water  in 
Ticinlty  where 
eonndlngawere 


1882. 
KoT.    8 

4 
18 
20 
24 
Bee.    5 

9 
U 
18 
20 
21 
29 


Jan. 


Fe$L 
177.18 

177.18 

177.46 

174.50 

174.96 

174.48 

174.48 

174.48 

167.80 

166.78 

165.74 

168.08 

163.06 
162.06 
162.08 
162.08 
160.90 
163.16 
165.22 


Gaoge  reading 

atMemphia 

at8a.m. 


Gauge  readinga 

at  Helena  at 

9.80  a.  m.  and 

1.80  p.  m. 


5.22 
5.22 
6.18 
7.20 
6.75 
6.40 
6. 80 
6.50 
5.25 
8.75 
8.50 
&20 

10.00 
9.70 
7.50 
7.50 
7.65 
10.25 
11.00 


1 


Feet. 
10.55 
10.70 
10.60 
10.70 
11.55 
11.70 
12.00 
12.11 
12.75 
12.80 
12.10 
12.10 
12.20 
12.30 
12.60 
12.60 
ILIO 
11.00 
9.00 
8.11 
&75 
S.80 
18.05 
13.80 

17.10 
17.10 
17.00 
16.11 
18.20 
13.80 
18.50 
18.60 
18.65 
18.80 
15.80 
16.00 
16.80 
17.10 


Mean  for  nineteen  daya . . 


Mean  of 
Helena 
gange. 


Fe§t,. 
10.68 

10.66 

1L6S 

12.50 

12.77 

12.10 

12.25 

12.66 

11.05 

8.85 

8.77 

1&17 

17.10 
16.85 
18.26 
18.66 
18.78 
15.90 
16L95 


12.88 


Tablb  No.  ^.-^Shinoing  amount  of  work  done  from  Commerce  Cut-Off  to  Friair'e  Polnf. 

Tertiary  triangalation  atatioiiB  built 185 

Azimutlis  observed 3 

Bases  cbained 3 

Tbeodolite  pointings 4,996 

Leads  cast,  number  of 6,184 

Water-gances  set 11 

Ilydrography  in  miles  along  river  channel,  old  and  new 59 

Shore-line  in  miles 135 

Sand  bars  surveyed,  number  of ^ 41 

River  slopes  determined,  number  of 9 

MUes  of  levels  run  from  United   States  bench-marks  to  oonneotion  with 

gauges 10.6 
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E6. 

SSmCATB  OF  BICHARD  KLBMU,  AfiSISTANT  ENGINEBR,  FOR  REBUILDING  Ain>  REPAa- 

ma  levees,  saint  francis  and  part  of  yazoo  fronts. 

United  States  Engineer  Office, 

MempkU,  Tenn.,  March  15, 1883. 

Captain:  I  have  the  honor  to  submit  to  you  herewith  estimates  of  amounts  of 
cubic  yards  to  be  fille-<l,.and  also  the  Dumber  of  acres  to  be  cleared  for  the  repairing 
and  rebuilding  of  the  old  State  levees  along  the  '*  Saint  Francis  front"  on  the  west 
bank  of  the  Mississippi  River  and  the  *^  Yazoo  front"  on  the  ea^t  bank  of  the  river. 

The  Saint  Francis  front  in  this  district  extends  on  the  Arkansas  side  from  Island 
No.  40  to  the  mouth  of  Saint  Francis  River,  and  the  Tazoo  front,  as  far  as  surveyed, 
from  the  Chickasaw  Bluffs,  below  Memphis,  to  Friar's  Point,  on  the  Mississippi  side. 

In  accordance  with  your  orders,  I  have  prepared  two  estimates — one  to  give  the 
amount  of  cubic  yards  needed  to  fill  the  gaps  and  breaks  in  the  old  levees,  and  one  to 
give  the  amount  of  cubic  yards  needed  to  raise  all  levees  1^  feet  above  high  water  of 
1882.  The  slope  for  new  levees  is  calculated  at  3  to  1  on  the  river  side  and  2  to  1  on 
the  land  side.  The  crown  of  the  levees  equals  the  fill  up  to  a  fill  of  8  feet;  above 
8-feet  fill  the  crown  will  not  exceed  8  feet.  The  muck-ditch  is  4  feet  wide  on  top,  2  feet 
wide  at  the  bottom,  and  3  feet  deep.  At  such  places  where  previously  no  levees  had 
been  built,  the  calculations  were  made  to  a  height  of  li  feet  above  high  water  of  1883 
for  both  estimates. 

The  estimates  are  compiled  partly  from  actual  surveys  made  by  Mr.  Gartland  and 
myself,  and  partly  are  taken  from  the  charts  made  under  the  direction  of  General 
Comstook  in  1878.  fYom  a  point  below  Commerce,  in  Tunica  County,  to  the  Coahoma 
County  line,  the  amounts  are  taken  from  notes  and  profiles  made  by  the  county  engi- 
neer of  Tunica  County,  Mr.  G.  W.  Owens,  and  from  Coahoma  County  line  to  Frists 
Point,  in  Coahoma  County,  from  notes  and  profiles  made  by  Levee  Inspector  William 
Hewson. 

The  high- water  marks  are  partly  from  my  own  survey  and  partly  from  Assistant 
Engineer  Hunter  Stewart.  In  locating  the  new  levees,  I  followed  the  line  of  the  old 
levees  as  near  as  possible.  At  such  places  where  the  old  levees  had  caved  into  the 
river,  I  laid  the  new  levees  far  enough  back  to  probably  be  safe  for  some  time.  I 
attach  "a  sketch  on  tracing  linen,  showing  the  old  levees,  and  also  showing,  in  red  ink, 
the  proposed  line  of  the  new  levees.  The  map  shows  that  all  the  old  levees  were 
constructed  to  protect  the  farming  interests  only,  and  that  the  distances  between  the 
levees  on  either  side  of  the  river  vary  from  1  to  6  miles. 

I  find  that  the  highest  ground  is  always  along  the  river  bank,  and  that  most  of  the 
surface  drainage  goes  towards  the  inland;  on  the  Arkansas  side,  to  the  Saint  Francis 
Biver  basin,  and  on  the  Mississippi  side  towards  the  Coldwater  and  Yazoo  basins. 

TotaU. 


Location. 

To  height  of 
old  levees. 

To  Ik  feet 
above  high 
water,  IsSs. 

Clearing. 

Oubieyard*. 

1,188.126 

083,732 

Oubieyard*. 

1,634,153 

842,032 

Aent. 
678 
248 

Very  respectfully,  your  obedient  servant, 


Capt.  A.  M.  Miller, 

Ckkrp§  of  Engineer;  U,  S.  A,,  MemphiBj  Tenn. 


SXCHABD  ElEMM, 

A$H»iant  EmglmMr. 
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Tablb  No.  l,^BBHm(Ue$  for  repairing  and  rebtUlding  the  old  State  Uvee»  along  the  MiO' 
eiesi^  JBiverf  on  the  Saint  Franoie  front,  in  the  State  ofArkanaaa, 


To- 


P 


if 


iS 


Bedman's  Point 

(Mound  City  Breaks.) 
Hound  City 

(Hopefieid  Breaks.) 
Four-Mile  Bayoa 


(Apperson  aod  Beeves*  Tianding 


_--eks.) 
Scanlan's  Landing 

(Cow  Island  Bend  Breaks.) 
Cat  Island  Landing 

(Horseshoe  Breaks.) 
Blue'sPoint 

(Connoil  Bend  Break.  Na  1.) 
Head  of  Conndl  Bend 

(Cooncil  Bend  Break,  ISfo.  2.) 
Dr.Peters' 

(Ashley  Point  Levee.) 
Head  of  walnut  Bend 

(Walnut  Bend  Breaks.) 
Fairs  Place 

(Hardin  Point  Levee.) 


Mound  City 

Four-Mile  Bayou 

Scanlan's  Landing  — 

Cat  Island  Landing . . . 

Blue's  Point 

Head  of  Counell  Bend 

Dr.Peters' 

Head  of  Walnut  Bend 

Fall's  Place 

Month  of  Saint  Francis 


MiUi. 
5 

9 

18 

7 
13 
6 
6 
6 
8 
7 


Ou.yds. 
63,092 

76^867 

24,773 

28,990 
148,758 
203,537 
183,963 
100,385 
100,616 
140,689 


Ou.yds. 
174,091 

211,738 

178,379 

60,921 
158,268 
203,687 
183.953 
100,386 
160,616 
140,639 


6,699 
5^520 
8,732 

6,(*12 
6,999 
6,998 
5,406 
8,949 
5,751 
10,665 


Aer§i. 
46 


84 
80 
74 
27 
80 
U2 


Total. 


1,122,000 


1,568,027 


66,126 


678 


Tablk  No.  2. — EeUnuttefor  repairing  and  r^milding  the  old  State  levees  along  the  Mieeia' 
sippi  Biter,  on  the  Yazoo  front,  in  the  States  of  Tennessee  and  Mississippi, 


To- 


if 


-•a 


1 


South  Horn  Lake 

(Taken  from  General  Comstock's 
sorvey.) 
Abhey's  l^iold 

(Taken  fiom  6.  W.  Owens.) 
Austin 

(From  G.  W.  Owens.) 
Coahoma  County  Line 

(From  William  Hewaon.) 


Abbey's  Field  . 


Austin 

Coahoma  County  Une. 
Friar's  Point 


MUet. 
.28 


Ou.yds. 
82,272 


295,204 


44,298 


Oti.ydt. 
82,272 


406,683 

274,761 

60,046 


Ou,ydt. 
7,620 


5,600 
4,120 
1,030 


Aoraa. 
24 


120 
81 
18 


TotiJ. 


79 


645,462 


823,762 


18,270 


248 


Tablb  No.  ^.^High-water  marks,  1882. 
ARKANSAS 


Station. 


Elevation. 


Bemarkt. 


Bedmaa's  Landbig. , 


Mound  City 

Lake's  Landing 

Meny  wether's 

Harrlii  Landing 

Soanlan'a  Landing . . . . 

Dr.  Peters' 

Walnut  Bend 

Mo.  Saint  Francis 

Hekna  Water  Gauge . 


0 
156+76 
246+75 
830 
1030 
1260 
1430 
3050 


Feet. 
229.62 
228.68 
227.85 
224.81 
222.226 
221.050 
219. 771 
209.40 
204.67 
200.63 
196b  88 


Taken  by  J.  Gartland. 

Do. 

Do. 
Taken  by  H.  Stewart 

Do. 

Do. 

Do. 
Taken  by  B.] 

Do. 

Da 

Do. 
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Table  Ko.  Z.-^Eigh^aUr  marh$,  188^— Contmned. 
TBNNESSEB  XSJ)  HISSISSIPPL 


Loofttion. 


MevatioiL 


Hemphit  Wftter  Oftoge. , 

Enaley  *a  Luidliig 

Norfolk  Landing 

Bennett*!!  Liuidmg 

Commeroe  Landing 

lihoon'a  Landing , 

Bordeaux  Point 

O.K.  Landing , 


580 
1070 
1300 


221.758 
21&217 
211.228 
208.443 
20aU9 
200.708 
202.068 


Taken  liyRStewvi 
Do. 
Do. 
Do. 
Do. 


APPENDIX  L. 

BEPOBT  OF  CAPTAIN  W.  L.  MARSHALL,  CORPS  OF  ENGINEBRS,  UPON  OPERATIONS  OT 

THE  THIBD  DISTRICT. 

United  States  Enoinbeb  Office, 

ri6k9burg,  Miaa.,  Koveniher26, 1883. 
8ie  :  I  have  the  honor  to  traDsmit  herewith  my  rex>ort8  of  operations  for  the  woifco 
in  my  charge  in  the  Third  District,  Improvement  of  the  Mississippi  Biver,  under  the 
supervision  of  the  Mississippi  Biver  Commission,  for  the  eleven  months  ending  No- 
vember 1, 1683,  as  follows : 

1.  Beport  on  Lake  Providence  Beaoh,  with  snb^reports  of  Assistant  Engineers  Ar- 
thur Rider  and  J.  E.  Turtle,  with  nine  plates.    (I  to  IX.) 

2.  Beport  on  revetment  at  Delta  Point,  La.,  and  dredging  in  Viokttbnrg  HarboTy 
with  sab-report  of  Assistant  H.  St.  L.  Copp^,  and  four  plates.    (X  to  XIII.) 

3.  Levees. — ^Tensas  and  Yazoo  fronts,  with  sub-reports  of  Assistant  Engineers  H.  D. 
Garden  and  George  M.  Helm,  with  wood-cut  plates. 

4.  Survey  of  Choctaw  Bend  Beach,  with  sub-report  of  Assistant  Engineer  Wool  T. 
Blunt. 

I  am,  sir,  very  respectfully, 

W.  L.  Mabshalt^ 
Capiat  <i(f  JSnf^Hen. 
First  Lieut.  Smith  8.  Leach. 

Corpa  of  EngineerSf  U,  8,  .i., 

Secretary  MisHeeippi  Biver  dnnmiBeUm. 


LAKE  PROVIDENCE  BEACH. 

This  reach  extends  from  Carolina  Landing,  517  miles  below  Cairo,  to  the  foot  of 
Island  95,  a  distance  of  35  miles.  Work  was  begun  under  the  appropriation  of  Maieh 
3, 1881,  in  February,  1882,  and,  with  a  short  intermission  in  July  and  August,  1882,  boo 
been  prosecuted  continuously  since  that  time. 

The  characteristics  of  the  reach  are  sharp  bends  and  very  deep  water  and  rapidly 
caving  banks  at  head  and  foot  of  the  reach ;  eight  crossings  from  bank  to  bank,  on 
some  of  which  but  4i  feet  of  water  was  found  at  low  water  in  years  prior  to  the  in- 
ception of  the  work ;  a  stretch  of  7  miles  of  straight  river,  firom  Island  93  to  foot  of 
Stack  Island,  and  an  excessively  wide  river  at  Skipwith,  Island  ^,  head  of  Stack 
Island,  and  below  Lake  Providence.  In  the  latter  bend  the  width  of  river  at  high 
water  reaches  9,600  feet  where  the  channel  is  very  much  obstructed  by  shifting  sand- 
bars of  great  extent. 

The  project  for  its  improvement  comprises  the  reveting  and  fixing  permanently  tbe 
bend  at  the  head  of  the  reach,  the  revetment  of  caving  banks  opposite  and  above 
works  of  cmitraction,  and  a  general  contraction  of  the  width  of  the  river  to  approxi- 
mately 3,000  feet. 

As  a  part  of  the  contraction  work  proper,  the  closing  of  the  following  chutes  is  neo- 
essary. 

(1)  Skipwith  Chute,  about  1,200  to  2,000  feet  in  width  at  high  water;  (2)  chats  of 
Island  93,  900  feet  in  width ;  (3)  Baleshed  Chute,  to  crest  of  bar,  1,200  to  1,600  feet 
in  width ;  (4)  Stack  Island  Chute,  850  feet  wide ;  (5)  Elton  Chute,  to  new  shoro-liiw 
on  oreat  of  bar,  about  800  feet  in  width. 
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▲t  the  date  of  the  last  annnal  report,  works  had  been  inangnrated  for  the  olosnre 
of  Skipwith,  Island  93,  Baleshed,  and  Stack  Island  Chntes,  and  also  the  reyetment 
work  at  the  head  of  Island  93. 

Daring  the  past  year  work  has  been  directed  towards  the  completion  of  these  works, 
which  have  been  greatly  extended,  and  to  the  inaaguration  of  theievetment  work  at 
Piloher's  Point,  and  contraction  works  at  £lton  or  Hopewell  Bar. 

1.— BSYBTMSNT  AT  PILGHBR'S  POINT. 

The  bends  known  as  the  Carolina,  and  Louisiana  or  Bunchs  Bend,  at  the  head  of 
the  reaoh,  exhibit  more  rapid  caving  of  the  banks  than  any  part  of  the  reach,  and  the 
influence  of  the  chances  produced  in  the  direction  of  cnrreots  below  is  plainly  seen 
and  felt.  The  entire  length  of  caving  bank  in  the  two  concave  bends  approximates 
seven  miles.  In  the  Louisiana  Bend  at  Pilcher's  Point,  since  December,  1881,  the  cav- 
ing has  been  such  that  the  Mississippi  low-water  shore-line  now  occupies  in  places  the 
position  of  the  Louisiana  shore-line  then,  or  the  river  has  caved  its  entire  low- water 
width  during  two  high- water  seasons,  or  about  1,500  feet.  The  water  is  excessively 
deep, reaching  to  100  feet  in-depth  at  low  water.  The  e£fect  of  this  caving  has  been 
to  tnrow  the  currents  against  the  Mississippi  shore  above  the  contraction  works  at 
Skipwith,  to  partially  undermine  and  destroy  these  works  at  the  head  of  the  chute, 
and  to  endanger  the  works  located  in  Skipwith  Chute  itself. 

In  May,  18^3,  a  party  was  organized  under  Assistant  Engineer  Willard,  who  was 
after  waras  relieved  by  Assistant  Turtle:  the  wooded  banks  cleared,  and  preparations 
made  for  beginning  the  mattressing  of  tee  banks  there.  After  the  decline  in  the  river 
in  Auffnst,  mattress-work  was  started,  but  during  the  sickly  sesison  no  progress  could 
be  made,  as  labor  was  too  scarce  to  supply  the  works  already  in  progress  and  incom- 

Slete.  Since  October  1,  the  party  has  been  increased,  a  snag-boat  secured  from  Major 
[iller  to  remove  the  snags  from  the  bank  to  be  mattreesed,  and  about  one- half  mile  of 
mattress  work  made,  1,228  linear  feet  of  which  has  been  sunk.  This  work,  however, 
since  it  cannot  be  completed  or  made  secure,  on  account  of  lack  of  funds,  must  now 
be  abandoned. 

2.— FROM  DUNCANaST  TO  STACK  ISLAND. 

This  division  of  the  work  has  been,  during  the  year,  under  the  local  management 
of  Assistant  Engineer  Arthur  Hider,  who  submits  a  detailed  report  of  operations,  with 
maps  and  sketches  appended  hereto. 

3.— DUNCANSBT  8TSTEM. 

This  system  embraces  the  fint  work  of  contraction  on  the  reach.  The  river  is  here 
divided  by  two  tow-heads,  or  dry  sand-bars,  into  two  channels,  the  deeper  of  which  is  on 
the  Louisiana  shore.  The  object  of  the  silting  works  built  nere  is  to  close  the  chute 
on  the  Mississippi  side  of  the  tow-heads;  and  at  the  head  of  the  tow-head  and  in  the 
upper  chute  five  cross-dikes,  the  upper  three  of  which  were  provided  with  foot-mats 
and  screens,  the  two  lower  with  screens  only,  have  been  built. 

The  longitudinal  dike  between  the  tow-heads  was  driven  at  high  water  and  was 
consequently  a  high  dike.  The  works  in  the  chute  and  at  head  reached  only  to  the 
17-foot  stage  of  water. 

Upon  the  rise  in  February  the  water  was  thrown  against  the  head  of  this  system  by 
the  caving  bend  at  Pilcher's  Point,  and  parts  of  the  upper  dikes  were  washed  out,  but 
a  very  marked  and  decided  fill  occurred  behind  the  remnants  of  the  cross-dikes  and 
longitudinal  dike,  between  the  tow-heads,  the  former  of  these,  before  being  broken, 
having  evidently  offered  sufficient  resistance  to  determine  the  channel  to  the  west  of 
the  tow-heads  as  desired.  Along  the  longitudinal  dike  sand  was  piled  up  to  the  top 
of  the  piling  in  a  very  short  while,  and  a  rapid  cutting  away  of  the  head  of  the  upper 
tow-b^id,  resulting  from  the  river  crossing  above  it,  set  in. 

To  prevent  a  threatened  water-way  at  low  water  through  the  Skipwith  Chute,  and 
to  hold  the  head  of  the  tow-head,  pile-driving  was  resumed  at  the  head  of  the  island 
and  in  the  chute  April  4,  1883.  Cross-dikes  were  driven  on  Ranges  37,  38,  and  39, 
as  far  as  the  stage  of  water  would  admit,  and  a  screened  dike  400  feet  long  driven 
across  the  head  of  the  tow-head  for  the  purpose  of  attempting  to  shield  it  affainst  the 
current  which  set  directly  against  it.  At  this  time  the  wat«r  stood  so  high  tnat  brush 
for  revetment  could  not  be  had.  A  small  quantity  of  brush  remained  on  hand,  and 
this  was  nsed  in  constructing  a  mat  130  feet  wide  in  rear  of  dike  37,  to  prevent  a 
channel- way  cutting  through  the  chute. 

Later  in  the  season  the  head  iind  upper  flanks  of  the  tow-head  were  mattressed,  but 
the  second  rise  went  over  the  top  of  the  island  and  washed  it  in  two  behind  the  mat- 
tress, which  remains  as  an  obstruction  in  the  channel.  The  dikes  on  Ranges  37,  38, 
89  havs  sinsa  been  completed,  except  narrow  shanaels  for  commnnieaiion  throngh 
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them,  and  a  heavy  dike  hegmi  on  Range  36.    The  deiaUs  of  these  dikes  aie  ahoim  on 
the  aocompanying  maps. 

The  works  at  Upper  Dunoansby  have  now,  through  the  changes  at  Piloher's  Point, 
become  too  far  advanced,  and  that  system  is  seriously  threatened  with  destnietion. 
A  line  farther  retired  moat  be  defined  by  the  river  itself.  It  does  not  seem  to  be  ad- 
visable to  hold  the  present  npper  tow-head,  but  rather  to  dike  oat  from  the  HissiaBippi 
shore  to  determine  the  contmned  filling  of  the  chute  below  and  allow  the  river  to 
make  a  more  easy  curve  by  cutting  down  farther  the  npper  tow-head.  The  lower 
chute  under  the  influence  of  the  works  above  is  very  fast  filling  up. 

4.~HAY£RSYIIXX  SYSTEM. 

The  contraction  works  of  this  system  as  designed  ioclude  a  main  dike  and  at  least 
three  cross-dikes  on  Cottonwood  Bar  to  prevent  the  river  cutting  through  next  the 
Louisiana  shore  and  to  hold  the  water  in  the  bend  of  Island  93,  a  dike  across  the 
head  of  the  chute  at  Island  93^  and  a  strong  dike  across  the  chute  at  MayersviUe 
Landing.  Of  these  works  the  dike  across  the  head  of  the  chute  was  constructed  prior 
to  the  lost  annual  report,  and  the  dike  at  Mayersvilie  bnilt  at  high  water  last  sam- 
mer.  The  first  of  these  works  consists  of  an  open  dike,  three  rows  of  braced  piles 
reaching  to  about  the  17- foot  stage  and  mattressed  at  foot ;  the  cross-dike  consists  of 
five  rows  of  braced  piles  reaching  nearly  to  the  30-foot  stage.  It  is  expected  that 
this  last  dike  will  cause  the  filling  of  the  chute  by  drift-wood  lodging  against  it.  It 
is  not  yet  mattressed  at  foot,  but  this  will,  if  practicable,  be  completed  before  high 
water.  The  dike  at  the. head  of  the  chute  passed  the  flood  without  ipjury  and  caased 
a  very  appreciable  fill  behind  it,  the  chute  goins  dry  at  low  water  both  at  head  asd 
foot.  The  dikes  to  be  constructed  on  Cottonwood  Bar  gain  in  importance  as  the  crow- 
ing at  the  head  of  the  Duncansby  system  moves  downward.  A  channel  through  this 
bar  may  endanger  the  dikes  on  the  Baleshed  Bar  below. 

5. — BEVBTMENT  OF  ISLAND  93. 

At  the  date  of  the  last  annual  feport  of  the  Commission,  there  had  been  constmcted 
at  the  head  of  this  island  1,719  linear  feet  of  under-water  mattress.  After  that  date, 
until  interrupted  by  the  high  water  of  February,  1883,  the  mattress- work  was  poshed 
vigorously,  until  it  extended  along  the  face  of  the  island  about  one  and  a  half  miles. 
In  December,  also,  one  of  the  griMlera  was  put  at  work,  and  the  brush-work  of  the 
upper  bank  revetment  was  followed  down  1*700  feet,  and  partially  weighted  with 
sand-bags  and  stone.  As  the  holding  of  the  /ace  of  this  tow-head  is  essential  to  the 
completion  of  the  project  below,  the  mat- work  was  pressed,  but  due  to  a  lack  of  stone 
for  sinking  mats  and  covering  the  upper  bank,  the  woA  was  caught  by  the  flood  in 
an  incomplete  condition,  some  225  feet  of  the  upper  bank  revetment  was  lost,  and  the 
sand  above  the  lower  mat  washed  back  from  10  feet  to  300  feet  back  of  the  mattrsBS, 
which  remains  on  the  bottom  of  the  river.  The  work  is  being  done  over  again,  with 
nearly  the  same  experienot)  threatened  in  consequence  of  lack  of  material  and  money 
with  which  to  complete  it.  On  the  face  of  this  island  >K>th  of  the  hydraulic  graders 
have  been  employed  to  advantage,  the  average  cost  of  excavation  being  for  the  last 
year  3f  cents  per  yard,  including  fuel,  oil,  and  repairs. 

6.— BALESHED  CONTRACTION  WORKS. 

From  Island  93  to  Stack  Island  extends  the  Lake  Providence  Reach  proper,  a  stretch 
of  straight  river,  on  which  have  been  built  on  the  Mississippi  side  the  Baleshed  sys- 
tem of  dikes.  These  works  are  designed  to  close  the  chute  behind  Baleshed  Bar,  aod 
to  extend  that  bar  down  to  the  head  of  Stack  Island  Chute  to  aid  in  closing  also  that 
deep  chute. 

The  system  comprises  a  main  longitudinal  dike  from  the  main  Mississippi  shore  near 
Homochitto  Landing,  along  the  crest  of  Baleshed  Bar,  to  the  head  of  Stack  Island,  with 
twelve  cross-dikes  so  far  projected  and  partly  completed. 

Of  this  work  part  of  the  long  dike  at  the  head  of  Baleshed  Chute  and  four  (partii^ 
cross-dikes  in  the  chute  had  been  driven  during  the  low  water  of  1882,  and  are  reported 
in  last  annual  report  of  work  done.  All  the  dikes  of  1882  were  low,  reaching  to  the 
17-foot  stage  on  the  Providence  gauge.  In  February,  1883,  work  was  resumed  at  high 
water  upon  this  system,  and  has  been  prosecuted  continuously  to  date.  At  high  water 
a  strong  tendency  on  the  part  of  the  river  to  pass  behind  Baleshed  Bar  was  exhibited 
and  the  chute  began  to  enlarge.  In  resuming  work  at  high  water,  to  prevent  this 
change  of  channel,  much  difficulty  was  experienced  from  drift,  and  many  of  the  pilss 
washed  out  as  fast  as  driven.  A  lodgment,  however,  was  at  last  effected,  and  by 
September  of  this  year  some  28,000  feet  of  pile  dike  had  been  constmcted  and  a  gff^ 
fill  had  been  seooied. 
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Of  the  oiofls-dikesy  six  extend  from  the  main  dike  across  to  the  Mississippi  shore, 
and  six  are  still  inoomplete,  not  haring  been  extended  across  the  chute  on  account  of 
deep  water. 

At  the  head  of  the  systeny  the  main  dike  is  built  of  three  rows  of  braced  piles,  but 
on  the  highest  part  of  the  bar  it  is  only  of  two  rows.  The  cross-dikes  at  head  are  of 
three,  four,  ana  five  rows,  the  better  to  withstand  drift,  and  are  protected  at  foot 
with  thick  foot-mate.  The  high  dikes  all  reach  to  or  above  the  25-foot  stage,  and  for 
6  feet  aboTC  the  present  bar  surface  are  now  being  closely  wattled  to  secure  deposits 
of  mud  for  the  sustenance  of  willows,  which  have  already  begun  to  make  their  appear- 
ance. 

On  the  decline  in  the  river  the  dex>oelts  behind  the  long  dikes  were  cut  in  channels 
by  the  water  seeking  the  deep  chote  behind  Baleshed  Bar ;  in  several  places  at  head, 
and  here  aJso.  the  main  dike  is  being  closely  wattled  to  prevent  this  action. 

In  front  of  the  main  dike  a  mattress,  ranging  in  width  from  100  feet  at  head  to  60 
fset  at  foot,  has  been  laid  to  prevent  longitadinal  sconr,  and  in  places  where  the  water 
falls  throuffh  the  dike  into  Baleshed  Chute,  grillage-mats  have  also  been  placed. 

Along  tms  system  the  local  effect's  of  main  ond  cross-dikes  can  be  well  studied,  as 
well  as  the  influence  of  drift  as  an  enemy  or  as  an  aid  to  these  constructions,  the 
ero60-dikes  driven  at  high  water  having  caught  much  of  it.  This  will  be  spoken  of 
hereafter  in  this  report. 

The  effect  of  the  dikes  of  this  Baleshed  system  has  been  all  that  could  be  expected. 
Althouffh  open,  i.  e.,  not  wattled  or  curtained,  they  have  caused  a  great  fill  behind 
them,  have  extended  the  bar  both  at  head  and  foot,  and  thrown  the  current  well  over 
to  the  Louisiana  shore,  opposite  the  head  of  Stack  Island,  and  have  perhaps  rendered 
the  permanent  doeure  or  that  chute,  which  is  now  83  feet  deep  at  low  water,  a  pos- 
sibility in  the  future,  the  main  channel  of  the  river  having  already  been  diverted  or 
deflected  firom  that  chute  by  these  works,  aided  by  the  dikes  reaching  from  the  foot 
of  Baleshed  Bar  to  the  head  of  Stack  Island,  and  the  short  dikes  on  the  opposite  side 
of  the  river  at  Elton. 

The  proposed  channel  at  the  head  of  Stack  Island  was  projected  through  the  crest 
.of  Hopewell  Bar,  and  the  change  here  has  been  a  remarkable  one.  The  Stack  Island 
Chute  next  the  Mississippi  shore  was  80  feet  deep  at  low  water.  The  Elton  Chute, 
along  the  opposite  or  Louisiana  shore,  was  also  deep,  exceeding  30  feet  at  low  water, 
and  the  Hopewell  Bar  filled  up  the  greater  part  of  the  main  projected  channel- way. 

An  open  dike  was  built  above  the  head  or  Stack  Island  on  the  crest  of  the  crossing 
or  weir,  and  a  series  of  six  short  spar-dikes  across  the  head  of  the  Elton  Chute.  At 
high  water  these  dikes  induced  a  deposit,  as  shown  on  the  ihap  of  the  April  survey 
herewith,  and  the  main  river  cut  its  channel  to  the  right  of  tbe  island,  as  projected, 
lemoving  immense  deposits  of  sand.  For  some  time  this  main  channel  was  more 
shoal  than  either  of  the  chutes  next  shore,  or  the  river  ran  in  a  trough  excavated 
throuffh  a  mound  in  the  middle  of  the  river.  The  tendency  is  to  cut  across  the  nar- 
row ndge  at  the  head  of  Stack  Island,  and  to  fall  back  into  the  deep  trough  behind 
thatisliuid. 

The  dike  work  so  far  buUt  here,  at  Stack  Island  and  Elton,  is  insignificant  in  char- 
acter and  must  be  very  materially  extended  and  made  both  stronger  and  less  permea- 
ble in  order  to  permanently  keep  the  river  oat  of  the  chute. 

Although  the  works  have  been  nearly  altoffcther  open  pile-dikes,  the  effects  on  the 
reach  have  been  very  marked  in  deepening  the  channel. 

During  the  last  low  water  there  was  a  good  channel  not.less  than  15  feet  in  depth 
throughout  the  reach,  and  navigation  was  without  a  hindrance  anywhere. 

There  are  attached  liereto  tables  giving  all  the  work  done  on  the  reach,  prepared 
by  Assistant  Engineer  Hider,  who  has  also  given  a  detailed  description  of  all  con- 
structions used. 

The  machines  and  appliances  used  on  the  work  have  been  the  same  as  heretofore, 
with  the  exception  of  an  appliance  for  holding  the  head  of  a  mattress  in  swift  water 
durinff  oonstouction,  and  until  it  is  safely  sunk  to  the  bottom  of  the  nver.  This  con- 
sists of  a  strong  truss  floating  at  the  head  of  the  mattress,  to^he  lower  chord  of  which 
the  mattress  is  attached  every  8  feet  by  rings  and  tripping-hooks,  the  latter  of  which 
can  all  be  tripped  simulti^neoasly  by  a  rod  attached  to  a  lever  at  che  shore  end  of  the 
truss  and  the  truss  released  from  the  mat.  A  modification  of  the  hurdle-mattress 
has  also  been  found  necessary  in  the  deep  and  swift  currents  encountered.  This  mod- 
ification consists  in  running  ulongside  the  poles  on  which  the  mattress  is  woven  con- 
tinuous lines  of  iron  rods,  vS  feet  in  length,  connected  by  lap-rings  and  clevises,  the 
rods  rangiuff  in  diameter  fhim  f  to  f  of  an  inch.  Drawings  and  descriptions  of  this 
mattress  and  mattress-head  are  herewith.  They  have  been  used  succesiBfullv  at  Pil- 
ober's  Point,  as  may  be  seen  from  Assistant  Engineer  Turtle's  report  herewith. 

The  detachable  mattress-head  is  a  great  assistance  in  sinking,  without  danger,  the 
heads  of  continuous  mats  in  swift  currents. 

Modifications  have  also  been  found  necessary  in  the  pile-dikes,  which  are  now  pro- 
vided with  thick  foot-mats,  and  are  built  of  three  rows,  sometimes  of  five  rQW9}  in  all 
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exposed  places.  In  three-ib  w  crofls-dikes  the  wattling  is  placed  on  the  middle  vow,  or 
along  the  middle  line  of  the  foot-mat.  In  fiye-row  dikes  it  is  proposed  to  wattle  the 
second  and  fourth  rows.  The  latter  constmction  is  proposed  for  closing  chutes,  the 
two- wattled  rows  ropresenting  two  cross-dikes  with  a  short  pool  between  them,  gain- 
ing the  advantage  of  wider  foot-mats  and  stronger  an^orage  oyer  two  cross4ikM  of 
less  width  farther  apart. 

The  vertical  close  wattling  has  been  adopted  instead  of  inclined  mats,  or  cnrtaiaa, 
as  first  nsed,  on  account  of  the  greater  cheapness  of  the  constmction,  as  less  material 
is  reqairod.  An  eddy  will  be  produced  under  the  lip  or  crest  of  the  wattling  when 
the  water  passes  over  the  wattling.  At  the  first  stages  of  the  fill  below  the  dikes 
thero  will  be  a  trough  immediately  below  the  wattling,  dne  to  this  eddy,  but  alter  the 
fiJi  above  and  below  reaches  the  level  of  the  top  of  the  wattled  portion  of  the  dike 
these  tronghs  will  evidently  fill  up  even  with  the  top  of  the  general  fill  and  the 
wattling  be  covered. 

All  the  results  accomplished  on  the  Lake  Providence  Reach  have  been  by  open 
dikes,  mostly  without  either  screens  or  foot-mats.  It  is  certain  that  the  currents  csn 
be  reduced  in  velocity  by  piles  alone  until  they  aro  too  gentle  to  scour  much  at  the 
foot  of  the  dikes,  and  that  piles .  alone  offer  sufficient  obstruction  to  cause  greet 
fills  behind  them.  When  the  dikes  aro  mattressed  at  the  foot  thero  is  danger  that  if 
the  work  is  not  a  success  the  mats  will  romain  a  permanent  obstruction  to  naviga- 
tion. 

It  seems  that  it  is  better  to  securo  the  fill,  if  possible,  by  means  which  cannot  by 
any  possibility  be  damaging  if  they  fail,  and  afterwards,  with  an  expenditnre  of 
much  less  material  than  necessary  to  mattress  and  wattle  or  curtain  all  the  dikes,  to 
mattress  only  the  proper  parts  of  the  new  banks  secured,  or  else  in  the  first  constmc- 
tion to  restrict  the  brush  work  to  important  parts  of  the  dikes  only.  The  necessity 
for  mattressing  and  wattling  pUe  dikes  causes  great  delay  to  the  revetment  of  banks: 
eauses  the  time,  labor,  material,  and  means  to  be  expended  to  protect  cottonwooa 

Silee  that  can  last  but  two  years  at  best,  when  our  efforts  would  be  more  profitably 
irected  to  the  bank  work,  which  is  more  of  a  finality.  It  is  my  impression  that  no 
pile  work  is  worth  the  extra  expense  of  mattressing,  except  strong  dikes  placed  in 
chutes  to  close  them,  and  the  main  lines  along  the  proposed  new  banks.  Those  for 
dosing  chutes  should  be  built  of  cypress  piles,  well  braced  to  stand  any  pressure 
that  may  be  brought  against  them,  heavily  mattressed  at  foot  against  aconr,  and 
wattled  or  thicUy  curtained  to  form  permeable  or  submergible  dams. 

DRIFT-WOOD. 

During  the  early  part  of  the  rise  lest  February,  fields  of  drift  were  brought  down 
by^  the  ftood  and  lodged  against  our  piling.  Most  of  this,  on  the  farther  rise,  was  re- 
leased and  floated  past,  bat  on  two  of  the  cross-dikes  on  Baleehed  Bar  there  were 
great  accumulations.  These  dikes  were  only  of  two  rows  of  piles,  not  provided  with 
mats  at  bottom,  and  but  insecurely  braced.  They  were  strengthened  by  additional  , 
rows  of  piles  driven  behind  them,  and  the  drift  held  by  them.  At  fi»t  small  parts  of 
the  dikes  at  the  ends  were  broken  away,  but  it  has  not  been  ascertained  whether  by 
natural  scour  around  the  outer  ends  of  the  spur  dikes,  or  by  impact  of  drift.  The 
ffreat  mass  of  the  drift  accumulation  was  retained,  and  still  remains  above  these 
dikes.  Afterwards  drift  in  smaller  quantities  lodged  against  the  high  cross-dikes  in 
Baleshed  Chute,  and  in  one  or  two  cases  gaps  were  washed  out  in  the  dikes,  dne  to 
its  influence. 

In  all  cases  where  conMerdble  quantities  of  drift  accumulated  at  high  water  there 
has  not  only  not  been  any  scour  under  the  drift,  but  there  has  been  a  considerable 
fill,  both  under  the  drift  and  below  it. 

The  action  of  the  drift  on  the  currents  and  dikes  seems  tp  be  this :  If  in  small  qosn- 
titles,  extending  a  few  feet  only  above  the  dike,  and  of  moderate  depth,  it  acts  ss  s 
barrier  with  an  aperture  underneath ;  the  head  of  water  is  increased  by  the  barrier 
and  the  current  under  it  directed  against  the  bottom  at  the  foot  of  the  piles,  which, 
under  these  circumstances,  if  not  protected,  are  likely  to  scour  out.  When  the  soon- 
mulation  gets  larger  the  friction  of  the  drift  and  bottom  is  .more  than  sufficient  to  kill 
the  current  due  to  the  hydrostatic  head  formed  by  the  resistance  of  the  drift  to  the 
current,  flowing  down  upon  it,  and  the  water  flowing  under  the  drift  heap  runs  with 
less  velocity  than  before,  and  deposits  sediment.  The  main  body  of  the  water  then 
flows  off  along  the  sides  of  the  drift  obstruction,  and  endangers  the  piles  on  the  flanks 
of  the  accumulations.  A  gmall  quantity  of  drift,  then,  is  dangerous ;  a  Uarge  gsss^ 
is  a  help  and  an  aid.  If  pile  dikes  are  then  built  sufficiently  strong  to  withstand  the 
impact  of  the  drift,  and  protected  at  foot  sufficiently  to  stand  the  scour  oonseqoeDt 
npon  the  flrst  small  accumulations,  this  material  may  be  made  a  very  important  part 
fit  our  resources  in  filling  up  chutes  and  building  bars. 

1  do  not  know  of  any  case  on  the  Providence  Beach  where  piling  yielded  tojutiisw 
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ofdrifty  bat  there  were  oases  where  dikes  were  broken  by  the  force  of  impact,  and 
others  by  sconi;  cansed  by  small  drift  aocnmalations.  There  are  other  oases  where 
the  flotation  of  drift  is  supposed  to  have  palled  piles  oat  as  the  water  rose. 

FINANCIAL  8TATE1CSNT. 

Lake  Providence  Beach. 

Balance  from  preyioos  appropriations $13,573  85 

Allotment  nnder  act  of  Angosty  1882 650,000  00 

New  Madrid  allotment  (transferred) 187,500  00 

Additional  allotment  from  anallotted  reserve 112, 500  00 

1963,573  85 

Expended  by  Captain  Marshall,  from  Jaly  1, 1882,  to  December  1,  1882: 

Plant  and  tools 923,068  48 

Piles,  coal,  &c 3,873  15 

Services 46,061  80 

Tow-boat  service 5,492  03 

Sabsistence 6,968  33 

Miscellaneoos 1,611  44 

Total - 87,075  23 

Expended  by  Captain  Marshall,  from  December  1,  1882,  to  November  1, 

Plant  and  tools $63,766  28 

Brash,  piles,  Ac 77,516  84 

Services:  Constrnction 152,050  43 

Sarveys ". 7.222  07 

Office  and  headqaarters 10,433  64 

Tow-boats  (incladlng  charter) 17, 454  11 

Snag-boat 625  32 

Meaical  attendance  (inclading  drags) 1 ,  626  06 

Sabsistence 22,774  61 

Miscellaneoos  (inclading  transportation,  traveling  ex- 
penses, &c) 7,170  02 

Total 360,639  36 

Expended  by  Captain  Marshall: 

From  Jnly  1, 1882  to  December  1,  1882 $87,075  23 

From  December  1,  1882,  to  November  1, 1883 360,639  36 

447,714  59 
Expended  by  Captain  Sears 359,531  33 

Total  expenditnres - 807,245  92 

Balance  available  November  1,  1883 156,327  93 

Balance  in  Treasarv 137,000  00 

Balance  in  hands  of  Captain  Sears 4,700  78 

Bahuce  in  hands  of  Captain  Marshall 14,627  15 

156,327  93 


Digitized  by 


Google 


2820      BEPOBT  OF  THE  CHIEF  OF  ENGIHEEBS,  U.  8.  ASIfY. 

The  following  ezpttoditores  were  made  by  the  exeontive  offieer,  Miesisrippi  River 
Cowmiiwion,  for  ioating  property,  4b^.,  for  use  on  Lake  Providence  Beacb : 


DeMriptdoiL 

1 

Firatcoett 
each. 

Total  cost 

Date  of  payment. 

Marks  and  BTimben. 

Bitnm r... 

U 

8 
2 

1 
4 

$2,000  00 

2,400  00 
1,060  00 
1,300  00 
2,000  00 

$22,000  00 

10,200  00 
8,020  00 
1,300  00 
8,000  00 

Dec,  1882,  to  Mar.,  1888. 

Jan.  to  Mar.,  1888 

June,  1883 

77,»8.'9.80,»l,'2,t,*4. 
88,91.^M;'5,'6,'7,'8;'». 

Mar.  1883 

iSl*'' 

Not  known 

13^'6,*7,'8. 

June  to  Aug.,  1888 

Jan.,  1883 

ToUkl 

26 

64»420  00 

IfftttTOM-boats 

2 
1 
4 

6,000  00 
17,404  00 
4,000  00 

13,800  00 
17,404  00 
16,000  00 

De^ir.B0ir7lda]ia. 

QnuteT'boatB 

Apr..  1888 

21,  •2, '8; '4 

Jan.,18R3 

RkitrWirlth  OATii 

6 
10 
8 

20  00 
20  25 
25  60 

100  00 
202  SO 
204  00 

Jfily,1883 

Ang.  1883 

Jane,  1888 

Total 

23 

606  50 

ElflotrioUght  andontfit. 
Anchors 

1 

938  60 

938  50 

865  58 

8,920  10 

Mar.  to  Apr.,  1888 

Jan.  to  Jane,  1888 

Outfit  of  qoartsn,  boatt 
aadothwpluit 

Total 

107,854  68 

Barges  Nos.  135, 136, 137, 138,  in  use  on  Lake  Providence  Reach,  were  paid  for  out  of 
Memphis  allotment;  fonr,  at  12,000=18,000. 

This  list  does  not  inclnde  plant  bought  for  general  service  out  of  Lake  Providenoe 
allotment. 

RBVBTMBNT  AT  DELTA  POINT. 

This  work  during  the  last  year  was  carried  on  under  the  immediate  direction  of 
Assistant  Eneineer  H.  St.  L.  Copp^e,  and  was  a  continuation  of  the  work  began  in 
1878,  under  tne  supervision  of  Maj.  W.  H.  H.  Benyaurd,  Corps  of  Engineers,  in  acoord- 
ance  with  the  recommendation  or  the  Board  of  Engineers  upon  the  Restoration  of  tbfi 
Harbor  of  Vicksbnrg,  published  in  the  report  of  the  Chief  of  Engineers  for  1876. 

The  report  of  Hr.  Copp^  herewith  is  mil  and  details  at  length  the  work  done, 

A  description  of  the  methods  employed  was  given  by  Mr.  Copp^  in  the  last  annoftl 
report  of  the  Commission,  at  whicn  time  about  1,100  feet  of  the  work  was  completed. 
From  the  date  of  that  report  ^December  1,  1882)  work  progressed  continuously  until 
February  10, 1883,  when  the  allotment  had  been  expended.  The  plant  was  then  trans- 
ferred to  Wilson's  Point,  La. 

The  yrork  during  the  past  year  was  carried  on  in  the  same  manner  as  described  in 
the  former  report,  with  tne  exception  that  the  piles  through  the  shore  edges  of  tbe 
mats  were  omitted,  in  order  that  if  high  water  should  find  the  work  incomplete,  con- 
tinuous mats  might  be  sunk  without  interruption,  overlapping  the  low- water  fflAt- 
tress,  and  with  the  further  exception  that  a  mud  flat  some  250  feet  wide,  below  the 
old  bank,  was  not  revetted  above  the  12-foot  stage ;  also  the  upper  bank  revetmest 
of  the  last  €25  feet  consisted  of  a  woven  hurdle-mat  sunk  at  hi^h  water,  reaching  to 
the  32-foot  stage,  instead  of  the  usual  upper  bank  revetment  which  could  not  then  be 
placed. 

The  work  was  carried  several  hundreds  of  feet  below  the  head  of  the  sand-bar  at  im 
point  at  low  water. 

The  low  water  just  passed  revealed  that  the  work  done  under  the  Commiflaon 
stood  intact,  but  that  tne  mud  flat  mentioned  above  should  be  covered  with  bnub 
and  stone  to  prevent  a  i>os8ible  eddy-cut  around  the  revetted  old  bank. 

A  smaJl  portion  of  the  dike  built  m  1879  at  the  projecting  point  itself  has  fallen  in« 
due,  probably,  to  the  rotting  away  of  the  thick  brush  mats  of  which  the  dike  vj^ 
principally  built.  In  all,  about  500  linear  feet  of  brush  and  stone  patch-work  shooW 
be  done  to  secure  the  work  against  another  flood.  In  all,  about  4,000  feet  of  re^^ 
ment  measured  along  the  bank  was  laid,  costing,  including  additional  ^narten  on 
shore,  one  quarter-boat,  and  the  redecklng  of  one  barge,  towing,  superintendaioe) 
tools  transferred  to  Wilson's  Point,  La.,  &c.,  J75,762.49,  or  $18.75  per  linear  foot. 
Mr.  Copp^  estimates  the  actual  cost  of  labor,  subsistence,  towing,  and  material  » 
$13.37  per  linear  foot,  as  the  actual  cost  of  the  work  done. 
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FINANCIAL  8TATBMBNT. 

By  act  approved  Jane  18, 1878 '  $84,000  00 

By  act  approved  Maioh  3, 1879 50,000  00 

By  act  approved  Jane  14, 1880 20,000  00 

By  act  approved  March  3, 1881 75,000  00 

By  allotments  from  appropriation  for  improving  MiaBifisippi  River,  An- 

gU8t2,  1882^. 50,000  00 

Total : 279,000  00 

Expended  prior  to  December  1,  1882 231,242  17 

Balance  available  December  1.1882... 47.767  8a 

Expended  since  December  1, 1882: 

For  plant  and  tools $1,335  39 

Forseryices 22,781  45 

For  snbsistence 6,318  46 

For  stone  and  coal 12,260  92 

For  charter  of  tow-boats,  &c 3,406  37 

For  office  sapplies 257  57 

Miscellaneoos  (inclnding  traveliag  expenses,  transporta- 
tion, qoartefs,  mole  hire,  &c) 1,388  03 

Total 47,750  19 

Balance  available  November  1, 1883 7  64 

DBBDOING  IN  VICK6BURG  HAKBOR. 

Under  the  allotment  of  $100,000  made  by  the  Commission  from  the  general  appro- 
priation for  improving  Mississippi  River,  and  the  project  adopted  by  them  September, 
1882,  bids  were  solicited  for  dredging,  and  received  and  opened  Jast  before  the  date 
of  the  last  annnal  report.  An  abstract  of  the  bids  received  was  pablished  in  the  last 
report  of  the  Commission. 

The  project  for  this  work  was  to  excavate^  a  basin  300  feet  wide,  1,700  feet  Ions  in 
front  oi  the  elevator;  a  canal  150  feet  wide  from  this  basin  to  deep  water  in  the  lake, 
and  to  keep  open  the  west  entrance  to  the  lake.  The  dredging  to  be  done  to  the 
zero  of  the  Yicksbarg  gange.  ' 

The  lowest  responsible  bidder  for  this  work  was  Mr.  Rittenhonse  Moore,  of  Mobile, 
Ala.,-12.1  cents.  The  next  lowest,  S.  N.  Kimball,  of  Mobile,  Ala.,  at  18f .  The  third, 
Fobes  A  Co.,  of  Baltimore,  Md.,  at  19  cents  per  cnbic  yard.  Of  the  three,  Moore 
stated  that  he  coold  not  begin  work  nntil  Febrnary  10 ;  Kimball  was  not  provided 
with  plant,  and  Fobes  &  Co.  expressed  their  ability  to  complete  the  work  by  Jone  30. 

As  the  possible  success  of  the  entire  project  for  the  year's  work  depended  upon  the 
rapidity  with  which  the  work  coold  be  done,  and  it  was  especially,  necessary  that  it 
should  be  completed  before  the  decline  of  the  water  that  could  be  expected  in  July, 
it  was  recommended  that  the  work  should  be  divided ;  one-half  to  Moore  at  his  bid, 
and  the  other  half  to  Kimball  or  Fobes  &  Co.,  at  their  prices.  The  entire  contract 
was  awarded  to  Rittenhouse  Moore,  of  Mobile,  Ala.,  the  lowest  responsible  bidder, 
who  was  unable  to  begin  at  the  time  required,  prosecute  the  work  with  the  vigor  re- 
qufared  under  the  specifications,  or  complete  it  within  the  time  specified.  The  work 
by  the  contractor  was  not  begun  until  April  5, 1883,  and  was  prosecuted,  with  many 
delavs,  until  September  18,  1883,  when,  on  account  of  the  rapid  decline  of  the  river, 
the  dredging  was  necessarily  suspended,  less  than  one- half  the  required  work  having 
been  pemrmed. 

For  reasons  to  be  given  hereafter  in  this  report,  the  contract  was  then  allowed  to 
expire,  350,035  cubic  yards  having  been  removed. 

During  the  x>eriod  covered  by  the  dredging  operations,  the  basin  was  excavated 
down  to  the  zero  of  the  gauge  for  a  width  of  160  feet,  and  four  additional  cuts ;  or  100 
feet,  taken  down  to  the  -f-5'  plane,  80  feet  in  width  of  the  canal  was  excavated  to 
the  zero  plane,  and  an  attempt  was  made  to  excavate  the  West  Pass,  which  since  the 
previous  low  water  had  filled  until  the  depth  of  cut  required  was  about  17  feet.  The 
attempt  failed  for  want  of  proper  facilities  for  removing  the  material  excavated,  which 
was  of  pure  sand,  and  the  worx  there  was  ordered  abandoned  by  the  construction  com- 
mittee Mississippi  River  Commission,  August  22, 18B3. 

In  conseqnence  of  the  failure  of  the  dredging  operations  at  West  Pass,  and  the  in- 
complete condition  of  the  basin,  the  wharf-boat  was  removed  from  the  upper  landing 
to  Kleins  ton,  August  7, 1883,  when  the  river  stood  at  23.7  feet  on  the  Vicksburg  gauge, 
and  the  minor  boats  were  excluded  from  the  harbor  a  few  days  later,  or  after  we 
river  reached  the  20*foot  stage  at  Vicksburg. 
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On  the  decline  of  the  water  below  the  edges  of  the  ezcaTated  area  eztenuTe  doogh- 
ing  and  sliding  inwards  of  the  mnd  deposit  composing  its  side  took  place,  aod  on 
account  of  its  semi-flaidity,  or  plasticity,  the  weight  of  the  banks  themselves  cansedan 
npheaval  at  the  bottom  until  the  slopes  reached  the  inclination  of  i,  Vtr,  and  in  places 
ih'  This  upheaval  was  greatest  in  the  deepest  part  of  the  excavation,  on  account  of 
the  weight  of  the*high  deposit  along  the  Vicksburg  front,  which  sank  down  vertically 
fix>m  6  to  8  feet.  The  upheaval  here  amounted  to  as  much  as  8  feet.  This  material 
was  again  removed  to  the  zero  plane  for  a  width  of  80  feet  by  the  dredge  prior  to 
stopping  work. 

The  sides  of  the  excavated  area  are  now  quite  regular,  with  nearly  uniform  slopes 
of  one  vertical  to  eight  horizontal. 

The  efSux  of  water  through  the  narrow  and  shallow  cut  made  by  the  dredge  at  the 
West  Pass  was  sufficient  to  keep  the  sand-bar  cut  down  as  the  river  fell,  and  small 
boats  besan  again  to  make  their  appearance  in  the  harbor  on  the  first  rise  of  three 
and  a  half  feet.  At  the  12-foot  stage  steamers  drawing  5  feet  of  water  now  land  at 
the  wharf-boat  landing  in  front  of  the  city,  ^um  in  the  basin,  and  go  out  throogh  the 
canal  and  cut  at  the  West  Pass.  Larger  boats,  it  is  expected,  will  make  their  ap- 
pearance at  a  lower  stage  of  water  than  for  several  years.  To  tnis  extent  the  dredg- 
ing has  been  a  success,  and  the  benefits  so  far  secured  will  probably  more  than  repay 
the  expenditure,  if  the  West  Pass  does  not  fill  up  at  once  with  sand  on  the  first  rise. 

The  rapid  filling  of  the  harbor  on  the  declining  river,  as  well  as  the  unexpectedly 
flat  slopes  assumed  by  the  sides  of  the  dredj^d  area,  making  it  evident  that  the  cost 
of  the  present  project  would  be  very  materially  greater  than  contemplated,  and  tem- 
porary advantage  fh>m  dredging  during  the  present  low- water  season  being  doabtfal, 
it  was  recommended  to  the  Commission  that  the  present  contract  for  hedging  be 
allowed  to  expire  on  the  dat'C  specified  therein  and  the  work  abandoned ;  which  rec- 
ommendation was  approved  so  far  as  to  terminate  the  contract. 

Early  in  September  a  survey  party  was  organized  by  Assistant  Engineer  Copp^, 
and  in  accordance  with  the  resolutions  of  the  Commission  passed  in  June.  1863,  a  low- 
water  survey  of  the  area  adjacent  to  the  proposed  works  was  made.  Tne  results  of 
the  survey  are  stated  in  full  in  Mr.  Coppee's  report  herewith. 

The  main  facts  thereby  shown  are  these : 

There  has  been  a  fill  within  the  area  covered  by  the  proposed  canal  and  basin 
ranging  from  five  feejb'to  twenty  feet  in  depth,  the  greatest  fill  being  near  the  river. 

This  fill  within  the  limits  of  the  proposed  canal  amounts  to  1,255,486.4  cubic  yards, 
or  the  amount  to  be  removed  has  been  increased  that  much  by  the  cause  mentioned 
in  the  past  year. 

The  river  has  been  thrown  over  against  the  bar  at  the  West  Entrance,  and  has  cut 
down  a  deep  tongue-shaped  trough  through  the  center  of  last  year's  bar,  cut  down 
its  crest  near  the  Mississippi  shore,  and  piled  up  a  barrier  with  a  nearly  horizontal 
crest  across  the  southwest  end  of  the  lake.  The  tendency  of  the  river  is  to  cut  away 
Young's  Point  and  the  sand-bar  above  Delta,  and  make  its  bend  further  in  towards 
Yick^urg,  lengthening  its  radius  of  curvature.  This  change  will  necessitate  more 
extensive  revetment  or  banks  above  Delta  to  protect  the  work  already  done.  The 
amount  of  the  change  will  not  probably  materially  shorten  the  dist4ince  from  Yicks- 
bunr  to  deep  water  for  many  years. 

The  increased  eddy  current  around  De  Soto  Island,  and  the  consequent  increased 
fill  in  the  harbor  of  Vicksburg,  results  directly  from  the  changes  at  Young's  Point 
This  current  will  evidently  increase  as  the  water  is  thrown  further  in  towaras  Vicks- 
burg, until  the  access  of  water  to  the  lake  is  entirely  cut  off  by  the  deposit.  The 
river  is  now  rapidly  developing  its  new  high- water  shore-line  across  the  ends  of  the  lake. 

Soundines  made  in  May  revealed  at  that  time  an  averase  fill  of  only  about  one  foot 
on  the  Vicksburg  front,  so  that  the  great  fill,  shown  by  Copp^'s  recent  survey,  took 
place  principally  on  the  decline  of  the  water  after  June  1.  This,  if  it  always  happens, 
IS  a  very  important  fact  in  connection  with  further  dredging  operations  in  the  harbor. 
For  if  the  bulk  of  the  annual  fill  must  be  removed  each  year  after  June  1,  or  on  the 
decline  of  the  river,  which  is  always  rapid,  or  during  low  water,  the  project  to  main- 
tain continuous  navigation  by  annual  dredging  would  seem  impracticable,  for  the 
deposit  in  that  case  does  not  take  place  before  its  removal  is  necessary,  nor  can  it  be 
removed  much  before  the  rise  in  the  river  in  the  late  fall  restores  navigation.  The 
most  that  seems  |>racticable  by  dredging  alone  under  these  conditions  is  to  prolong 
the  season  of  navigation,  and  to  hasten  the  return  each  year  of  the  steamers  to  the 
Upper  Landing. 

It  will  therefore  be  necessary  to  introduce  some  scouring  force,  as  the  Yazoo  River, 
or  to  effect  the  third  and  final  step  proposed  by  the  Board  of  Engineers  of  1677,  in 
order  that  a  current  outwards  may  be  had  to  prevent  ingress  of  mud  and  to  keep  a 
channel  scoured  out. 

K  this  is  to  be  done  by  annual  appropriations  these  appropriations  must  be  suffi- 
cient to  allow  the  annual  fill  during  the  progress  of  the  work  to  be  removed— at 
present  rates  this  will  cost  over  |2u),000  per  annum-— and  also  at  the  same  time,  to 
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ftToid  this  lecniring  expeDse,  to  make  rapid  progresfl  on  the  main  work  itself 
i.  &,  the  excavation  of  the  channel  for  the  Yazoo  irom  Old  River  to  Centennial  Lake, 
and  from  Centennial  Lake  to  deep  water  in  the  river. 

In  the  estimates  prepared  by  the  Board  of  Engineers  in  1877  the  cost  of  the  diver- 
sion of  the  Yazoo  via  the  dead  end  pf  Old  River  is  placed  at  |1,600,000.  The  removal 
of  the  deposit  ftom  the  line  of  the  canal  is  estimated  (now)  to  cost  $7r)6,000,  with  a 
probable  annual  expenditure  to  maintain  an  open  canal  of  about  |200,G()0y  or  say,  if 
the  work  be  done  simultaneously  and  at  once,  $2,600,000.  The  assessed  valuation  of 
the  city  of  Yicksburg,  real  estate  only,  was  for  last  year  (1H82)  |2,459,000.  The 
present  steamboat  landing  is  about  4,800  feet  below  the  elevator.  Annual  value  of 
the  commerce  of  the  city,  about  $10,500,000. 

There  is  still  another  scheme  which  finds  favor  in  Yicksburg — as  does,  indeed,  any 
plan  for  restoring  its  water  front — and  it  is  this,  that  siuce  the  river  has  now  deter- 
mined that  Vick^urg  is  on  the  dead  end  of  the  out  off,  and  the  expense  of  damming 
off  the  Mississippi  mud  at  that  end  is  small  compared  with  the  expense  of  dredgine 
out  the  deposit,  let  the  Yazoo  be  diverted  and  airowed  to  go  out  at  the  West  Pass  ana 
a  boat  passage  be  dredged  from  the  city  front  to  the  deep  water  in  the  then  live  end 
of  the  lake.  This  would  reduce  the  probable  expense  about  one- third  and  allow  the 
diversion  of  the  Yazoo  to  be  made  with  advantage  to  the  city  prior  to  excavating  the 
necessary  basin  and  canal  from  deep  water  in  toe  lake  along  the  city  front  to  deep 
water  in  the  river,  or  it  wtmld  make  the  two  works  independent  of  each  other.  The 
disadvantages  of  placing  the  town  at  the  deail  end  of  the  cut-off  are  evident,  but  the 
scheme  is  advantageous  from  the  above  considerations  and  from  the  further  fact  that 
it  in  not  oppoeed  to  the  canal  for  the  Yazoo  ultimately  along  the  city  front,  the  west 
entrance  requiring  only  to  be  stopped  for  one  low- water  season,  and  the  canal  in  front 
of  the  city  to  be  prosecuted  to  completion,  to  effect  this  end  as  proposed. 

If  this  scheme  were  executed  it  would  be  advantageous  to  put  all  dredged  material 
along  the  crest  of  the  mud-bar  and  across  the  line  of  the  proposed  canal  in  front  of 
the  town,  near  Ryan's  mill,  to  shut  off  ingress  of  muddy  water,  where  it  now  requires 
a  dam  from  16  to  24  feet  in  height  to  entirely  close  that  line  at  ordinary  high  water. 
The  west  arm  of  the  lake,  formed  by  the  cut  off,  is  gradually  shoaling  behind  the  bar, 
and  here  also  there  might  be  considerable  dredging  required  before  the  deposit  is  of 
sufficient  depth  to  allow  a  defined  channel  for  the  diverted  river,  or  rather  before  the 
new  banks  of  the  Yazoo  are  formed  by  the  contraction  du^  to  t  he  slow  deposit. 

Every  scheme,  however,  having  in  view  the  diversion  of  the  Yazoo  or  the  execution 
of  a  canal,  involves  annual  dredging  to  maintain  the  proposed  works.  At  the  present 
mouth  of  the  Yazoo  this  past  low  water  there  was  only  four  feet. of  water.  Boats 
drawing  three  It^t  struck  and  encountered  difficulty,  and  it  is  not  to  be  presumed 
that  it  will  be  deeper  at  the  proposed  mouth. 

The  training  of  the  Mississippi  by  deflecting  or  silting  dikes  and  revetments  above 
Delta  Point  and  at  Young's  Point  is  also  proposed  for  the  purpose  of  bringing  the 
river  fi&rther  in -towards  the  town,  but  the  cost  and  result  of  such  works  are  still  more 
problematical  and  less  adapted  to  close  estifoates;  the  works  would  be  tentative  and 
costly.  It  is  practicable,  however,  to  maintain  the  river  where  it  is,  at  least  for  many 
years,  and  it  is  to  this  work  that  it  seems  advisable  to  direct  our  efforts  until  doubt 
as  to  the  sufficiency  of  the  works  for  that  end  is  removed.  « 

With  reference  to  the  further  prosecution  of  work  here,  then,  the  following  propo- 
sitions have  been  made,  and  are  given  in  the  order  of  cost : 

Ist.  Abandon  the  ''restoration"  of  Yicksburg  Harbor  and  maintain  the  low- water 
landing  at  Kleinston,  4,800  feet  below.  This  requires  constant  watching  and  care  of 
Delta  roint,  and  an  extension  of  the  revetment,  after  the  bar  above  has  cut  away  as 
far  up  stream  as  the  head  of  the  caving  in  this  bend.  All  other  projects  also  require 
this. 

2d.  Scrape  or  dredge  the  bar  at, West  Entrance  sufficiently  to  determine  the  line  of 
eutting  down  due  to  the  effiux  of  water  during  the  falling  stages,  to  allow  an  earlier 
return  of  vessels  to  the  Yicksburg  front.  This  will  require  also  dredging  in  the  basin 
and  canal  dredged  this  year  to  a  greater  or  less  extent,  as  it  fills  up.  No  estimate  can 
be  made,  but  it  will  probably  not  be  less  than  $30,000  per  annum  after  the  first  year. 
Temporary. 

3d.  Divert  the  Yazoo  into  Centennial  Lake,  and  allow  its  current  to  flow  out  at  West 
Pass,  and  keep  present  canal  and  basin  dredged.  Approximate  cost,  |1,850,000,  first 
cost,  and  annual  dredging  in  canal,  basin,  and  West  Pass  to  maintain  it.  If  the 
high-water  discharge  of  the  Yazoo  must  be  controlled,  this  estimate  will  be  increased. 
This  condition  would  make  the  scheme  impracticable.   • 

4ih.  Divert  the  Yazoo,  close  the  West  Pass,  and  dredge  canal  and  basin  in  front  of 
the  city.  Estimated  at  $2,600,000,  with  annual  dredging  at  mouth  of  canal.  Same 
remark  concerning  high-water  control  of  the  Yazoo. 

The  condition  &at  the  navigation  of  the  Yazoo  shall  not  be  interfered  with  by  the 
wozkB  would  introduce  additional  difficulties  in  the  execution  of  any  scheme  involving* 
divenum  of  the  Yazoo. 
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The  cost  of  any  work  for  the  permanent  restoration  of  the  harbor  of  Vicksbnrg  is  so 
great  in  oompariaon  with  the  Talae  of  the  general  commercial  interests  involyed  that  I 
am  nnable  to  make  any  recommendation  in  the  matter,  bnt  the  scheme  for  leaving  Vicks- 
borg  at  the  dead  end  of  the  lake  seems  the  least  expensive  way  of  afifordlng  even  partial 
relief  daring  declining  and  low-water  stages.  The  filling  in  rear  of  the  bar  at  the  West 
Entrance  will  soon  render  it  so  wide  and  of  such  material  that  the  ontflow  of  water  win 
foil  to  perform  the  work  noted  this  year.  The  catting  oat  there  daring  the  past  low 
water  resolts  fiom  the  fact  that  the  bar  was  very  narrow  and  of  pore  sand,  without  any 
cohesion  whatever  between  its  partides.  When  mixed  with  mud,  like  the  nuiterial  in 
rear  of  the  bar,  this  catting  will  be  very  much  reduced.  A  widening  of  the  crest  of  the 
bar  will  also  have  the  same  effect,  for  the  increased  Mction  may  probably  even  convert 
the  bar  into  a  dam  before  the  force  of  the  outflow  on  the  decline  can  roll  the  sand  out  of 
the  way  or  cut  through  the  mud  deposits  in  rear. 

FINAXCIAL  STATEMENT. 

Amount  allotted  for  dredging  in  Yicksburg  Harbor... ^00, 000  00 

Expended — 

For  contractor's  estimates $38,118  82 

For  services 5,698  32 

For  advertising 105  94 

For  office  supplies... — 100  46 

For  miscellaneous --•- 498  86 

Total  expenditures .'...      44,522  40 

Balance  available  November  1,  1883 65,477  60 

CONSTRUCTION  AND  BEPAIB  OF  THE  LEVEES  OF  THE  MUBSISSIPPI  BIVEB,  TENSAS  AND 

YAZOO  FBONTS. 

A  complete  list  of  the  levee  contracts  awarded  by  the  War  Department,  in  aooonlaaoe 
with  the  recommendations  of  the  Board  of  Engineers  that  convened  at  Memphis,  Tenn., 
September  4, 1882,  was  published  in  the  annual  report  of  the  Mississippi  River  OommiS' 
sion  for  1882. 

As  the  contracts  were  dated  October  3  and  October  23,  1882,  the  contractora  had 
barely  commenced  operations  at  the  date  of  the  last  annual  report  of  the  oommiBBi<Hi, 
and  for  that  reason  the  entire  work  done  under  these  contracts,  and  under  the  hist  ap- 
propriation, is  reported  in  this  report. 

In  the  latter  part  of  November  and  in  December,  greatly  increased  forces  were  placed 
upon  the  various  works  by  the  contractors,  who,  as  a  rule,  energetically  and,  oonsidoing 
the  short  time  during  which  work  could  be  done,  successfully  prosecuted  their  works, 
until  interrupted  by  the  flood  of  February  and  March,  1883. 

The  groat  bulk  of  the  earthwork  had  at  that  time  been  put  in  place,  but  the  follow- 
ing-named levees  wero  caught  in  an  incomplete  condition,  and  some  losses  were  en- 
countered: 

On  the  Tensas  front,  in  Arkansas,  the  Panther  Forest  levee  had  been  completed  exce|yt 
the  sodding,  and  a  large  part  of  this  also  was  in  place  when  it  yielded  to  the  pressare 
during  a  rain-storm  on  February  22,  and  during  the  flood  2  miles  of  the  4,  or  about 
85,000  cubic  yards,  washed  away.  The  amount  of  iiinds  assigned  to  this  levee  was  in- 
sufficient to  build  it  of  sufficient  height  or  cross-section  to  vrithistand  the  pressure  of  the 
water  upon  the  material  composing  it.  This  was  a  very  light,  fine  silt  deposit  fitun  the 
river,  which  water,  in  its  unsettled  state,  soon  converted  into  a  semi-fluid  paste.  The 
levee  b^gan  sloughing  at  rear  and  was  speedily  broken  through.  The  '*  retained  per- 
centage ''  has  not  been  paid  to  the  contractor.  The  levee  would  inevitably  have  been 
carried  away  whether  the  *' sodding,''  which  really  is  only  a  planting  of  grass  sprouts  at 
considerable  intervals,  had  been  done  or  not  The  contractor  was  a  planter  immedbtdy 
behind  the  levee,  who  took  the  contract  to  insure  its  timely  completion. 

In  Louisiana,  on  the  Tensas  fh>nt,  the  ^'WiltoA  to  Raleigh"  levee,  the  largest  and 
most  important  work  of  the  kind  in  the  district,  was  caught  by  the  flood  in  an  inoam- 
plete  state.  Of  the  4  miles  of 'the  line  nearly  2  miles  had  been  untouched.  The  work 
had  been  purposely  prosecuted  so  as  to  throw  this  incomplete  portion  of  the  levee  be- 
hind a  remnant  of  the  old  levee  some  1,200  to  1,800  feet  nearer  the  river,  in  order  that 
if  floods  threatened  wings  or  flanks  might  be  thrown  back  to  this  old  levee  as  a  curtain. 
Immediately  upon  the  occurrence  of  the  great  flood  in  the  Ohio  River  an  order  was 
issued  to  the  contractors  to  hast^i  the  construction  of  these  works  ^of  protection,  which 
required  some  35,000  cubic  yards  of  earth,  to  complete.    The  upper  wing  was  completed 
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in  time  to  preserve  the  heavy  bnekahot  levee,  oloaing  the  ^'AlsatiA"  creyaase;  bat  the 
lower,  doBing  the  Edgwood  and  niawara  crevassee,  was  carried  away  in  a  wind  and  lain 
storm  daring  the  nig^t,  and  there  resolted  to  the  contractor  a  loss  of  about  32,600  cable 
yards  of  earthwork.  The  river  having  determined  a  new  channel  through  the  chnte  of 
Island  97,  the  wings,  proposed  last  winter  as  protection  works,  are  now  made  jMurts  of 
the  main  line,  the  old  levee  in  front  being  enlarged  and  used  also  as  part  of  the  main 
line. 

"Omega  to  Milliken's  bend"  levee,  Louisiana,  another  large  and  important  work,  was 
also  in  an  incomplete  condition,  and  the  saving  it  was  rendered  still  more  difElcult  by 
the  fact  that  water  collected  behind  the  levee,  which,  with  the  river  pressing  in  front  ^ 
it,  cut  o£f  a  supply  of  material  with  which  to  raise  it.  Baiges  were  sent  down  from  the 
works  at  Wilson's  Point,  and  by  strenuous  efforts  the  top  of  the  levee  was  kept  above 
water  by  material  transported  from  a  distance,  and  the  entire  work  saved. 

Also  at  **  Delta  to  Bedford's  "  levee,  six  miles  in  length,  a  gap  of  1,100  feet  was  un- 
touched. Backwater  from  the  Diamond  Island  crevasses  shut  off  access  to  it,  and  the 
water  b^gan  running  through  low  places  in  the  banks  in  front.  Here'  a  line  of  proteo- 
Idon  levee,  nearly  thiee  miles  long,  along  the  edge  of  the  river  bank  was  built,  which, 
as  soon  as  the  situation  allowed,  was  reduced  in  length  to  about  one-half  by  a  eross-levee 
to  the  main  work,  built  by  hired  labor.  This  long  line  several  times  gave  way  in 
places,  but  the  gaps  were  in  each  case  promptly  dosed,  and  the  work  saved. 

On  the  Yazoo  front,  in  Mississippi,  the  flood  found  the  levees  in  such  condition  that 
all  were  entirely  safe,  except  the  Longwood,  Skipwith,  and  Elleslie  leveeS)  at  each  of 
which  protection  levees  were  built. 

That  at  Elleslie  gave  way  from  a  storm  dashing  waves  against  it,  and  the  water  broke 
through  the  incomplete  main  line,  flooding  several  plantations  and  washing  out  2, 600  cubic 
yards  of  earth  from  the  main  levee.  This  break  was  more  advantageous  than  otherwise  to 
the  flooded  lands.  The  banks  are  high,  and  the  water  on  the  first  decline  of  the  river  was 
soon  exduded  by  a  second  protection  levee  along  the  site  of  the  fii;pt. 

Appended  hereto  are  reports  of  Assistant  Engineer  H.  D.  Garden,  in  charge  of  the 
levees  on  the  Tensas  front  m  Louiedana,  and  of  Assistant  Engineer  George  M.  Hdm,  in 
charge  of  the  Yazoo  levees  in  Mississippi,  which  give  in  condensed  form  information 
concerning  the  levees  built  in  the  district. 

As  the  Sitter  gentleman  has  been  chief  engineer  of  the  Mississippi  Levee  Board  for  the 
past  two  years,  and  has  had  much  exx)eriencein  levee  construction,  he  was  requested  to 
give  in  his  report,  for  the  information  of  the  Commission,  a  statement  of  the  work  done 
by  the  levee  district  authorities  during  the  past  eighteen  months,  and  also  to  submit  the 
best  practice,  as  shown  by  his  experience,  in  stopping  crevasses,  building  heavy  levees 
on  unstable  foundations,  and  revetting  the  ends  of  breaks  to  prevent  enlargement. 
Both  gentlemen  submit  estimates  for  raising  the  levees  in  their  charge  ,to  3  feet  above 
high-water  mark  of  1882. 

There  are  also  submitted  with  this  report  tables  showing  earthwork  built  in  the  dia- 
trict  to  Mardi  1,  1883,  or  in  four  months  prior  to  the  flood,  and  the  condition  of  the  levee 
work  under  the  various  contracts  November  1, 1883,  the  date  of  this  report.  From  tins 
latter  table  it  appears  that  there  has  been  built  in  all,  including  the  small  amounts  re- 
turned in  last  aimual  report: 

Cubic  yards. 

Tensas  front,  Arkansas ..^ , 243,428.0 

Tensas  front,  Louisiana 1,001,734.0 

Yazoo  front,  Mississippi 1,193,281.1 

Total 2,438,443.1 

and  that  there  remains  to  be  done — 

Cubic  yards. 

On  the  Tensas  front  in  Louisiana : 09,381.6 

On  the  Yazoo  iiont 14, 627. 0 

114,008.6 

It  is  expected  that  work  will  be  completed  and  contracts  dosed  by  December  1,  1883. 

In  all  cases  the  grades  of  the  levees  have  been  restricted  to  the  grades  of  the  old  levees, 
except  at  Wilton  to  Raleigh  where  the  bank  was  exceptionally  low,  and  the  levee  of  very 
diffiadt  construction,  frt)m  the  nature  of  the  materiid. 

Another  break  here  would  make  it  still  more  difficult  and  costly  to  rebuild  the  levee, 
and  would  allow  enormous  quantities  of  water  to  escape  from  the  channel,  the  ill  effects 
of  which  on  navigation  are  now  seen  just  below  the  present  crevasse,  at  Foster's. 

For  these  reasons,  the  grade  as  established  for  this  levee  was  placed  at  about  18  indies 
higher  than  that  of  the  levees  immediately  above  and  below,  which  were  on  high  ground, 
and  the  levee  across  the  sandy  part  of  the  line  built  of  increased  dimensions. 
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TXKASCIXL  8TATB1IXNT. 

Temsaa  front. 

To  amount aUotted j $323,840  00 

To  amount  transferred  from  Yacoo  front 25,000  00 

To  amount  redeposited  on  acooont  of  error  in  voucher  45... 1  00 

Total 348»841  00 

Expended  prior  to  December  1,  1882: 

Ck)ntractor'B  esUmatee $28,888  06 

Servicee 2,616  06 

Instruments — 1,319  35 

Subsistence 177  93 

Misoellaaeous 637  20 


Expended  from  December  1,  1882,  to  November  1,  1883: 

Contractor's  estimates .♦ ^239,531  20 

Services 10,372  11 

Services  on  protection  levees 4, 662  79 

Instruments 282  75 

Subsistence 135  69 

Office  supplies 367  42 

Miscellaneous  (including  bags  used  on  pro- 
tection levees) 2, 176  94 


$33,638  60 


257,618  90 


Total  expenditures 291,157  49 

Balance  available  November  1,  1883 57,683  61 


Yazoo  front. 

To  amount  allotted j $359,050  00 

By  amoxmt  transferred  to  Tensas  front 25,000  00 

Balance z 334,050  00 

Expended  prior  to  December  1,  1882: 

Contractor's  estimates $28,435  49 

Services 1,511  00 

Miscellaneous 112  61 


Expended  from  December  1,  1882,  to  November  1,  1883: 

Contractor's  estimates $266,749  89 

Services 12,504  33 

Services  on  protection  levees 1,082  73 

Office  supplies 304  50 

Instruments 170  60 

Miscellaneous  (including  bags  used  on  pro- 
tection levees).. 2,966  17 


$30,069  10 


3,777  22 


Total,  expenditures _ 313,836  32 

Balance  available  November  i,  1883 20,213  68 
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Tabular  iiaiemeiU  showing  amount  of  earthuork  consbrueted  on  levees ,  third  diebriel,  brfore  the 
flood  of  1883,  and  amount  constructed  since  then  to  November  1,  1883. 


Nam*  of  \9ir—. 


il 


n 


TEStSAS  FBonr. 


Delta  to  Bedford,  La 

Protection  levce  ^ppTox.)~~ 

Sparta  above  Duckport. 

Milliken'sBend  to  Cabin  Teele.. 

Omega  to  Milliken'a  Bend 

Ralegh  to  Willow  Point.. 

Wilton  to  Raleigh ^ 

Protection  levee - 

Lake  Providence  Reach 

Protection  levee 

Daffin's  Break,  Arkansas 

Panther  Forest,  Arkansas 


YAZOO  FBOHT. 


Mafcna  Vista  to  Chotard 

Shiloh  to  Tennessee 

Elleslie ^ 

Protection  levee 

Skipwiths. 

Protection  levee 

Long:wood 

Protection  levee 

Jenkins  to  Easton 

Rolands  to  Jenkins 

Clay  and  Baggots  to  Rolands... 

Wade  Breaks. 

Hughes  Breaks , 

Beulah  to  Hughesi 

Beulah  enlargement 

Beulah  Breaks,  1  to  9.. 

Riverton  Breaks 


Oubie  yards. 
243,003.3 


89,156.9 
90,002.2 
199,059.2 
41,287.7 
«  387,94L8 


61.162.9 


80,246.0 
163,182.0 


Cktbieyards, 

182,789.0 
20,000.0 
39,166.9 
00,002.2 

156,082.6 
41,287.7 

225,496.0 

16,572.0 

61,162.9 

2,029.6 

80,246.0 

163,182.0 


Oubie  vo/rds. 
61,164.8 


Oubie  yaardt. 


43,026.6 


68,066.2 


1,305,942.0 


1,077,906.9 


167,256.1 


49,857.0 
67,299.1 
133,500.0 


71,660.0 


75,891.0 


58,63L0 
156,213.0 
103,298.0 
60,714.0 
22,882.0 
150,538.0 
66,836.0 
27,152.0 
151,663.0 


49,857.0 
67,299.1 

104,627.9 
2,796.0 
63,067.0 
3,500.0 
60,041.0 
15,978.0 
31,017,0 

155,149.0 
95,148.0 
50,112.0 
22,882.0 

139,797.0 
66,836.0 
27,152.0 

151,663.0 


28,872.1 
'*'8',*693.0 


15,850.0 


20,270.0 

1,064.0 

867.0 

602.0 


10,741.0 


1,185,634.1 


1,106,422.0 


86,859.1 


99,8SL6 


99,881.6 


7,844.0 

"7;mo 


14,627.0 


•  This  amount  includes  31,552  cubic  yards,  which  was  washed  away  during  flood  of  1883.  It  has 
not  yet  been  decided  by  the  Second  Gomplroller  of  the  Treasury  whether  this  quantity  will  have  to 
be  put  up  again  by  the  contractors,  at  their  expense,  or  paid  for  by  the  Government. 

Owing  to  a  new  location  of  the  levee,  the  amount  of  13,302.1  cubic  yards  already  paid  for  was 
thrown  out  of  the  main  line  of  levee. 

The  actual  amount  in  this  levee  when  completed  will  be  343,087.7  cubic  yards. 

LEVEE  SURVEYS  THIRD  DISTRICT. 

Under  an  allotxnent  of  $1,000  made  by  the  Mississippi  River  Commission  at  their  meet- 
ing in  November,  1882,  a  party  was  organized  September  20, 1883,  by  Assistant  Engineer 
W.  L.  Starling  for  the  snrvey  and  location  of  levees  in  Arkansas  £nom  the  high  land  on 
the  east  side  of  Amos  Bayon,  7  miles  back  from  the  river  and  abont  16  nules  above 
Arkansas  City,  to  the  Louisiana  State  line. 

The  field  work  of  this  snrvey  was  completed  November  1,  1883,  and  Assistant  Star- 
ling is  now  engaged  in  the  calculation  of  volumes  and  in  plotting  the  profiles  and  neces- 
sary new  locations  of  the  line  where  broken. 

In  accordance  with  the  request  of  the  president  of  the  commisBion  the  notes  of  the 
snrvey  from  Amos  Bayou  to  Arkansas  City  have  been  reduced,  and  the  line  irom  Amos 
Bayon  to  the  river  plotted.    These  estimates  show  the  following  results: 

Cubic  yards. 
Necessary  to  build  and  repair  the  O' Possum  Fork  levee  up  to  the  high-water 

mark  of  1882. 351,325.0 

To  1  foot  above  high-water  mark  of  1882 483,783.0 

To  3  ieet  above  high-water  mark  of  1882 846, 919. 0 
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These  csUmaitoB  considerably  exceed  that  made  for  the  Boaid  of  Engiseen  wUeh  can- 
Tened  at  Memphis,  September  4,  1882,  bnt  liaye  been  deduced  Ham.  caieftil  sorvej. 
More  than  one-half  the  water  that  escajies  into  the  Tensas  Basin  flows  thioogh  the  p^s 
above  Arkansas  Cil^,  and  there  is  now  an  effort  being  made  by  the  State  of  Lonisisiia, 
ooxxwrations,  and  private  individoals  in  Arkansas  to  the  effect  closure  of  this  line,  and 
a  conteact  for  the  work  has  been  made  by  them.  If  the  redaction  of  the  notes  can 
be  made  in  time  the  resolts  of  the  snrvey  will  be  inooiporated  in  this  report  before  finally 
snbmitted  to  Gongress. 

FIKAKCIAL  STATEMENT. 

Amoimt  allotted , —    $1,000  00 

Expended: 

Instroments  and  outfit |51  75 

Services 386  66 

Subsistence 35  50 

Miscellaneoas 23  05 

48696 

Balance  available  November  1. 1883 - 503  04 

SUBVEY  OF  CHOCTAW  BEND  BEACH. 

At  the  date  of  the  last  annual  report  of  the  codmusslon  the  survey  party  under  As- 
sistant Engineer  William  T.  Blunt  was  in  the  field.  The  survey  was  began  November 
17^882,  and  completed  and  the  party  returned  to  Wilson's  Point  December  30, 1883. 

The  survey  was  restricted  to  the  hydrogrsphy  proper,  the  shore  line  as  determined  by 
Assistant  Engineer  Ockerson  the  preceding  year  being  accepted,  except  where  caving 
banks  rendered  new  locations  of  shore  lines  necessary. 

The  survey  extended  fh>m  Cook^s  Point  to  Arlomaw  City,  a  distance  of  88  miles.  The 
survey  shows  that  there  was  not  less  than  13  feet  of  water  at  a  stage  correeponding  to 
a  gauge  reading  of  zero  on  the  Arkansas  City  gauge,  or  that  there  existed  no  obstruction 
to  navigation  in  1882,  low-water  season. 

A  complete  project  for  the  improvement  of  the  reach  will  be  submitted  with  the  maps 
at  the  earliest  practicable  moment.  For  the  present  there  is  no  especial  demand  for  its 
improvement,  except  the  revetment  of  the  upper  and  lower  banks  of  Cook's  Point  netkj 
where  it  is  caving  and  a  cut-off  imminent.  This  requires  7  miles  of  revetment,  at  a 
probable  cost  of  ^15.000,  if  carried  to  the  top  of  the  bank,  or  $210,000  if  restricted  to  a 
subaqueous  mat.  The  caving  is  now  back  to  the  cypress  swamps,  and  the  material  is,  as 
usual  in  slowly-deposited  banks,  heavy  buckshol^  very  tough  and  difficult  to  cave.  The 
banks,  however,  are  wearing  quite  rapidly,  and  the  configuration  of  the  river  points  to  a 
cut-off.  The  neck  now  is  nearly  a  mile  wide,  but  low,  &e  water  flowing  across  at  sev- 
eral feet  below  the  ordinary  high  water.  At  the  up-stream  side  of  the  neck  is  Persimmon 
hollow,  leading  into  Long  Lake,  which  occupies  the  middle  of  the  neck,  and  drains  out 
through  Cypress  Bayou,  on  the  lower  side  of  neck.  The  danger  lies  in  this  low  depres- 
sion, already  sufficiently  lowered  to  cause  quite  a  deep  channd-way  across  at  high  water, 
obstructed,  however,  by  a  thick  undergrowth  of  cypress,  willow,  and  cottonwood,  and 
accumulated  drift-wood. 

The  r^ort  of  Assistant  Engineer  Blunt  is  herewith. 

FINANCIAL  STATEMENT, 

To  amount  aUotted .— - $4,^0  00 

Expended: 

For  services $1,687  92 

For  subsistence 406  06 

For  tools  and  supplies 631  36 

Miscellaneous - .„         66  52 

2,67988 

Balance  available  November  1, 1883 —    1,320  14 


L  1. 


BEPOBT  OF  ABTHUB  HIDES,  ASSISTANT  ENOINEEB,  UPON  OPERATIONS  OF  THE  LASS 
PROVIDENCE  CONSTRUCTION  PARTY. 

Wilson's  Point^  La.,  November  15, 1688. 

SXR:  The  following  report  of  operations  of  the  liake  Providence  construction  yutj 
from  December  1, 1882,  to  November  1,  1883,  is  respectftilly  submitted^    • 

The  work  undertaken  in  accordance  with  your  instructions,  and  that  whidi  has  ao 
fiur  been  executed,  has  had  in  view  the  following  objects: 
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The  narrowkig  of  the  width  of  the  river  in  places  where  it  was  ezceasiye,  to  bring  the 
xcgDlarised  channel  within  the  bonndaries  fixed  in  accordance  with  theoriginal  pngect, 
by  the  following  methods,  viz: 

First  The  closing  of  the  Bnncansby  and  Skipwith  chutes  by  the  constraction  of  a 
fltystem  of  pile  dikes  at  and  near  the  head  of  the  Dnncansby  chnte.  The  filling  up  of 
1^  steamboat  channel,  which  was  between  the  upper  and  me  lower  towheads,  by  the 
construction  of  a  pile  dike  joining  the  two  bars  and  the  concentration  by  this  means  of 
the  water  on  the  nght  of  the  towheads,  so  as  to  permanently  fix  the  channel  next  the 
Louisiana  shore  and  prevent  the  Airther  caving  of  the  banks  in  the  Skipwith  chute. 

Second.  The  closing  of  the  May  ersviUe  chute  by  a  pile  dike  across  the  head,  and  others 
in  the  chute  further  down,  and  Uxe  protecti6n  of  the  channel  side  of  Mayersville  Island 
by  the  construction  of  willow  mattresses  and  revetting  the  front  fiKse  of  the  island  to 
prevent  further  caving,  so  as  to  retain  the  channel  of  the  river  in  its  present  location. 

Third.  Tbe  closing  and  silting  up  of  the  chute  between  the  Baleshed  Bar  and  the  Mis- 
sissippi  shore,  and  the  prolongation  of  the  Baleshed  Bar  at  its  ui^r  and  lower  extremi- 
ties by  a  system  of  dikes  placed  longitudinally  and  normal  to  the  direction  of  l^e  current, 
for  the  purpose  of  restricting  the  width  of  the  river  along  the  Vista  and  Longwood  fironta 
within  such  limits  as  would  afibrd  a  good  channel  at  all  stages  and  prevent  the  river 
crossiii^  to  the  Mississippi  side  into  the  Baleshed  Chute. 

Fourth.  The  closing  of  the  main  channel  of  the  river,  which  passed  between  the  foot  of 
Baleshed  Bar  and  the  bead  of  Stack  Island,  and  bringing  it  back  to  the  right  of  Stack 
Island  by  a  system  of  deflecting  dikes  located  on  the  Louisiana  side  at  Elton  Bar,  and 
a  longitudinal  dike,  driven  across  the  channel  between  the  lower  end  of  Baleshed  Bar  and 
the  head  of  Stack  Island,  so  as  to  prevent  fhrther  caving  on  the  Mississippi  shore  behind 
the  island,  which  had  already  done  a  great  deal  of  damage  and  was  increasingat  an  alarm- 
ing rate. 

The  objects  sought  to  be  obtained  at  all  these  points  have,  to  a  great  extent,  already 
been  accomplished,  as  shown  by  compaiative  soundings  and  surveys  furnished  by  the 
survey  part^,  wbidi  accompany  this  report. 

The  lack  of  stone  to  properly  secure  the  revetment  work  done  in  November  and  De- 
cember of  last  year  along  tiie  &ce  of  Mayersville  Island,  was  the  cause  of  the.  caving  of 
the  bank  in  rear  of  the  mattress  work.  This  would,  no  doubt,  have  been  prevented  had 
material  been  available  to  properly  secure  the  work. 

DBSCBIFTION  AKD  EFFECTS  OF  WORK  DONE. 

Dmneanabif  cAuie. — ^Duxing  last  season  a  i^ystem  of  low-water  dikes  was  constructed  at 
the  head  of  this  chute,  the  two  upper  dikes  and  the  main  dike  at  the  head  consisting  of 
two  rows  of  piling,  securely  braced.  These  dikes  were  provided  with  light  brush  foot- 
mats,  loaded  with  stone,  laid  between  the  piling,  and  had  screens  or  open  hurdle  work 
placed  in  ficontof  them. 

The  three  lower  dikes  across  the  chute  consiBted  of  single  rows  of  piles  with  screens  or 
open  hurdle  work  in  front. 

All  these  dikes  did  good  service  and  caused  a  heavy  deposit  in  the  chute  during  the 
high  water;  in  many  places  the  fill  extended  to  the  top  of  the  piles. 

The  main  dikes  A  and.B  built  last  season,  connecting  the  upper  and  lower  towheads, 
accomplished  the  result  desired,  viz,  the  filling  up  of  the  steamboat  channel,  before  ex- 
isting between  the  upper  and  lower  towheads;  the  fill  here  also  extended  nearly  to  the 
top  of  the  piles.  The  two  bars  are  now  one,  and  even  at  high  water  there  is  no  chann^ 
between  them. 

There  has  been  ageneral  enlargement  of  the  bars  in  front  of  Duncansby,  and  a  shoaling 
of  the  chute  along  its  whole  length.  At  low  watc^  this  season  a  skifi"  would  not  fioat 
between  Duncansby  and  Skipwith  Landing,  and  at  the  head  of  the  chute  the  hex  was 
entirely  above  water,  no  water  at  all  entering  the  chute  at  the  upper  end.  Skipwith 
liMiding  was  moved  down  nearly  a  mile  nearer  the  mouth  of  the  chute  on  account  of 
shallow  water,  to  enable  steamboats  to  deliver  freight. 

On  account  of  the  rapid  caving  which  took  place  during  the  high  water  in  the  bend 
above  Pilcher's  Point,  deflecting  the  main  current  across  the  river  immediately  above 
and  against  the  dikes  at  the  head  of  the  chute,  seriously  threatening  the  work  hereto- 
fore put  in,  and  together  with  the  rapid  caving  back  of  the  upper  Duncansby  towhead, 
whidi  had  been  left  unprotected;  in  accordance  with  your  direction,  four  additional 
dikes,  Nos.  5,  6,  7,  and  8,  were  driven  during  the  high-water  stages  across  the  chute, 
extending  as  close  to  the  shore  as  the  depth  of  the  water  would  permit;  dike  No.  6  con- 
sisting of  three  rows  of  piles,  with  a  woven  mattress  130  feet  in  width,  made  in  sections 
of  fiom  100  to  200  feet,  overlapping  each  other,  sunk  in  rear  of  the  dike. 

The  two  lower  dikes,  Nos.  7  and  8,  were  provided  with  thick  grillage  mats  between 
the  pUing.    These  dikes,  where  the  water  was  shallow,  consisted  of  two  rows  of  piling 


Digitized  by 


Google 


2830   BEPOET  OF  THE  CHIEF  OF  EKGINEESS,  U.  8.  ABMY. 

aenuel^  bxaoed,  and  where  the  water  wae  of  greater  depth  than  15  feet  of  thiee  rows. 
In  addition  to  these  precautions  a  protection  £ke  with  a  woven  mat  100  feet  in  width, 
with  a  screen  hnng  in  rear,  was  driven  immediately  in  fiont  of  the  caving  towhead,  aad 
afterwards  a  mattress  placed  a<ax)8s  the  head,  lapping  aroond  the  towhead,  uras  con- 
structed. On  the  inside  the  mattress  was  badly  broken  up  in  sinking  on  aoooimt  of  the 
bluflfbank.  This  work  feiled  to  hold  the  towhead  and  has  been  swept  away.  The 
whole  force  of  the  river  at  high  water  was  against  the  head  of  the  towhead,  wludi  is  of 
sand.  The  dikes  put  in  witl&tood  the  high  water  and  show  a  fill  behind  them.  Gaps 
were  washed  out  in  the  low-water  cross-dikes  constructed  lastseaaon  where  they  joiiied  the 
main  dike,  and  also  in  those  further  down  in  the  chute ;  part  of  this  main  dike  was  also 
scoured  out,  the  channel  at  low  water  being  in  close  proximity  to  the  remaining  part. 
The  piles  were  removed  so  as  to  leave  as  wide  a  channel  as  possible. 

The  effects  of  this  system  of  dikes  is  shown  in  plate  herewith,  in  which  the  sorreysof 
February,  1882,  and  October,  1883,  are  compared;  the  bar  lines  are  shown  at  low-water 
stage,  viz,  1^.5  on  Lake  Providence  gauge.  For  location  of  dikes,  &c,  see  aooompany- 
ing  map. 

MayerBifiUe  Island  and  ChtUe. — ^During  last  season  a  woven  mattress  from  100  to  130  feet 
in  width  was  constructed  along  theiaoe  of  the  island,  b^inning  at  the  head  and  extend- 
ing down  7,500  feet  The  bank  was  graded  by  the  hydraulic  grMlers,  and  the  upper  1,550 
feet  revetted  on  the  channel  side,  the  revetment  lapping  around  the  head  and  extending 
down  the  chute  side  about  350  feet.  The  revetment  was  constructed  by  placing  a  layer 
of  brush  along  the  slope,  which  was  held  in  positionr  by  stakes  driven  in  the  hank,  to 
which  stringers  or  binders  holding  the  brush  together  were  securely  festened  with  wire. 

Behind  the  greater  part  of  the  mattress  the  slope  had  no  protection  at  all,  as  it  was 
impossible  to  get  bru&  and  stone  in  sufficient  quantities  to  finish  this  work  before  the 
high  water. 

The  effect  of  the  high  water  on  the  feoe  of  this  island,  which  had  before  been  caring 
rapidly,  was,  except  for  about  1,800  feet  at  the  head  where  the  revetment  had  been  par- 
tially covered  with  stone,  or  held  down  by  sacks  of  sand,  to  cave  the  bank  behind  the 
mattresses.  The  caving  has  extended  from  50  feet  at  the  upper  end,  to  500  feet  at  the 
lower  end,  back  of  where  the  original  mattress  was  sunk,  and  has  rendered  necessaiy 
the  construction  of  a  new  mattress  along  nearly  the  entire  length  of  the  face  of  the  island, 
which  is  now  in  progress.  The  cause  of  the  caving  back  of  Sie  island  was  undoahtedly 
from  the  feet  of  not  having  sufficient  brush  to  complete  the  revetment,  and  stone  to  hold 
the  bank  protection  in  placse,  as  the  island  itself  is  composed  nearly  altogether  of  sand. 

Had  it  been  possible  to  have  finished  the  revetment  and  covered  it  with  stone  behind 
the  mattress  work  as  it  progressed,  it  is  believed  that  further  caving  laack  of  the  island 
would  have  been  prevented.  The  low- water  dike  built  across  the  head  of  Mayersrille 
chute  has  remained  intact,  not  a  break  having  occurred.  The  dike  here  shows  good  re- 
sults by  the  shoaling  of  the  water  behind  it  and  the  enlargement  of  the  bar  at  the  mcmth 
of  the  chute,  and  the  increase  in  size  of  the  towhead  near  the  head  of  the  island. 

Further  down,  the  chute  has  deepened  at  some  places,  and  in  order  to  prevent  farther 
scouring,  in  accordance  with  your  instructions,  dike  No.  1,  consisting  of  five  rows  of 
piling  securely  braced,  was  driven  across  the  chute  opposite  Mayersville  Landing  to  aid 
the  main  dike  at  the  head  in  filling  up  the  chute.  Dikes  2,  3,  4,  and  5,  built  &  pre- 
vious season  in  the  chute,  were  only  partially  completed;  no  particular  effect  has  been 
observed  from  the  action  of  these  dikes;  they  are  located  too  fer  down  to  aid  mnch  in 
filling  up  the  chute.  A  sketch  showing  the  condition  of  the  works,  November  1, 1883, 
^  in  this  locality  is  shown  in  map  herewitii. 

Baleshed  Bar  and  Cliute. — The  work  at  this  point  has  been  the  construction  of  a  niain 
dike  extending  from  the  Mississippi  shore  below  the  front  of  Mayersville  down  the  river 
15,000  feet,  reinforced  by  a  system  of  cross-dikes  between  the  main  dike  and  the  shore. 
Dikes  1,  2^  3,  4,  and  5  at  the  upper  end,  extending  to  the  Mississippi  shore,  the  parts  of 
dikes  4  and  5  nearest  the  bank,  as  well  as  part  of  10  and  11  and  the  whole  of  12  were 
constructed  as  low-water  dikes,  part  of  the  main  dike  between  cross-dikes  1  and  4  is 
also  a  low- water  dike.  These  dikes  were  built  previous  to  December  1, 1882,  and  stood 
during  the  last  high  water  with  little  damage.  They  are  shown  on  the  sketch  by 
dotted  lines.  The  cruss-dikes  from  1  to  7  have  thick  gnllage  foot-mats  oonstmcted  be- 
tween the  rows  of  piling,  held  in  plpce  by  rock,  or  the  mats  fastened  to  the  piling  hf 
stringers  spiked  to  them  and  weighted,  and  held  in  place  temporarily  with  bags  filled 
with  sand,  until  a  supply  of  rock  can  be  obtained,  and  the  river  is  at  a  highenonghstige 
to  allow  the  stone  to  be  fioated  on  barges  to  the  dikes.  The  pile-driving  done  this  sea- 
son at  this  locality  was  during  the  high  water,  and  these  dikes  may  he  considered  aa 
high-water  dikes.  The  upper  part  of  the  main  dike  has  been  wattled  from  cross-dike 
No.  1  to  the  Mississippi  shore  along  the  middle  row  of  piling  up  to  the  20-foot  stage; 
also  dike  1.  This  work  is  being  continued  down  fipom  the  head  of  the  i^ystem,  as  lapidly 
as  possible.    A  woven  mattress  from  40  to  IQQ  feet  in  width  has  been  oanstncted  ift 


Digitized  by 


Google 


APPENDIX  TT — ^BBPOET  OP  MISSISSIPPI  BIVBB  COlfMISSION.      2831 

fiont  of  the  main  dike  fiom  No.  4  cro88-dike  to  No.  11,  to  prevent  sconr.  The  dike 
when  not  provided  with  a  woven  mattress  in  front  will  have  a  thick  ^tillage  foot-mat 
ocmstmeted  between  the  rows  of  piling,  which  is  now  being  done.  This  will  complete 
the  work  as  laid  ont  at  this  locality  in  accordance  with  yonr  instructions.  The  general 
effect  of  the  work  here  has  been — 

1st.  The  enlargement  of  the  Baleshed  Bar,  both  in  size  and  height,  and  the  lengthen- 
ing of  the  bar  by  accretions,  both  at  its  head  and  at  the  foot. 

2d.  The  filling  np  of  the  Baleshed  Chute  at  its  upper  end,  and  the  enlaigement  and 
deepening  of  the  channel  alone  the  Vista  and  Longwood  fronts. 

3d.  The  prevention  of  the  threatened  crossing  of  the  river  between  the  foot  of  Mayers- 
ville  Island  and  the  head  of  the  Baleshed  Bar,  behind  the  bar,  and  down  the  Mississippi 
shore. 

4th.  The  filling  up  of  the  old  crossing  between  the  foot  of  the  bar  and  the  head  of 
Stack  Island.     For  location,  &c.,  of  this  work  see^M^companying  map. 

IXaek  lakmd. — ^In  order  to  force  the  main  channel  of  the  river,  which  flowed  down  the. 
Stack  Island  chute,  on  the  outside  and  along  the  fiuse  of  the  island  between  it  and  the' 
Elton  Bar,  a  main  dike  consisting  of  two  rows  of  piles  was  driven  from  a  point  below 
the  foot  of  Baleshed  Bar  to  the  head  of  Stack  Island,  leaving  the  low-water  channel  irom 
Longwood  through  the  Stack  Island  chute  open  ibr  the  passage  of  boats.  This  dike  was 
driven  as  a  low-water  dike;  a  grillage  foot-nmt  was  constructed  between  the  piles,  be- 
ginning at  the  head,  as  &r  down  as  could  be  put  in  before  the  high  water  covered  the 
dike.  During  high  water  this  work  showed  good  results,  forcing  the  main  channel  of 
the  river  to  the  right  of  the  island  and  building  a  bar  to  the  h^  of  Stack  Island,  as 
shown  by  the  high-water  survey  of  April,  1883.  As  the  river  fell  to  low- water  stage  the 
difforenoe  of  slope  on  the  chute  side  and  the  main  river  was  so  great,  caused  by  the  sys- 
tem of  dikes  at  the  upper  end  of  Baleshed  preventing  the  water  from  freely  entering  the 
upper  end  of  the  chute,  as  to  render  the  current  extremely  rapid  through  this  dike,  re- 
sulting in  cutting  off  the  top  of  the  bar  in  front  of  the  dike,  and  finally  carrying  away 
part  of  the  dike  near  the  head  of  Stack  Island.  ^  This  was  replaced  and  again  broken  by 
a  sunken  barge  lodging  against  it.  The  brealc  has  again  been  repaired  and  a  grillage 
ibot-mat  sunk  between  the  rows  of  piling.  The  current  i>assing  across  the  head  of 
Stack  Island  will  be  materially  lessened  as  the  river  rises,  and  the  slope  on  both  sides  of 
the  iatand  is  more  nearly  equalized.  A  channel  across  the  head  of  Stack  Island  is  not 
anticipated,  as  at  high  water  the  works  on  Baleshed  Bar  above,  will  be  sufficient  to 
cause  the  bar  to  again  form  at  a  greater  hei^t  than  before,  and  it  is  believed  entirely 
sto  any  vrater  passing  into  the  chute  at  this  point  at  next  low  water.  For  location  of 
dike-work  see  map  herewith. 

EUonBar, — ^The  workhere  consisted  in  th^nstruction  of  a  main  dike  and  six  short  cross 
dikes,  at  the  head  of  Elton  Bar  and  in  the  cnute,  to  act  in  deflecting  the  channel  across  the 
ziTor  toward  the  head  of  Stack  Island,  auxiliaxy  to  the  Stack  Island  main  dike,  and  to 
dose  the  chute,  which  was  rapidly  enlarging,  along  the  Louisiana  shore  and  caving  the 
banks  at  a  very  rapid  rate,  and  thus  concentrate  the  water  in  one  channel;  as  when  the 
works  were  put  in  it  was  difficult  to  determine  which  of  these  channels  the  river  would 
take,  bdiind  Stack  Island,  along  the  Louisiana  shore,  or  whether  it  could  be  concentrated 
between  Stack  Island  and  the  then  large  Elton  Bar.  Parts  of  these  dikes  were  carried 
away  by  drift  during  the  high  water,  but  not  before  they  had  accomplished  the  desired 
xesnlt.    For  location  of  these  dikes  see  map  herewith. 

METHODS  OF  CONSTBUCTION. 

Dike  work. — ^No  materisd  change  has  been  made  in  the  methods  employed  in  the  con- 
struction of  pile  dikes  from  those  of  last  season.  The  principal  change  has  been  in  mak- 
ing the  dikes  of  a  greater  number  of  rows  of  piles.  The  distance  between  the  rows  has 
been  increased  from  10  to  15  feet  in  deep  water  to  allow  of  more  secure  bracingas  well  as 
the  thickness  and  width  of  the  brush  work  laid  at  the  foot  of  the  dikes  to  protect  them 
from  the  actions  of  the  current  and  prevent  scour.  The  experience  of  last  season's  work 
showed  conclusively  that  the  strongest  form  of  construction  is  required  in  order  to  with- 
stand the  force  of  the  current  at  high  water,  and  has  led  to  putting  in  work  of  greater 
strength  where  exposed  to  the  action  of  drift. 

Pile  driving  and  bracing. — ^The  plan  pursued  in  building  pile  dikes  has  been  to  drive 
the  tmnt  and  rear^rows  of  piles  simultaneously  when  it  could  be  done,  fosten  the  longi- 
tudinal stringers  to  the  piles,  and  complete  the  dike  by  putting  in  place  the  cross- 
braces.  In  iJl  cases  the  longitudinal  and  cross-braces,  in  addition  to  being  fastened  to 
the  piling  with  spikes,  have  been  well  wired  with  No.  8  wire  passed  around  the  pile  and 
acrasB  the  brace  diagonally  from  the  upper  to  the  lower  edge,  and  made  taut  by  twist- 
ing.   This  was  rendered  necessary  on  account  of  the  material  used  lor  both  piles  and 
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bvaoes,  which  is  almoet  entirely  oottonwood;  bat  few  <grpmB piles  have heeii used.  Tiie 
piles  have  been  sank  as  deep  as  possible,  generally  Arom  15  to  20  feet,  depending  upon 
the  nature  of  the  bottom.  Two  forms  of  bracing  have  been  osed,  as  shown  in  the 
sketches,  one  with  rods,  for  dikes  oonstnu^ied  at  high-water  stage,  and  the  other  kt 
dikes  boilt  during  low  water.  These  are  tiie  same  methods  nsed,  in  aoooidaooe  witii 
yonr  directions  for  last  season's  work,  and  have  answered  the  poxpose  well;  ezperienoe 
has  suggested  no  improvement  upon  them.  The  piles  have  been  sunk  by  the  use  of  a 
jet  of  water  forced  through  a  l^inch  gas  pipe,  leading  down  the  side  of  the  pile,  and  by 
the  aid  of  quick  blows  &om  a  hammer  of  2,000  pounds  &lling  through  a  distuioe  of  aboat 
6ieet. 

Two  forms  of  pile-drivers  have  been  in  operation,  one  with  the  leads  placed  in  fiont 
of  the  boat,  and  the  other  with  the  leads  on  the  side.  The  first  form  is  preferred  for 
general  use,  especially  for  cross-dikes  and  in  rapid  currents,  as  being  found  more  oon- 
venient  to  keep  in  position  and  handle,  and  for  this  reason  accomplishing  moie  wock. 
One  of  the  side-lead  drivers  has  been  in  operation,  and  has  done  fair  service.  These 
drivers  are  provided  with  large  boiler  capacity  and  pumps  capable  of  diachaiging  more 
water  under  a  greater  pressure.  Piles  can  be  sunk  deeper  with  these  than  with  the 
others,  but  the  difficulty  of  handling  them  in  cross-currents  reduces  their  eiOeieDcy. 

Between  15  and  20  feet  has  been  the  average  depth  of  penetration  obtained;  after 
reaching  that  depth,  if  further  sinking  is  not  stop]^  by  gravel,  buckshot,  or  other  hard 
material,  the  frictional  resistance  exerted  by  the  sand  along  the  side  of  the  pile  genemlly 
prevents  further  penetration.  This  resistance  could  not  be  overcome  either  by  the  use 
of  the  water-Jet  or  the  hammer,  or  both  combined,  as  the  wood  of  which  ihd  piles  are 
composed  will  not  withstand,  without  splitting,  the  shock  of  the  hammer  iaJliog  fiom 
a  great  height.  The  usual  method  has  been  to  sink  the  piles  with  their  laigs  ends 
down;  the  butts  are  cut  off  square,  and  are  about  18  inches  in  diameter,  the  small  ends 
not  less  than  10  inches  diameter,  and  the  length  of  the  piles  from  35  to  50  feet;  about  ten 
piles  is  counted  as  an  average  day's  work  for  one  driver  with  a  crew  of  seven  men,  om- 
sisting  of  a  foreman,  engineer,  and  five  laborers.  No  special  improvement  in  the  meth- 
ods followed  in  pile  sinking  or  in  the  construction  of  drivers  has  suggested  itself  They 
are  well  adapted  for  the  purposes  for  which  they  were  designed.  Four  diffiarent  kinds 
of  hoisting  engines  are  in  use,  each  of  which  has  an  advantage  in  some  particalars  over 
the  others;  on  the  whole  the  small  horizontal  engines  have  given  the  best  results,  beiog 
quicker  in  operation,  and,  next  to  the  ordinary  crab  in  use  on  four  of  the  drivers^  eosting 
less  for  repairs  on  account  of  breakage. 

Bru9h  mats,  hurdleSy  <&e. — ^The  principal  dikes  have  been  protected  at  their  foot  to  pie- 
vent  scouring  out,  by  constructing  mats  formed  of  two,  three,  or  four  layers  of  brush,  de- 
pending upon  the  importance  of  the  dike,  rapidity  of  current,  depth  of  water,  oud  dasger 
of  cutting  out.  These  layers  of  brush  are  placed  alternately  crosswise  and  parailel  with 
the  dike.  Stringers,  or  waling-pieces,  as  binders,  are  first  hung  fipom  the  piles  as  a  fiame- 
work  for  the  brush  to  be  laid  upon.  When  the  mat  is  of  sufficient  thickness  other  Innders 
are  laid  on  top  of  the  mat  connected  with  those  underneath  by  wires  at  suitable  intervals, 
leading  up  fitom  the  under  stringer  pieces,  twisted  together  so  as  to  make  the  eonstructioii 
as  dose  as  practicable.  The  brush  is  laid  so  as  to  extend  through  the  rows  of  piles,  re- 
quiring on  some  of  the  dikes  three  lengths  of  brush,  the  brush  ends  overlapping  the  butts. 
When  finished,  the  mat  extends  both  in  firont  and  rear  of  the  dike  fipom  10  to  15  feet  out- 
side the  dike.  The  grill^e  mats  thus  constructed  are  then  sunk  in  place  by  being  loaded 
with  rock  taken  to  the  d&e  on  barges.  When  woven  mats  are  placed  in  front  of  dikes 
to  prevent  longitudinal  scour  they  have  been  built  similar  in  construction  to  the  huge 
mattresses  used  for  the  protection  of  caving  banks,  and  sunk  in  place  by  being  loedel 
with  rock.  For  the  purpose  of  preventing  the  threatened  deepening  of  the  Duncansby 
chute  during  high  water,  a  brush  foot-mat  130  feet  in  width,  made  in  sections  of  tarn 
100  to  200  feet  in  length,  was  woven  on  a  mattress  barge  in  rear  of  dike  6,  which  extends 
across  the  chute  near  the  head.  Alternate  sections  were  built  and  sunk.  The  interven- 
ing ones  were  then  constructed  so  that  when  in  position  on  the  bottom  they  overlapped 
the  sections  previously  built  about  10  feet,  thus  forming  a  continuous  brush  foot-xoat  130 
feet  wide  immediately  in  rear  of  dike.  The  dike  itself  was  constructed  of  three  rows  ot 
piles  securely  braced.  In  order  to  insure  the  mats,  when  sunk,  being  dose  to  the  dike 
a  strong  stringer  was  spiked  and  wired  across  the  ends  of  the  weaving  poles,  which  were 
allowed  to  extend  through  the  dike  beyond  the  rear  piles,  thus  forming  a  crib  aroond 
eadi  pile.  Before  sinkSig,  the  mats  were  covered  with  stone,  evenly  distributed,  the 
upper  side  of  the  mat  being  lowered  to  its  place  by  the  aid  of  lines  fastened  to  the  front 
row  of  piles,  which  were  slacked  as  the  mat  went  down,  so  as  to  keep  it  in  a  horiaontal 
position.  The  only  curtain  construction  used  this  season  was  that  placed  in  rear  of  the 
protection  dike  built  in  front  of  the  upper  Duncansby  towhead.  This  was  of  the  usual 
form  of  woven  work,  built  so  as  to  allow  of  about  one-foot  spaces  between  the  brush.    It 
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was  sunk  by  fiistenuig  Backs  of  rock  to  the  curtain,  to  counteract  the  force  of  the  cnrrent 
and  hold  it  in  position. 

The  wattling  or  hurdling  has  been  made  close  by  forcing  the  pieces  of  bmsh  down  so 
as  to  be  in  contact  with  es^  other,  and  has  been  done  on  either  the  middle  or  front 
row  when  the  brash  mats  arc  bnilt  between  the  rows  of  piling  so  as  to  provide  against 
the  effect  of  the  oyerfall  catting  oat  the  sand  in  rear  of  the  -dikes.  Sketches  giving  de- 
tails of  the  different  forms  of  construction  employed  in  the  dikes  bnilt  and  their  location 
is  shown  on  map  herewith. 

The  following  statements  furnished  by  Asssistant  Engineer  C.  P.  Ruple,  gives  in  detail, 
in  tabulated  form,  the  work  done  in  dike  construction;  also  an  estimated  cost  for  labor 
for  the  different  classes  of  work,  and  amount  of  material  required.  All  the  pile-driving 
done  has  been  under  his  charge,  and  since  June  1,  1882,  at  which  time  the  foot-mat 
party  under  Assistant  Engineer  £.  D.  Thompson  was  consolidated  with  the  pilendriving 
force,  this  class  ef  work  also. 

Statement  showing  dike  work  from  December  1,  1882,  to  November  1,  1883. 


Dike. 


DnneaDaby. 


Do. 

Do 

Do 

Do 

Do 

Do 

Do 

MayeraviUe 

Do 

BaleehecL 

Do 

Do 

Do 

Do 

Do 

Do 

Do 

Do 

Do 

Do 

Do. 

Do 

Do 

Do 

Stack  Idand... 
Elton  

Do 

Do. 

Do 

Do 

Do 

Do 


Dnnoansby  Bar  proteo* 
tioD. 

Main  dike  A 

No.l- 

No.8 

No.  6 

No.6 

No.  7 

No.8 

Main  dike , 

No.l 

Midn  dike  above  I.. , 

Main  dike  troxa  3  to  7... 
Main  dike  from  7  to  11 

No.l 

No.  2 

No.8 

No.4ofl888 

No.  5  of  1883 

No.6 

No.7 

No.8 

No.  9 

No.  10 

No.  11 , 

No.  12 

Blaindike 

Main  dike 

No.l 

No.2 

No.8 

No.4 

No.5  

No.6 


840 


100 

100 

545 

2,106 

2,061 

2,810 

2,800* 

805 

1,991 

2,887 

6,906 

933 

1,192 

1,172 

661 

983 

1,462 

1,204 

1,011 

1,097 

924 

894 

683 

6,260 

943 

746 

887 

975 

800 

484 

435 


275 


1,021 


469 
153 
150 
500 
150 


1,429 
867 
54 


356 
40 


Totals... 


44,235 


6,432 


*  Three.hundred  feet  of  this  dike  is  inoompleted. 
Of  the  abore  dike  there  is  in— 

Single  row i... 

Doable  row  

Three  rows- 

Four  rows 

Five  rows.. 


Total. 


2,336 

25,187 

14,150 

565 

1,997 

44,286 
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SkUement  duowing  cost  of  different  items  of  work,  and  material  required  in  dike  eonabrudim. 

Amount  of  pay-ioll - $89,771  07 

Snbsiateiice ^ 19,991  06 

109,762  13 
Labor  loaned  otiier  parties,  with  subsistence 333  60 

100,428  53 

Distributed  as  follows: 

1.  Pile  driving — driving,  bracing,  and  stringing $78,897  93 

2.  Brush  work — ^foot-mats,  wattUng,  shore-mats,  screens,  &c,  making  and 

sinking. - 30,530  60 

109,428  53 


Number  linear  feet  dike  driven—- all  kinds,  $50,607--co8t  $1. 557  per  linear  foot;  equiv- 
alent to  60,947  linear  feet  double  dike — cost,  $1,294  per  linear  foot 

Number  Unear  feet  dike  driven — as  it  stands,  44,235— represents  a  cost  of  $1,783  per 
linear  foot;  equivalent  to  53,703  linear  feet  double  dike — ^represents  a  cost  of  $1,469  per 
linear  foot. 

Number  linear  feet  dike  driven — ^washed  out — all  kinds,  6,432;  equivalent  to 7,244  lin- 
ear feet  double  dike. 

Total  number  of  piles  driven,  15,553;  average  cost  per  pUe,  $3.45 $53, 800  06 

Total  number  of  braces  put  on,  8,230;  average  cost  per  brace  in  place,  $1.65.  .  13, 579  50 
Total  number  of  stringers  hung,  4,517;  average  cost  per  stringer  in  place, 

$2.55 - - 11,518  35 

78,897  93 

Greatest  number  of  piles  driven  by  one  driver  in  one  day,  15  to  22  feet  of  water— 

45  feet  piles  used — depth  of  penetration  17  to  20  feet,  was 22 

Number  pile-drivers  in  commission  December  1,  1882 11 

Greatest  number  in  commission  at  anytime —    16 

Average  number  drivers  per  each  day  in  commission 13 

Cost  per  100  square  feet  woven  foot-mat,  making  and  sinking,  60  feet  wide $1  32 

Cost  per  100  square  feet  wattling _ 2  00 

Cost  per  100  square  feet  foot-mat,  between  piling,  made  and  sunk,  from — $1  50  to  1  95 
Cost  per  linear  foot  of  dike,  woven  foot-mat,  makingand  sinking,  130  feet  wide..       1  65 
2  coils  wire  are  required  to  brace  and  string  100  feet  double  dike. 
1  cord  brush  makes  100  square  feet  foot-mat  between  piling. 
7-10  cord  brush  makes  100  square  feet  woven  foot-mat. 

From  the  Above  statement  the  cost  of  a  linear  foot  of  dike,  consisting  of  two  rows  of 
piling  complete,  with  brush  work,  is  estimated  as  follows: 

Labor  cost  as  above: 

Pile  work  for  100  linear  feet _ $146  90 

Brush  work,  grillage  foot-mats.,  50  feet  vride 86  26 

Wattling,  10  feet  high 20  00 

Total  labor  cost :    $253  15 

Add  cost  of  material: 

26  piles,  at  $2.00 $52  00 

21  braces  and  stringers,  at  $.90 18  00 

50  cords  bmsh,  at  $1.75 87  50 

30  cubic  yards  stone,  at  $2.00 60  00 

Wire  and  spikes 27  60     246  00 

$499  15 
Add  estimated  cost  of  local  tow-boats  for  charter,  repairs,  wages,  and  sub- 
sistence, two-thirds  chaxged  to  dike  construction... .— 40  46 

Total  estimated  cost  of  100  linear-feet  dike. $539  61 

or  $5.40  per  linear  foot.     This  will  be  increased  to  $6.72  if  a  woven  foot-mat,  100  feet 
wide;,  is  placed  in  front  of  the  dike  in  addition  to  the  grillage  foot-mat.    For  adike  of 
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two  rows  of  piles,  with  a  130-feet  woven  foot-mat  in  rear,  and  grillage  mat  50  feet  wide 
between  the  piling,  the  cost  per  Unear  foot  is  |7.05.  Allowing  for  contingencies,  snch 
as  increase  in  price  of  material  and  wages,  a  &ir  estimate  wonld  be  $6.00,  $7.40,  $7.75 
per  foot  for  each  class  respectiyely. 

BANK  PBOTECnON. 

Mattress  cofutrucUan. — The  nsnal  form  of  mattress  constmction  has  been  followed,  the 
willows,  ftom  2  to  3  inches  in  diameter  at  their  laiger  ends,  and  Irom  30  to  50  feet  in  length, 
are  woven  on  large  cotton  wood  poles  from  3  to  4^  inches  diameter  at  small  end,  placed 
abont  8  feet  apart  on  ways  or  skids  erected  on  a  boat  for  that  purpose.  They  are  pnshed 
down  the  skids  close  together  over  and  under  alternate  poles  forming  woven  work,  then 
brought  into  close  contact  by  driving  the  brush  together  with  heavy  wooden  mauls. 
Alongside  of  every  weaving  pole  or  alternate  poles,  determined  by  the  width  of  the  mat 
and  the  longitudinal  stren^h  required,  iron  rods  with  welded  eyes  at  each  end  are  placed 
as  the  mat  is  built;  the  ends  of  these  rods  are  connected  with  lap-rings  or  clevises. 
Ilieee  rods  are  to  give  the  necessary  longitudinal  strength  to  the  mat,  and  prevent  it 
breaking  asunder  while  being  sunk,  and  allow  it  to  adjust  itself  to  any  irregularities  on 
the  bottom.  The  mat  is  then  further  strengthened  by  bindei-s  made  of  poles  placed  on 
top,  securely  fastened  to  the  mat  with  wire  to  the  weaving  poles. 

In  wide  mats,  and  where  the  current  is  swifb  and  the  water  deep,  additional  longitur 
dinal  strength  has  been  obtained  by  the  use  of  No.  8  wire  twisted  in  the  form  of  a  cable, 
extending  on  top  of  the  mattress,  securely  fastened  at  intervals  by  wire  to  the  weaving 
poles,  "file  upper  end  of  the  mat  while  being  constructed  is  held  in  place  by  lines 
passed  under  a  mooring  barge  leading  to  fostenings  on  the  shore  above.  The  mooring 
baige  is  placed  with  one  end  next  the  bank,  the  outer  end  being  kept  in  place  by  lines, 
leading  to  suitable  fiistenings  on  shore.  The  head  of  the  mat  is  held  up  by  small  lines 
passing  over  the  side  of  the  mooring  baige,  to  which  they  are  j&stened,  which  are  slacked 
as  the  head  is  sunk;  additional  lines  leading  from  the  mat  to  the  bank  are  placed  along 
the  mat  at  intervals,  so  connected  with  it  by  iron  clevises  as  easily  to  be  freed  after  the 
mattress  has  been  sunk  in  position. 

The  use  of  the  mooring  barge  is  to  prevent  drift  from  lodging  on  the  head  of  the  mat, 
and  to  keep  it  from  being  submerged  until  it  is  ready  to  be  sunk.  The  mats  have  been 
sunk  by  first  loading  the  edge  next  shore  along  the  slope,  with  rock,  and  afterwards  by 
throwing  rock  on  it,  beginning  at  a  suitable  distance  below  the  head  to  allow  the  mat 
to  reach  the  bottom  without  breaking.     The  head  is  then  sunk  last. 

A  great  deal  of  trouble  and  some  loss  has  been  experienced  in  sinking  laige  matresses. 
Experience  has  shown  that  in  deep  water  and  where  the  current  is  swift  the  mat  can 
hardly  be  made  too  strong,  and  should  not  be  of  a  greater  length  than  from  600  to  800 
feet,  as  the  frictional  resistance  offered  by  a  mattress  of,  say,  150  feet  in  width  of  this 
length  is  enormous,  and  renders  the  greatest  amount  of  care  and  precaution  necessary 
to  prevent  loss.  The  methods  employed  heretofore  in  sinking  large  mattresses  are  not 
entirely  satisfactory,  as  there  is  always  danger  of  their  loss  when  the  current  is  swift 
and  the  water  is  deep.  The  irregular  supply  of  stone  has  led  to  the  construction  of 
grreater  lengths  than  otherwise  would  have  been  built,  in  order  to  keep  the  men  employed. 

Grading. — ^After  sinking  the  mattresses  in  place  the  bank  has  been  graded  by  the  hy- 
draulic ^aders  to  a  uniform  slope  of  from  2]  to  3  to  1,  ready  for  the  brush  revetment; 
but  little  hand-work  is  required  to  trim  up  the  bank,  except  where  it  is  of  sand.  The 
following  is  a  description  of  the  plant  and  how  operated,  furnished  by  Assistant  Engi- 
neer Henry  Steubing,  who  has  had  charge  of  the  grading: 

Description  of  Plant. — The  plant  consists  of  two  large  pumps  placed  on  barges  110  by 
30  feet,  6-foot  hold,  on  the  deck  of  which  are  the  machinery  and  boilers.  A  cabin  is 
erected  above  the  boilers  and  machinery,  which  contains  sleeping  room  for  30  men.  The 
machinery  of  No.  1  consists  of  a' double-acting  duplex  plunger  pump — that  is,  two  pumps 
which  are  so  constructed  that  the  plunger  of  one  pump  moves  the  steam  valve  of  the 
other,  and  vice  vena.  On  No.  3  the  pumps  work  single.  Each  of  these  engines  is  com- 
pound. The  18-inch  initial  steam  cylinders  exhaust  into  an  auxiliary  steam  cylinder  of 
36  inches  diameter.  Out  of  this  the  steam  is  exhausts  into  a  condenser  by  an  air-pump, 
which  at  the  same  time  pumps  water  into  the  condenser.  The  water  is  heated  by  this 
condensed  steam  to  a  temperature  of  about  100^,  and,  passing  from  the  condenser  into  a 
well,  is  used  to  supply  the  boiler.  The  stroke  of  the  main  pump  varies  according  to  the 
water  pressure  required,  the  maximum  is  24  inches.  The  plungers  are  16  inches  in  diame- 
ter. Besides  these  pumps,  which  are  required  for  the  grading  proper,  each  of  the  graders 
has  an  engine  for  hoisting  the  boom-pipe  and  stages;  sJso  a  steam  capstan.  The  hoisting 
engine  is  located  forward  of  the  main  pumps  between  the  legs  of  the  shears;  the  cap- 
stan is  placed  at  the  other  end  to  facilitate  the  handling  of  the  boat.  There  are  three 
five-flue  boilers  on  each  grader  42  inches  diameter  and  22  feet  long,    (hi  No.  1  the 
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boileis  are  of  Bted,  and  on  No.  3  of  iion,  both  of  60,000  T.  S.  They  were  tested  for  a 
steam  piessnre  of  125  pounds.  They  are  supplemented  by  an  upright  auxiliary  boiler 
for  cleaning  and  pumping  up  main  boilers.  In  front  of  the  furnace  is  the  coal-booc,  with 
storage  room  for  500  bushels  of  coal.  The  water  to  supply  each  of  the  main  pumps  is 
taken  from  a  well  in  the  bottom  of  the  boat  3  by  3  feet,  one  on  each  side,  through  a  12- 
inch  pipe.  The  bottom  of  the  well  is  covered  by  a  strainer  made  of  three-eighths-inch 
flange  iron.  This  strainer  has  2,500  holes  of  three-eighths-inch  diameter,  which  gives 
neony  2i  times  the  area  of  the  suction  pipe.  The  water  is  discharged*  through  two  12- 
inch  pipes,  one  from  each  pump,  into  the  main  pipe,  to  which  the  boom-pipe  is  con- 
nected, the  joints  so  arranged  where  the  pipes  come  together  as  to  allow  the  boom-pipe 
to  have  motion,  both  perpendicular  and  horizontal.  The  length  of  the  boom-pipe  is  65 
fbet,  tapering  fiom  12  inches  to  8  inches,  and  consists  of  4  flanged  pieces,  wluch  are 
bolt«d  together.  These  pieces  of  the  boom-pipe  are  lapwelded  tu^  screwed  in  to  cast- 
iron  flanges  and  bolted  through  flange  and  screw  end  of  tube.  The  whole  is  stiflened  by 
two  hog-chains,  one  below  extending  along  the  whole  length,  the  upper  one  on  top  of  the 
two  smallest  pieces  to  which  is  attached  the  hoisting  rope.  The  hoisting  rope  is  1  inch- 
steel  wire  leading  over  a  pulley  on  top  of  the  shears,  thence  to  the  drum  of  the  hoisting 
engine.  The  shears  are  pine  timber,  54  feet  long,  12  by  12  inches,  the  heels  butting  in 
iron  shoes  on  deck  in  a  line  with  the  hoisting  engine.  They  are  slightly  inclined  for- 
ward and  are  held  by  two  IJ^-inch  wire  rope  guys,  which  are  fastened  to  the  gunwales. 
The  pumps  have  a  capacity  to  dischaige  2,000  gallons  a  minute,  under  a  pump  pressure 
of  160  pounds. 

Method  of  opercMng, — ^The  grader  is  placed  in  position  with  one  end  next  the  bank,  and 
the  stage  and  boom-pipe  lowered  so  as  to  almost  rest  on  the  ground.  When  the  bank  is 
perpendicular  a  trench  is  flrst  cut  at  the  proper  slope  so  as  to  give  a  face  to  begin  grad- 
ing. When  a  steam  pressure  of  80  pounds,  giving  an  efficient  water  pressure  in  the 
pumps  of  140  pounds,  is  obtained,  the  work  of  grading  is  begun.  A  piece  of  2-inth  gas- 
pipe,  about  4  feet  long  and  pointed  at  one  end,  is  driven  into  the  ground  about  10  or  15 
feet  from  the  &oe,  and  a  little  above  the  middle  of  the  slope.  The  upper  end  of  this 
gas-pipe  is  allowed  to  remain  from  10  to  12  inches  above  the  ground ;  a  piece  of  iron  is  fitted 
into  the  top  of  this  pipe,  to-support  the  nozzle,  with  holes  on  each  side,  into  which  trun- 
nions on  the  nozzle  fit,  so  as  to  admit  of  motion  in  any  direction.  After  the  nozzle  has 
been  fiustened  in  this  swivel  and  the  hose  connected  with  the  boom-pipe  at  one  of  the 
valves,  which  are  placed  at  intervals  along  the  pipe  for  this  purpose,  two  men  take  hold 
of  the  nozzle  by  means  of  a  lever,  which  is  fastened  to  it  by  clamps,  and  the  signal  is 
given  to  turn  on  the  water;  3  or  4  men  are  kept  ready  to  lighten  up  the  hose,  so  as  to 
enable  the  nozzle-men  to  point  the  nozzle  in  any  required  direction.  The  stream  issuing 
fix>m  the  nozzle  is  directed  against  the  bottom  of  the  face  to  undermine  it  to  a  depth  of 
from  6  to  12  inches,  and  in  doing  this  is  moved  along  the  whole  length  of  the  slope. 
The  earth  that  has  caved  through  this  undermining  is  then  washed  into  the  river.  The 
quickest  way  to  do  this  is  to  soak  the  whole  of  the  loose  material  first  and  then  direct 
the  stream  so  as  to  carry  this  saturated  material  into  the  river,  pushing  it  down  by  the 
force  of  the  stream.  In  undermining,  it  is  always  best  to  commence  at  the  bottom  and 
move  upward.  If  the  bank  is  more  than  14  feet  high  2  nozzles  can  be  worked  with  ad- 
vantage. Where  one  nozzle  is  used  11  men  are  required,  while  for  two,  3  additional  men 
are  n^ed.  The  force  to  run  one  grader  requires  1  foreman,  2  engineers,  1  fireman,  1 
greaser,  2  nozzle-men,  and  4  laborers — total,  11  men.  With  2  nozzles  working,  15  men 
are  required.  A IJ  or  1 J  inch  nozzle  is  then  put  very  near  the  top  of  the  slope,  and  under- 
mines the  upper  one-third  of  the  face,  while  the  2-inch  nozzle  does  the  same  with  the  lower 
two-thirds,  and  washes  all  of  the  caved  material  into  the  river.  After  the  bank  has  been 
caved  and  washed  down  as  far  as  from  30  to  35  feet  from  the  nozzle  this  is  moved  10-15  feet 
again.  In  doing  this  the  water  is  shut  off  from  the  hose,  and  is  wasted  through  one  of 
the  other  valves.  The  difference  in  the  quality  of  the  material  that  has  to  1^  Under- 
mined or  cut  into,  the  various  positions  in  which  the  different  strata  are  found  under- 
lying each  other,  height  of  bank,  &c.,  requires,  besides  this  general  method  employed, 
various  modifications  in  special  cases  of  managing  the  nozzle  that  can  hardly  be  de- 
scribed, and  only  learned  by  experience.    This  is  well  demonstrated  by  the  cost  of  grad- 


dle  grader  No.  1  was  at  Delta  Point,  opposite  Vicksburg,  in  November  and  Decem- 
ber of  1882,  the  cost  for  grading  for  the  first  two  weeks  was  9  cents,  from  November  20  to 
30,  6  cents.  In  December  No.  1  excavated  39,000  cubic  yards,  at  an  actuai  cost  of  3| 
cents.  Grader  No.  3  had  in  the  mean  time  excavated  at  Mayersville  Island  15,000  cubic 
yards,  at  a  cost  of  2}  cents,  the  bank  consisting  entirely  of  sand,  while  at  Delta  it  was  to 
a  great  extent  intermixed  with  strata  of  hard  clay,  the  different  strata  lying  in  uniavor- 
ame  position  for  rapid  work.  In  January,  1883,  Nos.  1  and  3  together  excavated  on 
Biayersville  Island  78,000  cubic  yards,  at  a  cost  of  3}  cents,  or,  deducting  all  time  lost 
through  inclemen<7^  of  the  weather,  &c. ,  of  2.8  cents.    The  cost  of  grading  in  February 
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cannot  be  as  accmately  calculated,  as  the  grading  did  not  amount  to  much,  and  was  in- 
termpted  and  delayed  throogh  stormy  weather  and  the  rising  river.  Work  was  stopped 
on  the  7th  of  Febroary. 

Grading  again  began  September  26.  Serions  delays  have  been  caused  by  the  bursting 
of  the  hose.  Nearly  one-half  of  the  time  in  the  first  two  weeks  was  lost  on  this  aooount, 
making  it  necessaiy  to  constantly  stop  grading  and  change  hose.  The  hose  had  been  in 
use  the  previous  season.  Besides,  all  outside  laboreis  and  foremen  were  inexperienced, 
and  after  most  of  this  trouble  had  been  overcome,  the  rubb^  valves  in  the  main  pumps 
commenced  to  give  out,  and,  as  there  were  only  few  extra  ones  on  hand,  it  was  thought 
advisable  not  to  work  the  pumps  up  to  their  ftQl  capacity.  The  work  consequently  pro- 
gressed comparatively  slowly.  In  September,  only  3,260  cubic  yards  were  excavated,  the 
cost  of  which  cannot  be  properly  (»lculated.  Jn  October,  in  the  first*  ten  days,  often 
working  hours  each,  11,395  cubic  yards  were  excavated  by  No.  1.  Since  October  11 
grader  No.  1  has  been  worked  both  day  and  night;  at  night  the  electric  light  has  been 
used,  which  had  been  put  up  in  January  last.  A  double  crew  was  put  on,  changing  eveiy 
six  hours,  and  working  twenty  out  of  twenty-four  hours.  Twenty-five  thousand  eight 
hundred  cubic  yards  were  thus  excaviated  fh>m  October  11  to  October  20.  On  the  W^ 
orders  were  reoei yed  to  work  three  crews  and  to  make  no  stoppage  for  meals.  In  the  one 
hundred  and  fifty-two  working  hours  from  October  20  to  29,  when  work  had  to  be  tem- 
porarily stopped,  25,111  cubic  yards  were  excavated,  making  a  total  of  62,306  cubic 
yards  excavated  in  the  month  of  October,  at  a  cost  of  3  cents  per  cubic  yard.  The  slope 
made  during  the  last  month  is  smoother  and  more  uniform  than  any  ever  made  before, 
and  requires  very  little  or,  in  some  places,  no  grading  even  by  shovels  to  make  it  ready 
for  revetment.  This,  I  think,  is  of  more  importance  than  to  do  more  excavating  with  a 
less  smoothly  worked  slope.  I  have  already  mentioned  that  the  usually  requir^  water 
pressure  is  140  pounds  for  one  nozzle,  while  for  two  nozzles  the  pressure  is  run  up  to  160 
pounds.  A  greater  pressure  cannot  be  used  very  well,  as  it  makes  it  difficult  and  dan- 
gerous for  the  nozzle-men,  besides  the  liability  of  bursting  hose.  By  daily  observations 
made  during  the  last  month  it  is  found  that  to  excavate  one  cubic  yiurd  of  earth  it  takes  a 
small  faction  leas  than  one  cubic  yard  of  water  under  a  pressure  of  140  pounds,  this  water 
pressure  being  attained  by  a  steam  pressure  of  80  pounds  and  a  vacuum  of  26}  inches. 
With  a  pressure  of  80  pounds  of  steam  it  takes  3  pounds  of  coal  per  cubic  yard  of  water 
thrown  or  earth  excavated.  In  comparing  this  hydraulic  gra<Ung  of  earth  with  hand 
work  by  use  of  shovels,  I  think  I  may  safely  assume  that  the  moving  by  shovel  would 
cost  30  cents  per  cubic  yard.  This  makes  a  difference  in  &vor  of  the  hydraulic  moving 
of  27  cents.  Grader  No.  1  has  so  for  moved  abbut  165,000  cubic  yards,  and  caused  a  sav- 
ing, therefore,  of  nearly  $44,550,  or  over  one  and  one-half  times  the  original  cost.  I  am 
confident  that  another  month's  constant  running,  with  the  past  experience,  new  hose, 
new  valves,  &c ,  the  cost  per  cubic  yard  can  be  greatly  reduced. 

Bank  rewtmeiU. — ^Where  revetment  has  been  laid,  a  grillage  of  poles  is  first  placed 
along  the  slope;  on  this  grillage  the  brush  is  laid  perpendicular  to  the  direction  of  the 
current;  another  set  of  poles  is  laid  on  top  of  the  brush  over  those  underneath,  to  which 
they  are  fiustened  with  wire  to  hold  the  brush  in  place.  The  poles  are  also  ftstened 
with  wire  to  stakes  driven  in  the  slope,  and  the  revetment  covered  with  stone.  On  ac- 
count of  the  scarcity  of  stone  last  season  bags  of  sand  were  tried  for  the  xmrpoee  of  keep- 
ing the  revetment  in  place,  but  they  filled  in  accomplishing  the  desired  result;  they 
were  easily  torn,  and  the  action  of  the  current  washed  out  the  sand,  rendering  them 
useless  for  the  object  intended.  The  followingtabulated  statement,  showing  theamount 
of  work  accomplished  by  the  bank-protection  party,  and  its  condition  November  1, 1883, 
with  an  estimate  of  the  labor,  cost,  and  material  required  for  the  different  kinds  of  work, 
has  been  ftumished  by  Assistant  Engineer  W.  M.  CMlds,  who  has  had  charge  of  this  doss 
of  work  from  the  beginning: 
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From  the  above  statement  an  estimate  is  made  of  the  cost  of  protecting  caving  huAa 
with  a  woven  mattress  160  feet  wide,  the  slope  graded  and  covered  with  a  bmsh  revet- 
ment held  in  place  with  stone,  as  follows: 

In  this  estimate  a  square  =  100  square  feet. 

Labor  cost  for  100  linear  feet: 

160  squares  mattress,  at  $1.21 , 1181  50 

40  squares  grillage,  at  $1.61 64  40 

Graded,  at  55  cents 55  00 

60  squares 'revetment,  at  $1.70 102  00 

Sinking  190  squares  mats,  at  18  cents 34  20 

Covering  with  rock  60  squares  revetment,  at  60  cents 30  00 

467  10 
Add  cost  of— 

Material,  153.75  cords  brush,  at  $1.76 $269  06 

Sinking  mats,  72.2  yards  stone,  at  $2 144  40 

Covering  revetment,  30  yards  stone,  at  $2 60  00 

12.5  cords  poles,  at$2 —      25  00 

127.2  pounds  spikes,  at  5  cents 6  36 

2221  pounds  wire,  at  7  cents — 16  54 

1,000  pounds  iron  rod,  at  5  cents 60  00 

Towing,  estimated  one-sixth  of  cost  of  tow-boat  service 6332 

65368 

Total  cost  of  100  linear  feet 1,120  78 

Or,  per  linear  foot,  $11.21. 

SUHXABT. 

Work  computed  flrom  December  1,  1882,  to  November  1,  1883,  and  in  good  condUiim. 

Number  linear  feet  pUe  dikes,  44,235. 

Number  linear  feet  woven  foot  mats,  11,945;  squares  of  100  square  feet,  9,386.1. 
Number  linear  feet  grillage,  24,341;  squares  of  100  square  feet,  9,586.2. 
Number  linear  feet  woven  mattresses,  5,210;  squares  of  100  square  feet,  9,734. 
Number  linear  feet  bank  revetment,  2,646;  squares  of  100  square  feet,  2,416.22. 

SUBYXYS,  KTC. 

After  completing  the  si:^rvey  and  maps  of  the  low-water  survey  of  October,  1882,  the 
party  under  Assistant  Engineer  Blunt  made  a  hydrographic  survey  of  the  Choctaw  Eeach 
from  A  Caulk's  Point  to  A  Arkansas  City,  occupying  them  from  November  16  to  Decem- 
ber 31, 1882,  the  party  returning  to  Wilson's  Point  on  the  latter  date. 

During  January,  1883,  maps  were  made  of  the  Choctaw  Reach  survey,  of  compamtive 
soundings  at  Pilcher's  Point,  and  soundings  taken  from  foot  of  Island  93  to  foot  of  Island 
94;  pile  dikes  were  located,  and  the  lines  of  regularized  river  marked  by  flags  on  roDge 
lines  on  Baleshed  Bar.  In  February  and  March,  soundings  for  comparison  were  taken  in 
various  parts  of  the  reach  near  Duncansby  and  Baleshed  Bars  and  Mayersville  Island, 
maps  of  which  were  made  and  are  on  record.  Caving  banks  were  resurveyed,  showing 
changes;  new  levees  located  from  Duncansby  to  Homochitto,  at  Elleslie,  and  at  Shorts, 
and  a  general  preparation  made  in  office  and  field  for  a  high- water  survey.  A  variety  of 
map  work  was  done.  In  April  and  May  a  hig^-water  survey  was  made  from  Pilcher's 
Point  to  Bange  100;  contour  and  section  maps  made.  Sections  for  comparison  were 
sounded  in  the  Duncansby  and  Baleshed  chutes,  and  similar  work  done  in  June,  Jnly, 
and  August 

Assistant  W.  T.  Blunt  resigned  May  15,  and  was  succeeded  by  Assistant  Hart  Vance, 
who  took  charge  May  17.  In  September  a  complete  low-water  survey  was  made  from 
Range  14  to  Bange  107,  shore  lines  and  bars  resurveyed,  and  water  sur&ces  determined 
for  slope  in  various  parts  of  the  reach. 

The  survey  was  concluded  in  October,  and  maps  made  of  same,  and  also  in  reduced 
scale  for  annual  reports.  This  survey  shows  Duncansby,  Mayersville,  Baleshed,  and 
Stack  Island  chutes  closed  at  low  water,  and  a  channel  of  not  less  than  10  feet  at  1.5 
on  the  Lake  Providence  gauge  through  the  reach  from  Ashton  to  Point  Lookout 

The  lowest  gauge  reading  for  the  year  was  4.45  (L.  P.  gauge),  October  5,  so  that  at 
the  period  of  lowest  water  during  this  year  there  was  a  channel  of  not  less  than  jl/twa 
feel  in  that  part  of  the  river  covered  by  the  survey.  The  maps  accompanying  annnal 
report  show  all  dike  and  mat  work  constructed  since  the  beginning  of  the  work  and 
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standiog  October  31 ;  also  the  sand-bars  appearing- at  the  time  of  the  September  rarvey, 
and  the  same  bars  as  they  would  have  appeared  in  December,  1881,  before  the  constnio- 
tion  work  commenced,  had  the  river  been  at  the  same  stage  the  September,  1883,  sur- 
vey was  made.  The  Louisiana  shore  line  at  Pilcher's  Pohit  has  caved  back  200  yards 
since  low-water  survey  of  1882.  The  maps  of  comparative  sections  were  taken  from* 
anrveys  of  February,  1882,  and  September,  1883,  and  show  nearly  the  total  change  in 
the  channel  since  the  beginning  of  dike  construction,  as  but  little  was  done  previous  to 
February,  1882.  Kegul^  ten-day-progrees  sketches  of  construction  work  were  furnished 
up  to  July  1,  except  while  the  party  was  engaged  on  the  Choctaw  Reach.  Since  that 
date  they  have  been  made  once  a  month.  All  soundings  were  located  either  by  transit 
or  sextant  in  regular  surveys;  shore  lines  and  bars,  by  stadia  lines  checking  upon  trian- 
gnlation  stations.  In  September  gauges  reading  the  same  as  the  Lake  Providence  gauge 
were  set  at  Lake  Providence  and  Baleshed  dikes,  Wilson's  Point,  and  Sarah's  Island,  to 
determine  slope.  Of  these,  the  ones  at  Baleshed,  Lake  Providence,  and  Wilson's  Point 
have  been  read  twice  daily ;  a  gange  has  been  maintained  at  the  quarter-boat  the  entire 
year,  readings  being  taken  at  7  a.  m.  and  6  p.  m. 

Feet. 

Lowest  gauge  reading  October  5, 1883 4.45 

Highest  gauge  reading  July  6,  1883 36.30 

Oscillation  of  river 30.86 

Summary  of  work  done  &y  the  survey  party. 


Chootaw 


Lake  Provi- 
denoeReaoh. 


Totals. 


General  surveys 

Number  of  soundings 

Ranges  located 

Shore  lines  located 

Slope  observations 

Triangular  stations  built 

Triangular  stations  located^ 

Special  surveys 

Longitudinal  soundings 

Levels  run 

Maps  made 

Tradnga. 


..miles.. 


1 
2,088 
78 
26 
10 
86 
80 


2 
18,286 


..miles.. 


26 
16 
17 
12 
18 
148 
26 


S 

16,278 
78 
60 
26 
68 
42 
13 
148 
26 
67 
47 


This  party  was  under  the  charge  of  Assistant  Engineer  W.  T.  Blunt  until  May  13, 
1883,  and  finom  that  time  until  November  1,  under  that  of  Assistant  Engineer  Hart 
Vance.  The  above  report  of  the  work  done,  and  the  tracings  accompanying  this  report, 
have  been  furnished  by  Assistant  Engineer  £.  D.  Thompson,  who  is  at  present  in  charge 
of  the  party. 

Plant,  <te. 


The  following  is  a  list  of  boats  and  barges,  &c.,on  reach  November  1, 1883:  19  quar- 
ter-boats; 1  boat  used  as  machine  and  repair  shop;  1  tow-boat  (Vidalia);  3  tow-boats 
(chartered);  1  steam-launch  (Nellie);  1  snag-boat  (O.  G.  Wagner);  2  hydraulic  graders; 
1  derrick-boat;  9  large  mattreas-boats;  4  small-  mattress-boats;  21  pile-drivers;  6  coal- 
barges  (decked) ;  46  decked  barges  (brush  and  stone) ;  1  catamaran;  9  coal-barges  (open) ; 
1  coal-boat;  10  small  flats  for  pile-driving;  60  skifb;  195  pieces  in  all. 

Five  of  these  quarter-boats  were  built  here  on  the  hulls  of  coal-barges,  one  coal-barge 
decked  and  one  cut  down  to  serve  as  a  mooring-barge.  The  rakes  and  sides  of  35  barges 
and  5  pile-drivers  have  been  caulked,  changes  and  repairs  made  to  pile-drivers,  and  the 
general  repairs  inddeut  to  so  large  amount  of  floating  property,  kept  up.  The  plant  is 
generally  in  good  condition  except  some  of  the  coal-boats,  which  are  worthless.  The 
bottoms  of  some  of  the  bar^  will  need  caulking  next  season. 

The  aven^  cost  of  subsisting  the  employ^  for  each  days'  labor  secured,  has  been 
42.2  cents,  including  cost  of  ice  during  the  warm  months.  The  number  of  days'  service 
obtained  each  month  has  been  as  follows: 


December,  1882—.  14,077 

January,  1883 19,008 

February,  1883 10,826 

liaieh,  1883 6,785 


April,  1883 8,566 

May,  1883 9,721 

June,  1883 1.  13,017 

July,  1883 13,296 


August,  1883 14,547 

September,  1883 ...  12, 234 
October,  1883 14,841 
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OENEBAL  REMARKS. 

The  general  eSeet  of  the  work  done  has  been  such  as  to  give  a  better  channel  through 
the  crosBinjppB  which  heretofore  at  low  water  have  been  shoal.  At  the  lowest  water  this 
year,  4.45  feet  on  the  Lake  Providence  gange,  there  was  a  good  15-foot  steamboat  cban- 
nel  throngh  the  entire  length  of  the  reach,  as  shown  by  the  October  snryey.  Difficnltiei 
have  been  enoonntered  in  pushing  the  work  daring  the  months  of  Angost,  September, 
and  October,  principally  on  acoonnt  of  lack  of  labor  and  sickness  among  the  men,  caused 
by  the  malaria  incident  to  this  climate.  Neither  sufficient  material  could  be  obtamed 
from  the  the  contractors,  nor  labor  to  have  used  it  had  material  been  supplied.  ]>ariog 
these  months  but  little  progress  can  be  made,  reducing  the  time  when  work  can  be  done, 
so  as  to  take  advantage  of  the  low- water  season,  to,  say  about  three  months  from  the 
middle  of  October  to  the  middle  of  January.  White  laborers  in  August,  September,  and 
until  about  the  middle  of  October  get  sick  soon  after  their  arrival  and  become  inefficient; 
the  colored  labor  pr^er  cotton-picking  and  leave  the  work  about  this  time.  The  labor 
question  during  these  months  is  a  serious  one,  and  together  with  the  difficulty  of  obtain- 
uig  sufficient  material,  brush  and  stone,  on  account  of  its  bulk  and  the  distance  it  has 
to  be  transported,  will  always  be  serious  drawbacks  to  the  rapid  prosecution  of  the  work 
when  the  condition  of  the  river  is  the  most  &vorable  to  work  to  the  best  advantage, 
which  is  generally  at  this  season  of  the  year.  To  the  assistant  engineers  in  change  oif 
the  construction  parties  and  those  engaged  under  them  credit  is  due  for  the  interest  dis- 
played, the  abili^  shown  in  pushing  their  work,  often  under  un&vorable  conditianB, 
and  to  their  untiring  efforts  in  this  direction,  in  a  great  measure,  is  due  whatever  succesi 
has  been  attained.  The  assistant  engineers  in  chuge  of  the  surveys  have  also  kept  their 
work  well  up,  as  evidenced  by  the  surveys  made  and  maps  furnished.  To  all  the  em- 
ploy^ I  feel  under  obligations  for  their  heaity  support  in  carrying  on  the  w<ffk. 
Very  respectfully, 

Abthub  Hidsb, 
AMiaiemi  Engmeer  ta  Charge. 

Capt.  W.  L.  Mabshall, 

Cbrpe  nf  Enffineen^  U,  8,  A, 

L2. 

REPORT  OF  J.   B.  TURTLE,    ASSISTANT    ENGINEER,    UPON  OPERATIONS   AT  PILCHKB'B 

POINT. 

PiLCHER's  Point,  La.,  November  3, 1883. 

Captain:  In  compliance  with  your  orders  of  September  21,  I  have  the  honor  to  mih 
mit  herewith  the  following  report  of  operations  of  the  improvement  of  the  MissiflBippi 
River  at  Pilcher's  Point,  fh>m  May  17  to  October  31,  1883: 

This  work  was  originally  assigned  to  Assistant-Engineer  J.  E.  Willard,  who,  under 
your  instructions,  reached  Pilcher's  Point  on  May  17,  and  with  a  small  labor  fbroe, 
four  carpenters  and  blacksmith,  commenced  the  erection  of  such  buildings  and  makiog 
such  preparations  as  were  necessary  for  the  beginning  and  completion  of  this  work 

The  buildings  erected  are  as  follows:  1  office  and  sleeping  apartment  for  assistant  en- 
gineer and  clerks,  1  kitchen  and  dining-room,  1  commiasary,  1  store-room,  1  stable,  1 
blacksmith  shop. 

Besides  the  above  carpenter  work,  there  was  constructed  in  the  early  part  of  the  sear 
son  one  mattress  head,  163  by  20  feet,  which  will  be  hereafter  described,  and  ventilatoa 
were  put  on  three  quarter-boats.  While  the  above  work  was  in  progress  the  labor  force 
was  employed  in  cutting  timber  from  caving  bank,  and  cutting  poles  for  mattress. 

Owing  to  the  scarcity  of  labor,  the  force,  which  conadsted  of  20  men,  could  not  be  vatir 
terially  increased,  and  it  was  August  13  when  the  necessary  preparations  were  made  for 
the  construction  of  mattress.  On  that  date  a  mat  was  begun.  As  there  was  no  tow-boat 
at  this  time  secured  for  this  work,  and  as  the  sickly  season  was  approaching,  with  • 
probable  shortage  of  material  on  part  of  the  contractors,  on  August  16  you  issued  oideiB 
that  there  should  be  no  further  steps  taken  to  increase  the  force. 

Mattress  construction  was  continued  without  any  material  (^nge  in  the  force  until 
September  15,  when  orders  were  received  to  increase  the  force  as  rapidly  as  possible. 

Assistant  Engineer  J.  E.  Willard  resigned  on  August  31,  and  I  was  placed  in  ehaige, 
having  reported  for  duty  on  August  27. 

From  September  15  every  available  step  was  taken  to  increase  the  force,  but  owing  to 
the  continued  warm  weather  there  was  a  marked  scarcity  of  labor  until  the  early  pert 
of  October.    On  October  3  a  brush  party  was  started  on  Sarah's  ledand,  opposite  Ashton, 
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with  a  force  of  thirty-one  labotere;  which  force  was  increased  as  much  as  could  be  done 
without  any  detriment  to  tihe  construction  of  mattress. 

The  brush  party  is  at  present  making  good  progress,  and,  with  the  addition  of  the  tram- 
ears  now  ordered,  will  supply  the  three  mattress-boats  at  this  place.  The  shortest  haul 
of  the  brash  is  one  mile,  and  I  think  there  can  be  secured  fh)m  Sarah's  Island  8,000 
cords  of  choice  brush. 

DESCRIPTION  OF  WOBK. 

The  mattresses  are  constructed  in  the  usual  way,  upon  ways  built  on  mattress-baiges, 
launches  being  made  when  the  ways  are  fall,  by  means  of  lines  and  captains;  the  mate- 
nal  employed  being  poles,  longitudinal  and  transverse,  willow  brush,  spikes,  wire,  and 
iron  rods  which  run  longitudinally  through  the  mattress.  These  rods  are  fastened  to- 
gether by  means  of  lap-links,  and  &stened  to  the  weaving-poles  by  means  of  staples;  at 
every  hundred  feet  they  are  fiistened  to  the  mat  by  wire,  the  connection  of  the  rods  be- 
ing continuous. 

The  brush  is  hauled  by  mules,  on  cars  properly  adapted  for  the  purpose.  These  cars 
are  four  feet  gauge,  and  run  on  a  track  made  of  wooden  rails,  iron  rails  being  employM 
in  the  curves. 

On  October  16,  the  first  mat  at  this  place  was  successfully  sunk,  and  two  others  oom-> 
menced;  one  at  the  head  of  caving  bank,  the  other  overlapping  the  one  sunk.  The  loca- 
tion of  these  mats  is  shown  on  tracings  accompanying  this  report.  At  this  date  there 
are  onder  construction  two  mattresses,  one  150  feet  in  width,  the  other  182  feet  in  width. 
Each  of  these  is  making  good  progress,  and  is  being  pushed  as  rapidly  as  possible.  The 
amount  of  mat  made  now  per  day  is  nearly  double  that  made  ten  days  ago,  without  any 
change  in  the  force  employed.  This  is  due  to  the  fact  that  when  laborers  come  here  the 
work  is  entirely  new  to  them. 

There  is  in  readiness  a  third  mattress  barge,  which  will  be  put  in  use  as  soon  as  the 
supply  of  brush  can  be  increased.  One  of  the  mattress  boats  is  supplied  with  poles  by 
hired  labor,  the  other  is  furnished  by  a  contractor. 

The  mattress  head  employed  and  intended  to  be  used  instead  of  a  mooring-baige 
proved  a  perfect  success;  a  drawing  of  this  mattress  head  is  submitted  with  this  report 
This  mattress  head  consists  of  two  chords,  20  feet  apart,  with  a  series  of  cross  and  diag- 
onal bracing,  and  a  hog-chain,  as  shown  in  drawing. 

The  up-stream  chord  is  12  inches  in  width  by  30  inches  in  depth;  4he« lower  one  12 
inches  in  width  by  19  inches  in  depth;  these  chords  are  one  hundred  and  sixty-three  feet 
in  length,  and  have  a  camber  of  6  inches;  they  are  constructed  of  pine  plank.  During 
the  construction  of  the  mattress  it  is  by  lines  anchored  to  the  mattress  head.  During 
the  sinking,  the  mattress  head  is  sunk  with  the  mat,  and  by  means  of  a  lever  and  trips 
the  mattress  head  is  released  from  the  mat  and  ag^  used.  The  method  employed  in 
sinking  and  releasing  the  mattress  head  is  as  follows:  The  mat  to  which  it  was  attached 
was  1,228  feet  in  length  by  152  feet  in  width.  The  sinking  of  the  mat  was  commenced 
near  the  center  and  the  mat  loaded  with  stone  both  ways;  in  this  way  the  entire  mat 
was  gone  over  and  sunk  to  a  depth  varying  from  10  feet  to  35  feet. 

Two  barges  were  then  lashed  together  side  by  side,  and  about  8  feet  apart,  and  placed 
ahout  50  feet  from  mattress  head;  and  this  portion  of  the  mat  loaded  for  the  second 
time.  These  barges  were  by  means  of  lines  pulled  up  stream  and  toward  the  mattress 
head,  the  stone  b&ig  thrown  from  each  barge  on  the  up  and  down  stream  sides.  This 
loading  caused  the  mattress  head  to  sink  rapidly.  Previous  to  this  second  loading  of 
the  mattress,  the  depth  of  water  at  outer  end  of  mattress  head  was  carefully  taken, 
a  sounding  line  was  made  fast  to  lower  chord  of  mattress  head  and  held  by  a  man 
in  a  skiff,  the  object  of  this  was  to  know  how  rapidly  the  mattress  head  was  sinking. 
When  it  had  sunk  to  }  of  the  entire  depth,  ten  men  who  were  ready  to  haul  on  a  line 
niade  &stto  ring  at  upper  end  of  lever  were  ord^«d  to  puU.  The  mattress  head  was 
at  once  released,  and  the  head  of  the  mat  being  relieved  of  its  buoyancy  sank  rapidly  to 
the  bottom. 

The  snag-boat  Wagner  reported  for  duty  on  September  21,  and  has  been  employed  in 
pulling  snags  from  this  bend;  she  was  employed  7  days  pulling  piles  fh>m  dike  at  head 
of  Duncansby  chute,  and  has  lost  5^  days  in  making  repairs. 

Towboat  Pearl  reported  for  duty  September  22,  and  has,  with  the  exception  of  a  few 
days,  been  constantly  employed. 

SUBfMABY  OF  WOBK  DOKB. 

Built:  One  office  and  sleeping-room,  28  by  22  feet;  1  kitchen  and  dining-room,  30  by 
18  feet;  1  commissary,  32  by  20  feet;  1  warehouse,  32  by  20  fbet;  1  stable,  20  by  15  feetr, 
1  blacksmith  shop,  14  by  16  feet;  1  mattress  head. 

Ventilators  placed  on  3  quarter-boats. 
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Rooft  of  4  quarter-boats  painted. 

Mattress  constracted:  928  by  152  feet,  300  by  235  feet,  610  by  160  feet,  585  by  188 
feet. 

Kattran  sank:  928  by  152  feet,  300  by  235  feet 

Sna^B  pulled:  184;  piles  polled,  122;  cords  of  brush  cat,  2.060;  cords  of  brash  haokd 
and  1(wded  on  barges,  1,109;  ooids  of  poles  cat,  94. 

Feet  of  track  laid,  8,324;  feet  of  track  corduroyed.  1,872. 

Timber  has  been  cleared  fh>m  the  bank  below  Pilcher's  Point  for  a  distance  of  5,248 
feet  and  400  feet  in  width,  and  above  Pilcher's  Point  for  a  distance  of  1,480  by  100  feet 
in  width. 

Respectfhlly  sabmitted. 

J.  £.  Tusnj^ 
U,  S.  AmL  E»§mier. 

Gapt  L.  W.  S.  Matwhatj., 

Cbf3»  ofEngineenf  U.  8,  A. 


L3. 

SKPOBT  OF  H.  ST.  L.  OOPPis,   ASSISTANT  EKGINSSB,  UPON  DCFBOYEMXNT  OF  YIGKB- 

BUBQ  HABBOB. 

OCTOBEB  21,  1883. 

Captain:  I  have  the  honor  to  submit  herewith  a  report  on  the  improvement  of  Yido- 
boiK  Harbor,  datii^from  December  1, 1882,  to  October  10,  1883,  accompanied  hj  mafB, 
promes,  tables,  &c 

Very  respectfully,  yours, 

H.  St.  L.  OoppiE, 

Gapt.  W.  L.  Mabshaix, 

OorpB  of  Engineers,  U,  A  A. 

BEPOBT    on  mPBOYEMENT    OF    YICKSBXTBG   HABBOB,    FBOM  DBCKBfBXB  1,    1882,  10 

OCTOBKB  10,   1883. 

I  have  divided  the  following  report,  in  accordance  with  the  progress  of  the  work,  into 
five  parts,  viz:  The  protection  of  Delta  Point,  La.  j  dredging  in  Vidksbuxg  fiarbor  proper; 
survey  of  harbor  and  Mississippi  River  in  the  vicinity;  results  obtained  by  companaoa 
of  surveys  from  1877  to  1883;  and  tables. 

The  protection  of  Delta  Point,  with  a  view  to  stopping  the  caving  of  its  banks  and 
keeping  the  channel  of  the  river  as  near  its  old  bed  as  possible,  was  commenced  in  187B 
and  carried  on  in  sucoeedinf;  years  up  to  the  season  of  1882,  under  the  direction  of  Mij. 
W.  H.  H.  Benyaurd.  During  this  time  a  spur-dike  was  constructed  with  brash  and 
stone,  two  screen-dikes  built  and  anchored  in  the  current,  and  144  matticsses  sank  (as 
shown  on  maps),  the  last  mattress  sunk  in  1881,  occupying  a  position  just  below  the 
spur-dike.  In  October,  1882,  I  commenced  the  rarther  revetment  of  the  point,  under 
your  directions.  In  compliance  with  an  order  received  from  you  November  24, 1883, 1 
forwarded  to  your  office  a  report,  accompanied  by  maps,  giving  the  positions  and  extent  <A 
the  work  accomplished  at  Delta,  up  to  December  1  of  tlukt  year;  a&o  a  description  of  tlie 
methods  adopted  and  under  way,  for  protecting  the  banks  against  the  action  of  the 
current.  These  methods  were  not  changed,  but  the  work  carried  on  in  the  same  manner 
to  its  completion,  with  the  one  exception,  that  the  plan  of  driving  piles  through  the  upper 
edge  of  the  mattress  was  abandoned,  so  that  no  obsfanctions  would  be  offered  to  the  sinBng 
of  mats  on  the  upper  graded  bank  during  hi^  water,  in  place  of  revetment,  which  it 
would  be  impossible  to  build. 

December  1,  1882,  the  condition  of  the  work  was  as  follows: 

Grade  of  upper  bank,  finished  to  a  slope  of  about  2}  tol.. .linear  feet..  1,47V 

Grade  partly  finished do 3W 

Poles  or  fiame-work  on  upper  bank ^ do 305 

Upper  bank  revetted  with  brush do 800 

Upper  bank  revetted  with  brush  and  covered  with  stone square  yards..  2,9S9 

Foot-mate  built,  35  feet  wide linear  feet..    400 

Foot-mate  built  and  sunk,  35  feet  wide do 140 

Mattresses  constructed,  144  feet  wide do 1,900 

Mattresses  constructed  and  sunk,  144  feet  wide do 894 

Piles  driven  through  edge  of  mattresses • 54 
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At  this  timo  the  water  was  standing  at  13.7  feet  on  the  gaoge,  and  all  other  conditions 
ikvorable  for  pushing  the  work.  About  440  men  weno  employed ;  90  at  the  brash  camps, 
10  at  the  pole  camp,  322  oonstracting  mattresses,  revetting  the  upper  bank,  grading  with 
shovels,  &c,,  and  18  on  the  hydraulic  grader.  This  force  was  as  great  as  we  could  pos- 
sibly keep  in  work,  with  the  plant  in  use.  The  work  was  carried  on,  the  force  employed 
varying,  butapproximating  the  above  number,  untQ  February  10, 1883,  when,  owing  to  the 
high  stage  of  water  and  lack  of  funds,  it  was  abandoned.  January  5, 1883,  Uie  hydraulic 
grader  No.  1 ,  having  cut  the  banks  to  the  required  slope  as  far  down  the  river  as  it  would 
be  possible  to  mattress  during  the  season,  returned  to  Wilson's  Point,  having  during  its 
stay  at  Delta,  from  November  7  to  January  5,  graded  3, 500  linear  feet  of  bank.  During  the 
month  of  December  it  moved  38,790cubic  yafds  of  earth.  Operations  duringthe  month  of 
February  were  carried  on  with  much  difficulty,  owing  to  the  high  stage  of  water,  swift 
current  and  constant  annoyance  occasioned  by  the  drift  in  the  river;  at  one  time  the  pres- 
sure from  the  latter  on  our  mattress  barge,  was  so  great  as  to  break  the  lines  connecting 
it  with  the  floating  mattress,  and  carry  it  down  the  river  nearly  a  mile.  The  mattresses 
were  also  sunk  with  trouble,  the  drift  having  accumulated  under  them  to  such  an  extent 
during  their  construction.  During  the  progreas  of  the  work,  t.  ^. ,  fioin  October  1 0, 1882 —  ' 
to  February  10, 1883 — no  portion  of  the  mattresses,  foot-mats,  or  bank  revetment  was  lost. 
The  work  accomplished  during  this  time  was  as  follows: 
Mattresses  constructed  and  sunk: 

MattressNo.    1 feet..  130X184 

Mattress  No.   2 do...  140    366 

MattressNo.    3 do...  144    368 

MattreasNo.    4 do...  144    280 

MattressNo.   6 do...  144      87 

MattressNo.   6 do.—  144    300 

MattressNo.   7 do...  144    286 

MattressNo.   8 do. -  144    400 

MattressNo.    9 do..^  144    460 

Mattress  No.  10 do...  144    408 

Mattress  No.  11 do...  136    476 

Mattress  No.  12 do...  144      80 

BlattresB  No.  13 do...    80    746 

Mattress  No.  14 do...  140      46 

Mattress  No.  16 .do...  140      40 

MattressNo.  16 do...  150      40 

Foot-mats  constructed  and  sunk,about  36feet  wide linear  feet..  830 

Bank  revetted  and  covered  with  stone... - do 3,600 

Piles  driven 96 

Bank  graded,  grader  No.  1.  3,600  feet  \                                       j.         -    .  .  g^^ 

Bank  graded,  shovels,           l,000feet  / llnearfeet..  4,500 

Unfinished  work: 

Revetted,  but  not  stoned feet..  400X26 

Pole  or  fSrame  work  finished - do— .  112    18 

The  position  and  extent  of  the  work  is  shown  in  plan,  as  on  accompanying  plate.  The 
cost  of  protecting  the  bank  at  Delta— «.  e.,  the  cost  for  labor  and  materials,  not  including 
camp  expenses,  purchaaing  tools,  rope,  general  outfit,  towing,  superintendence,  assist- 
ants, derks,  Ac. — ^was  as  follows: 

Co8t  of  eonstrueUng  and  sinking  100  feet  of  mattress  144  feet  wide. 

Brash,  60  cords,  at  $2.63 $161  80 

Poles,  166,  at32cents 63  12 

Wire  No.  12,  170  pounds,  at  6  cents -'. 1 8  60 

Spikes,  6>inch,  60  pounds,  at  6  cents __.  2  60 

Nails,  40d,  30 pounds,  at4centB. 1  20 

Rock,  60  cubic  yards,  at$1.90 114  00 

50  men,  1  day2at$1.66  (including  subsistenoe) 82  60 

1  foreman,  at  $2.16  (including  subsistence) _. 2  16 

1  master  laborer,  $1.90  (including  subsistenoe) 1  90 

Total 417  60 

Cost  per  linear  fi)ot  of  mats 4  17 


Digitized  by 


Google 


2846      REPORT   OF  THE   CHIEF   OF  ENGINEERS,  U.  S.  ARMT. 

Cost  of  100  feet  of  upper  bank  reyetment,  75  feet  wide. 

Brush,  30  cords,  at  $2.53 f75  90 

Poles,  150,  at  32  cents 1 48  00 

Wire,  No.  12,  375 pounds, at 5 cents.,. : 18  75 

Spikes,  6  inches,  60  pounds,  at5  cents - 3  00 

Rock,  150  cubic  yards,  $1.90 285  00 

Fifty  men  (1  day),  $1.65  (including  subsistence) 82  50 

One  foreman  (1  day),  $2.15  (inclu<Qng  subsistence) 2  15 

One  master  laborer  (1  day),  $1.90  (including  subsistence) 1  90 

Total 517  20 

Cost  per  linear  foot  of  reyetment,  $5. 17. 

The  exceasiye  cost  of  willow  brush  and  poles  used  in  the  aboye  estimate  was  due  to 
the  long  haul  necessary  in  order  to  obtain  "Oiem  of  the  desired  size  and  quality  and  in 
sufficient  quantities,  and  also  to  the  soft  condition  of  the  bar  ftom  which  they  were  se- 
cured. 

Cost  of  grading  100  feet  of  bank  75  feet  wide  (ayeiage  30  feet  high  aboye  water  sni- 
faoe:  Ayerage  ezcayation  grader  Na  1  in  bank;  100  feet  by  75  feet  =  3,000cabic  yuds, 
at  5  cents,  $150. 

Grading  with  shoyels: 

Seyenty  men  f2days),  $1.65  finduding  subsistenoe) $231  00 

One  foreman  (2  days),  $2.15  (including  subsistence) 4  30 

One  master  laborer  (2  days),  $1.90  (including  subsistenoe) 3  80 

Small  grader  and  boxer,  $7.00  per  day  (2  days) 14  00 

Total - 403  10 

Cost  of  grading  per  linear  foot,  $4.03. 

BECAPITULATION. 

Cost  of  mats  per  linear  foot $117 

Cost  of  reyetment  per  linear  foot... 5.17 

Cost  of  grading  per  linear  foot 4.05 

Cost  of  protecting  bank  per  linear  foot .— 13.37 

February  10  the  water  stood  32.7  feet  on  the  Yicksburg  gauge,  and  continued  at  a  bi(^ 
stage,  as  shown  in  the  table  of  gauge  readings,  appended,  until  early  in  July.  Dnnng 
this  entire  time  a  current  of  5.6  feet  per  second,  swept  by  the  reyetted  bank,  making 
further  oi>erations  there  impracticable,  eyen  had  the  work  been  incomplete  and  foDcIs 
ayailable.  In  the  latter  part  of  February  you  directed  me  to  haye  fiye  of  the  coal  baiges 
used  during  the  season  decked,  for  the  purpose  of  carrying  brush  on  the  Lake  Provideooe 
reach;  this  was  accomplished,  and  they  were  sent  early  in  March  with  the  balance  of  the 
Delta  outfit  to  Wilson's  Point. 

DBEPGINO  IN  YICKSBUBO  HABBOB. 

The  first  part  of  the  original  plan  recommended  by  the  Board  of  Engineers  (Jaouiy, 
1878)  for  the  improyement  of  the  harbor,  t.  e.,  the  protection  of  Delta  Point,  haying  been 
accomplished,  the  second  part,  or  dredging  a  canal  and  basin  in  firont  of  the  city,  was 
commenced  April  5,  1883.  November  30,  1882,  the  contract  for  dredging  was  awarded 
to  Mr  Kittenhouse  Moore,  of  Mobile,  the  understanding  being  that  in  aooordanoe  with 
the  specifications  issued  by  you,  he  would  commence  work  before  February  1, 1883,  and 
finish  to  the  full  extent  of  the  ayailable  funds  ($100,000)  by  October  1  of  the  same 
year.  April  2,  or  two  months  after  the  time  specified  in  the  contract,  the  dredge  Thos. 
H.  Hemdon  was  towed  into  the  harbor;  and  April  5  commenced  excavating;  yoor  in- 
structions being  to  dig  a  basin  1,700  feet  long  by  320  feet  wide,  down  to  a  horizontal  plane 
passmg  through  the  zero  of  the  gauge,  thence  to  the  same  plane,  a  canal  into  the  lake  150 
feet  wide  by  approximately  2,500  feet  long  (the  position  of  cuud  and  basin  is  shown  on 
aocompwiying  plate,  XI),  thence  to  move  the  dredge  to  the  southwest  entrance  to  the 
n^*  ^  ^^^  *  channel  through  the  bar  forming  there,  of  sufficient  width  and  dcptii  to 
allow  boats  to  enter  with  a  view  to  giving  Vicksburg  a  temporary  harbor  during  low 
water.  The  dredge  was  what  is  known  asa  crab  or  clam-shell  dredge,  capable  of  exci- 
yaUng,  when  well  handled,  on  an  average  4,000  cubic  yards  in  twenty-four  honrs. 
Up  to  April  10  work  was  carried  on  in  the  day-time  only,  but  from  t^t  day  nntil 
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its  abandonment  on  acooont  of  low  water  the  dredge  worked  twenty-fonr  home  each 
day,  with  the  exception  of  Sundays,  which  were  used  for  repairs  to  machinery.  Two 
inspectors  were  employed  by  the  Government  to  measure  the  amount  of  material  exca- 
vated and  placed  in  scows,  each  inspector  remaining  on  the  dredge  twelve  hours,  thus 
dividing  the  day  into  two  watches,  as  was  also  done  by  the  crew  employed  by  the  con- 
tractor. Two  scows  were  used  to  convey  the  material  excavated  to  the  point  designated 
by  the  inspector.  The  capacity  of  the  scows  were  respectively  116  and  266  cubic  yards. 
The  matenal  was  dumped  in  tibe  low  ground  in  the  willow  ridge  opposite  the  compress 
(as  shown  on  map),  the  haul  or  fow  being  about  one  mile,  round  trip,  from  the  center 
of  the  basin.  At  first  it  was  impossible  to  dredge  to  the  desired  plane  (zero),  as  the 
guide  or  bucket-poles  were  not  of  a  sufficient  length  to  allow  of  the  bucket  reaching 
that  depth,  thus  making  it  necessary  to  go  over  a  portion  of  the  proposed  ba^in  twice. 
It  will  be  noticed  by  a  glance  at  the  gauge  table  that  during  the  early  stages  of  the  work, 
nearly  two  months,  the  water  was  above  the  forty-foot  mark;  the  dredging  wsa  neces- 
sarily slower  and  plerformed  with  greater  difficulty  than  afterwards,  when  the  river  fell 
to  a  lower  level.  During  the  progress  of  the  work  there  were  numerous  break-downs 
and  delays,  in  many  instances  caused  by  bad  management  on  the  part  of  those  represent- 
ing the  contractor.  At  times  the  force  employed  on  the  dredge  was  not  sufficient  to  do 
the  work  properly.  There  were  also  some  delays  caused  by  the  care^^ss  handling  of 
boats  that  frequented  the  harbor,  running  over  the  guide  stakes,  lights,  Sec  This,  however, 
was  soon  remedied  by  cauticming  the  pilots,  it  being  to  their  interest  to  help  rather  than 
to  Fetard  the  work.  The  dredging  was  at  first  confined  to  the  basin,  the  material  being 
taken  out  in  cuts  40  feet  wide,  but  not  to  the  zero,  as  stated  above,  because  of  the  short- 
ness of  the  bucket-poles.  Six  parallel  cuts  were  taken  out  the  entire  length  of  the  basin, 
commencing  at  the  western  edge  and  working  eastward  to  a  plane  about  5  feet  above 
zero;  thence,  May  26,  the  dredge  was  moved  to  its  eastern  edge,  and  the  water  being 
sufficiently  low  commenced  excavating  to  the  zero.  Four  cuts  were  made  working  west- 
ward with  the  exception  of  a  small  ridge  in  front  of  and  close  to  the  elevator,  which  it 
was  impossible  to  dig  with  the  bucket  in  use.  As  the  oontj^actor  claimed  that  this  ma- 
terial was  rock,  I  hod  borings  made  and  found  it  to  be  as  I  anticipated,  simply  a  hard, 
compact  deposit. 

The  contractor  was  requested  to  send  us  a  bucket  capable  of  removing  this,  but  did 
not  comply  with  the  request.  July  18  the  condition  of  the  work  was  as  follows  (all  the 
operations  having  been  confined  to  the  basin): 

Four  cuts  or  160  feet  from  western  edge  excavated  to  +  5  feet.  Four  cuts  or  16Q  feet 
from  eastern  edge  excavated  to  zero,  leaving  160  feet  to  be  re-dredged  in  order  to  finish 
the  bosin  to  the  required  depth.  There  was  piactiGBJly  no  more  work  done  in  the  basin. 
As  the  water  at  this  time  (July  18)  had  £ftllen  to  38  feet  on  the  gauge  and  was  going  down 
rapidly,  you  thought  it  expedient  before  finishing  the  basin  to  make  a  couple  of  cuts  (a 
canal  80  feet  wide  to  zero)  to  deep  water  in  the  lake,  in  order,  if  possible  to  prevent  the 
necessity  of  moving  the  wharf  boat  and  general  river  business  to  the  lower  landing.  The 
dredge  was  therefore  placed  in  the  temporary  canal,  and  worked  there  until  August  2, 
when  you  ordered  her  moved  to  the  southwest  entrance  to  the  lake.  The  lower  en- 
trance to  the  landing  was  at  that  time  closed,  and  the  upper  or  southwestern  shoaling 
rapidly.  The  temporary  canal  was  then  in  the  following  condition:  One  cut  40  feet  by 
2,500  feet  excavated  to  zero,  and  a  portion  of  a  second  1,000  fbet  to  the  same  plane.  Au- 
gust 3,  dredging  commenced  at  a  point  on  King's  Bar,  marked  on  the  map  West  Pass, 
in  twelve  feet  of  water  (the  gauge  reading  31.5  feet)  and  carried  on  up  to  the  24th.  The 
material  to  be  moved  was  of  such  a  consistency  (compact  sand)  that  the  soft-bottom 
bucket  had  to  be  abandoned,  and  one  shipped  by  the  contractor  from  Mobile  used  in  its 
place.  This  worked  to  much  better  advantage,  but  was  not  a  success.  Numerous  expe- 
dients were  resorted  to,  but  the  plan  of  making  a  passage  through  the  bar  had  finally 
to  be  abandoned  and  the  dredge  towed  back  to  the  second  cut  in  the  temporary  canal. 
The  accompanying  map  and  profiles  show  the  position  and  dimensions  of  the  excava- 
tion at  West  Pass;  its  present  condition  is  not  all  due  to  the  dredging,  but  in  great 
part  to  the  scouring  force  of  the  current  running  from  the  lake  into  the  river  at  that 
point  The  probability  is  that  a  rising  river  will  fill  this  up  again  in  a  short  time. 
From  August  24  until  September  18  the  dredger  worked  in  the  temporary  canal.  At 
the  latter  date  the  gauge-reading  was  7.4  feet,  the  dredge  drawing  7.5  feet.  As-  your, 
orders  were  not  to  excavate  below  the  zero  plane,  it  was  impossible  to  continue  until  the 
river  should  rise.  The  dredge  was  therefore  removed  to  deep  water  in  the  lake,  and  as 
the  river  has  continued  to  fall  steadily,  has  remained  there  to  date.  Should  the  con- 
tractor wish  to  remove  his  outfit,  the  time  for  finishing  the  contract  (Sept.  30)  having 
expired,  it  will  be  impossible,  all  access  to  the  main  river  being  closed.  During  the 
progress  of  the  work,  a  record  of  the  material  dredged  was  kept,  giving  the  excavation 
per  scow,  per  watch,  day,  &c.,  the  causes  of  delay,  and  general  log. 

Table  No.  10  gives  the  amount  of  material  excavated  each  month,  that  taken  fh>m  thp 
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basin,  temx>ox»T7  canal,  and  West  Pass,  and  totals.  The  total  nmonnt,  350,035  cnbic 
yards,  at  12.1  cents,  $42,354.23,  minus  10  per  cent.,  $38,118.81,  has  been  paid  tlie  con- 
tractor in  monthly  estimates.  The  condition  of  that  portion  of  the  lake  where  the  ex- 
cavation was  made  at  the  present  time,  to  which  I  will  refer  in  the  results  obtained  by 
comparison  of  surveys,  will  show  a  decided  filling  or  sliding  in  from  the  sides,  giving  a 
very  poor  idea  of  the  amount  of  material  originally  dredged.  There  was  also  a  deposit 
taking  place  during  the  entire  time  of  dredging,  as  shown  on  the  profiles,  Plates  XII 
and  XUI. 

SXntVEY. 

Early  in  September,  in  accordance  with  instructions  to  make  a  thorough  survey  of  the 
harbor  and  Mississippi  River  in  the  vicinity,  for  the  purpose  of  comparing  the  data  thus 
obtained  with  the  surveys  of  previous  years,  with  a  view  to  ascertaining  the  probable 
additional  cost  of  dredging,  should  it  be.  deemed  expedient,  and  noting  the  changes  that 
had  taken  place  in  the  main  river,  I  put  a  party  into  the  field  and  obtained  all  the  de- 
sired information  by  the  lOth  instant.  The  work  in  the  inner  harbor  was  puisned  with 
some  difficulty,  being  not  only  expensive  but  dangerous,  the  mud-bar  in  front  of  the  dty 
being  in  such  a  condition  as  to  necessitate  the  laying  of  plank  in  order  to  obtain  the 
elevation  of  the  ground  sounded  the  year  before.  The  laborers  employed  in  pladng  the 
plank  ways  weFe  numerous  times  immersed  up  to  their  armpits,  and  but  for  the  boards 
to  which  they  clung  would  have  disappeared  entirely.  This  extremely  soft  deposit  ex- 
tended the  entire  length  of  the  proposed  permanent  canal  and  basin,  with  the  exception 
of  a  small  strip  of  bar  at  section  No.  1;  the  ground  there,  being  much  higher,  was  hard- 
ened by  the  sun,  but  one  foot  below  the  surface  was  very  soi^  as  I  ascertained  by  at- 
tempting to  drive  my  horse  over  it. 

The  survey  consisted  in  remeasuringand  either  leveling  over  or  sounding  the  sectioDS 
sounded  in  1881  and  1882  in  the  inner  harbor,  twenty- t^ee  in  number,  running  a  line 
of  levels  from  Ryan's  lower  saw-mill  to  a  point  on  King's  Bar  opposite  the  Delta 
wharf-boat,  obtaining  the  low-water  line  of  King's  Bar,  the  middle-ground  bar,  the  bar 
above  Delta,  and  the  bar  just  below  the  revetted  portion  of  the  Delta  Point  bank,  sound- 
ing twelve  sections  in  the  upper  lake  and  fifteen  sections  in  the  main  river.  A  meander 
line  was  run  up  to  King's  Point.  Levels  were  also  carried  from  the  gauge  at  Kldnston  to 
the  gauge  in  die  lake,  the  difierence  in  elevation  of  the  water  in  the  river  and  lake  ob- 
tained, crossHsections  made  of  West  Pass,  and  cross-sections  of  the  excavated  basin  ob- 
tained every  100  feet,  giving  the  slopes  the  sides  had  assumed.  Poets  were  planted  at 
the  end  of  each  section  in  the  inner  harbor  forfhture  use.  The  soundings  were  made  in 
every  instance  as  nearly  as  possible  on  sections  used  in  previous  years,  in  order  to  better 
compare  results.  The  levels  and  soundings  are  refened  to  the  zero  of  the  gauge  at 
Kleinston,  no  deduction  being  made  in  the  case  of  soundings  in  the  main  river  for  slope, 
but  simply  referring  them  to  the  datum  by  subtracting  the  reading  of  the  gauge  at  tiie 
time  of  sounding  firom  the  depth  obtained. 

RESULTS. 

The  results  of  this  survey,  and  those  made  in  the  past,  I  have  collected  and  arranged 
in  the  form  of  tables,  which  will  explain  themselves,  leaving  but  little  to  be  added.  The 
data  from  whicdi  the  changes  during  1877, 1878,  1879,  and  1880  were  obtained  were  very 
meager,  and  in  most  instances  but  approximate;  but  will  serve  to  show  the  general  con- 
ditions which  existed  during  those  years,  and  the  change  which  has  taken  place  in  the 
inner  harbor  since  the  time  of  the  cut-off  in  1876;  a  gradual  filling  has  taken  place 
which  will  continue  until  the  lake  is  free  from  all  access  to  the  muddy  water  of  the  river, 
unless  some  means  are  adopted  to  cut  off  the  current  that  flows  around  De  Soto  Island 
during  high  water.  This  current  has  existed  since  1877  to  a  greater  or  less  extent, 
having  a  velocity  in  that  year  of  nearly  one-fourth  mile  per  hour.  In  1882  it  was  hardly 
perceptible,  floot  observations  made  in  July  of  that  year  showing  practically  no  velocity; 
but  during  the  last  high  water  it  traveled  from  Ryan's  mill  to  the  compress  at  the  rate 
of  one-half  mile  per  hour,  gradually  becoming  slower  as  it  reached  the  northern  end  of 
the  islfuid.  This  has  caused  a  more  rapid  filling  of  the  area  than  has  taken  place  for 
years. 

Glass  Bayou,  which  enters  the  lake  at  the  northern  boundary  of  the  dty,  has  also  been 
the  cause  of  considerable  filling,  bringing  during  every  heavy  rain  a  great  quantity  of 
mud  from  the  adjacent  hills.  The  changes  that  have  taken  place  in  the  main 
river  during  the  last  high  water,  as  shown  on  the  accompanying  map,  are  to  a 
great  extent  a  repetition  of  what  occurred  the  year  before.  The  bar  above  Delta 
has  moved  down  stream  000  feet;  some  caving  has  taken  place  at  King's  Point- 
Hie  King's  Point  Bar  has  been  split,  the  sand  taken  from  its  former  crest  being  de- 
posited in  the  form  of  a  middle  ground,  outside  of  its  old  position  and  extending 
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further  down  tbe  river,  dounff  more  effctoally  the  upper  entrance  to  the  lake,  and 
Hireatening  the  permanency  of  the  Kleinston  landing.  The  bank  has  caved  to  some 
extent  at  Kleinston,  and  at  present  there  is  a  strong  eddy  current  there,  the  water 
running  rapidly  up-stream,  alone  the  Kleinston  fVont.  The  bar  below  the  revetted 
portion  of  Delta  Point,  has:  moved  out  at  its  upper  end  100  feet,  and  1,000  feet  below, 
200  feet.  I  made  a  personal  examination  of  the  revetment  at  Delta  Point  and  found 
tbe  following  changes :  The  spur  dike,  built  in  1879,  has  been  swept  away,  carrying 
with  it  260  linear  feet  of  revetment;  also  at  a  point  (marked  on  drawing  of  Delta 
Point ''  Mud  ftat^)  where  no  revetment  was  placed,  there  has  been  some  caving.  To 
protect  the  bank  at  and  below  the  old  dike,  and  at  this  mud  flat,  to  insure  the  perma- 
nency of  the  work  already  done,  it  will  be  necessary  to  put  down  500  linear  feet  of 
mattress  The  changes  in  the  inner  harbor  are  ^own  on  the  profiles,  and  in  tables 
appended. 

BamCATBS  VOB  DRRDOINa. 

First  estimate,  July,  1878 |80,000  00 

Second  estimate,  July,  1880,  to  15  foot  plane,  canal,  950  by  4,800:  basin, 
eOO' by  1,800=2^,555  cubic  yards,  at  15  cents 335,333  25 

Third  estimate,  1882,  slopes  li  to  1,  canal  and  basin  same  as  in  second 
estimate=2,315,ld5  cubic  yards,  at  15  cents 347,279  25 

Fourth  estimate.  May,  1883,  canal  and  basin,  as  in  map,  including  tempo- 
rary canal  to — 8  foot  plane,  slopes  5  to  1,  adding  40  per  cent,  for  expan- 
sion of  material  measured  in  scows 389,980  36 

Fifth  estimate,  October,  1883,  slopes  8  to  1  on  one  side  and  natural  slope 
of  old  bank  3  to  1  on  other ;  permanent  canal,  as  shown  in  map,  exca- 
vated to  —8  plane=3,789,632.7  cubic  yards-f  40  per  cent. =5,305,485.7, 
at  15  cents 795,822  85 

Material  taken  from  the  basin  during  the  year,  244,456  cubic  yards,  at  ^St^^ 
cents 29,579  07 

Total  amount  to  be  spent  in  order  to  finish  permanent  canal  and  basin, 
not  allowing  forfiU  during  the  progress  of^the  work 766,243  68 

Shonld  the  fill  in  the  harbor  be  as  great  during  the  next  high  water,  this  estimate 
will  have  to  be  increased  over  t3w),000,  making  the  toti3  cost,  approximately, 
$1,000,000.  The  slopes  assumed  by  the  dredged  portion  of  the  lake  are  siiown  on  the 
profiles. 

Table  No.  1. 


Dttfte. 

G«ige. 

Bttto. 

Gauge. 

Date,     i 

Gange. 

Date. 

Gkuige. 

Bate. 

Gange. 

1882. 

1888. 

1888. 

1883. 

1888. 

Dea  1... 

18.70 

Jan.  1... 

11.90 

Feb.  1... 

24.70 

Mar.  4  .. 

42.70 

Apr.  4... 

43.90 

Dec  2... 

13.50 

Jan.  2... 

12.80 

Feb.  2... 

26.60 

Mar.  5... 

42.80 

Apr.  5... 

4a  80 

Dec  8... 

18.30 

Jan.  3... 

13.75 

Feb.  3... 

2a  80 

Mar.  6... 

42.90 

Apr.   6  .. 

4a  70 

l>eo.  4... 

13.00 

JttD.   4... 

14.70 

Feb.  4... 

28L80 

Mar.  7... 

48.05 

Apr.   7... 

4a  96 

Dec.  5... 

12.80 

Jan.  5... 

15.50 

Feb.  5... 

30.70 

Mar.  8... 

43.10 

Apr.   8... 

43.85 

Deo.  6... 

12.00 

Jan.  6... 

16.40 

Feb.  6... 

3k  40 

Mar.  9... 

43.10 

Apr.   9... 

4a  80 

Dec  7... 

12.30 

Jan.  7... 

17.00 

Feb.  7... 

31.90 

Mar.  10... 

43.15 

Apr.  10... 

43.75 

Dec  8... 

12.00 

Jan.  8... 

17.30 

Fob.  8... 

82.10 

Mar.  11... 

48.20 

Apr.  11... 

4a  70 

Dec  »... 

11.75 

Jan.  9... 

17.30 

Feb.  9... 

82.40 

Mar.  12... 

43.20 

Apr.l2  .. 

4a  60 

Dec  10... 

11.05 

Jan.  10.  . 

17.60 

Feb.  10... 

82.70 

Mftr.l3... 

48.25 

Apr.  13... 

4a  60 

Dec  11... 

u.ao 

Jan.  11... 

17.55 

Feb.ll... 

82.90 

Mar.14... 

43.25 

Apr.  14... 

43.60 

Dec  12... 

11.55 

Jan.  12... 

17.40 

Feb.  12... 

88.45 

Mar.  15... 

43.30 

Apr.  15... 

48.55 

Dec  18... 

11.50 

Jan.  18... 

17.30 

Feb.  18... 

84.10 

Mar.  16... 

48.25 

Apr.  16... 

4a  55 

DecM... 

11.40 

Jan.  14... 

17.50 

Feb.  14... 

84.90 

Mar.  17... 

43.20 

Apr.  17... 

4a  30 

Dec  15,.. 

11.20 

Jan.  15... 

17.20 

Feb.  15... 

89b  80 

Mar.  18... 

43.20  1 

Apr.  18... 

4a  30 

Decl6  .. 

10L90 

Jan.  16... 

16.80 

Feb.  16... 

86.70 

Mar.  19... 

43.20  1 

Apr.  19... 

43.20 

Dec  17... 

10.50 

Jan.  17... 

16.40 

Feb.17... 

37.70 

Mar.  20... 

43.15  , 

Apr.  20... 

4a  10 

Dec  18... 

9.90 

Jan.  18... 

I&IO 

Feb.  18... 

38.40 

Mar.  21... 

48.05  1 

Apr.  21  .. 

4a  00 

Dec  19... 

9.50 

Jan.  19... 

16.00 

Fob.  19... 

38.05 

Mar.22... 

43.00  1 

Apr.  22... 

4a  00 

Dec  30... 

9.80 

Jan.  20... 

15.90 

Feb.  20... 

89.60 

Mar.  23... 

42.95 

Apr.  23... 

4a  11 

Dec  21... 

9.15 

Jan.  21 ... 

15w90 

Feb.  21... 

40.85 

Mar.  24... 

42.80  , 

Apr.  24... 

4a  10 

Dec  22... 

8.80 

Jan.  22... 

15.90 

Feb.  22... 

40.60 

Mar.  25.. 

42.85  1   Apr.  25... 

4a  00 

Dec  23... 

&45 

Jan.  28... 

15.90 

Feb.  23... 

41.05 

Mar.  26... 

42.80  11  Apr.  26... 
42.70  |i  ADr.27  .. 

42.80 

Dec  24... 

&00 

Jan.  24... 

16.00 

Feb.  24... 

41.55 

Mar.  27... 

4a  70 

Dec  25... 

7.80 

Jan.  25... 

16.30 

Feb.  25... 

41.85 

Mar.  28... 

42.80 

Apr.  28... 

4a  to 

Dec26  .. 

7.70 

Jan.  26... 

16.90 

Feb.  26... 

42.05 

Mar.  29... 

43.00 

Apr.  29  .. 

4a  50 

Dec  27... 

&00 

Jan.  27... 

17.50 

Feb.  27... 

42.20 

Mar.  80... 

43.30 

Apr.  30... 
May   1  .. 

4a  40 

Dec  28... 

&65 

Jan.  28... 

18.40 

Feb.  28  .. 

42.25 

Mar.  31... 

48.60 

4a  30 

Dec  20... 

0.30 

Jan.  29... 

19.40 

Mar.  1... 

42.35 

Apr.  1... 

48.80 

May   2... 

4a  20 

Dec  SO... 

10.00 

Jan.  30... 

20.70 

Mar.  2... 

42.55 

Apr.  2... 

43.90 

May   3... 

4a  10 

Dec  81... 

10.90 

Jan.  31... 

22.70 

Mar.  8... 

42.65 

Apr.  8  ., 

48^90 

MaJ   ♦,. 

49*  0» 

5908  EW 170 
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Tablb  No.  l*-Coiitixiaed. 


Dikte. 

Gaoge. 

Date. 

Oaoge. 

Date. 

Ghuige. 

Date. 

Oange. 

Date. 

Gttifft. 

1883. 

1888. 

1888. 

1888. 

188SL 

May   5... 

41.11 

June  6.. 

88.80 

July   8.. 

88.70 

Aug.  9... 

23.10 

Sept.  10... 

9L28 

May   6... 

4L11 

Jane  7.. 

saio 

July    9.. 

89.70 

Aug!  10... 

23.00 

Sept  11... 

8L80 

May   7... 

4L10 

Jane  6 .. 

39.90 

July  10 .. 

88.70 

Aag.ll... 

83.10 

Sept  12... 

8L40 

May   8... 

41.00 

Jane  9.. 

39.00 

July  11 .. 

89l70 

Aug.  12... 

23.30 

Sept  18... 

8LO0 

May   0... 

4L80 

Jane  10.. 

39.10 

July  13.. 

88.70 

Aug.  18... 

28.10 

Sept  14... 

7.88 

May  10  .. 

4L00 

Jane  11.. 

89.10 

July  18.. 

89.60 

Aug.  14... 

23.00 

Sept  15... 

7.40 

May  11... 

41.80 

Jane  12.. 

saio 

July  14. . 

89.40 

Aug.  15... 

88.10 

S<ftl6... 

7.28 

May  12... 

41.80 

Jane  18.. 

39.10 

July  15.. 

39.20 

Aug.  16... 

22.10 

Sept  17... 

&10 

May  18... 

4L70 

Jane  14.. 

39.10 

July  16.. 

8&10 

Aug.  17... 

22.40 

Sept  18... 

&60 

May  14... 

41.00 

Jane  15.. 

39.00 

Jul^l7.. 

88.03 

Aug.  18... 

21.11 

Sept  19... 

8.3B 

May  15... 

4L50 

Jane  16.. 

39.00 

July  W.- 

37.10 

Aug.  19... 

.  31.40 

Sept  20... 

&10 

May  16  .. 

41.80 

Jane  17.. 

30.10 

July  19  .. 

87.10 

Aug.  20.  . 

20.10 

Sept  21... 

&60 

May  17... 

41.10 

Jane  18  .. 

30.10 

July  20.. 

8&40 

Aug.  21  .. 

20.30 

Sept.  22... 

Sl38 

May  18... 

40.10 

Jane  19.. 

89.20 

July  21 .. 

Aug.  23... 

19.40 

Sept  28... 

410 

May  19  .. 

40.00 

Jane  20.. 

89.40 

July  22.. 

85.70 

Aug.  28... 

19.20 

Sept  24... 

460 

May  20... 

40.10 

Jane  21.. 

39.50 

July  23  .. 

3410 

Aug.  24... 

18.60 

Sept  25... 

440 

May  21... 

39.70 

Jane  22 .. 

39.50 

July  24.. 

3440 

Aug.  25... 

18.00 

Sept  26... 

400 

May  22... 

89.00 

Jane  23  . . 

30.60 

July  25.. 

8420 

Aug.  20... 

17.40 

Sept  27... 

8.10 

May  28... 

88.50 

Jane  24.. 

39.60 

July  26  .. 

8410 

Aug.  27... 

16.10 

Sept  28... 

8.80 

May  24... 

87.11 

Jane  25.. 

89.90 

July  27.. 

84.00 

Aug.  28... 

l&OO 

Sept  29... 

3L70 

May  26  .. 

37.70 

Jane  26.. 

89.80 

July  28  .. 

38.11 

Aug.  29... 

15.50 

^1::. 

8.50 

May  26... 

37.70 

Jane  27.. 

39.80 

July  29.. 

88.60 

Aug.  80... 

1490 

8.40 

May  27... 

87.80 

Jane  28.. 

39.70 

July  30  .. 

83.00 

i^'t: 

1480 

Oct   a... 

8138 

May  28... 

37.11 

Jane  29  .. 

89.70 

July  81  .. 

8L50 

13.80 

Oct     8... 

8.10 

May  20... 

38.00 

Jane  80.. 

39.70 

Aug.  1... 

30l3o 

Sept  2... 

13.30 

Oct     i... 

8.00 

May  80... 

38.20 

July    1.. 

89.00 

Aug.  2... 

29.00 

Sept  8... 

12.10 

Oct     5... 

111 

May  81... 

38.40 

Jaly    2.. 

89.60 

Aug.  8... 

27.00 

Sept  4... 

12.40 

Oct     6... 

8.11 

June  1 .. 

8a  00 

Jaly    8.. 

89.60 

Aug.  4... 

26.90 

Sept.  5... 

ILU 

Oct     7... 

8.11 

June  2. 

3&60 

July    4.. 

39.60 

Aug.  5... 

25.60 

Sept  6... 

Oct     8... 

8.30 

Jane  3  .. 

38.70 

July    5.. 

39.60 

Aug.  6... 

24.60 

Sept  7... 

Oct     9... 

8.20 

Jnne  4  .. 

3&70 

July    6.. 

39.70 

Aug.  7... 

28.70 

Sept  8... 

10.30 

Oct  10... 

8.80 

June  6.. 

8&80 

July    7.. 

3a  70 

Aug.  8... 

28.00 

Sept  9... 

OlTO 

Tablb  Ko.  ^.—Bhomng  iUl  every  100  feet  on  Einfe  Bar  (er  oooMcm  1  eotUmved)  flrem 

1882  to  1883. 


Distance. 

PilL 

Dirtanoe. 

FilL 

Distance. 

ML 

lV0t 

JVat 

• 

FmL 

lV0t 

Feet 

100 

18.0 

1.000 

9.4 

1.900 

ia5 

200 

12.0 

1.100 

&4 

2.000 

140 

800 

*140 

1.200 

&5 

2.100 

12.6 

400 

17.0 

1,800 

8.2 

2.200 

12.8 

500 

1&8 

1.400 

9.1 

2,300 

9.6 

600 

18.6 

1.500 

9.5 

2^400 

t9.2 

700 

16  6 

1.600 

11.6 

2.600 

a4 

800 

140 

1,700 

142 

2.600 

6.4 

900 

12.0 

1.800 

17.6 

2,700 

&i 

*  Middle  of  canaL 


tMiddleofweetpaes. 


Tablb  No.  3.— TA«  mtuimumfill,  in  inner  harbor,  wUMn  the  Umite  of  canal,  from  1877  i 
1883,  omitUng  9eotionB  sounded  in  1880,  whidi  are  not  aoourate  enough  for  oow^^arieon. 


Secttons. 

Fill,  in  feet. 

1877  to  1878. 

1878  to  1879. 

1879  to  1881. 

1881  to  1882. 

1882  to  1888. 

Nci 

Ko.12 

Kal4 

Kal5 

Kal6 

No.  17 

No.  24 

20 
13 
17 
18 
16 
6 

22 

12 
12 
7 
10 
6 
5 

13 

12 
Approx.  0 
Approx.  0 
Approx.  0 
Approx.  0 
Approx.  0 
lOT9tol883. 

16 

Approx.  1 
Approx.  1 

Approx.  0 

6 
8 
9 
10 
10 
9 

Approx.  5 
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Table  No.  i.—Fai  in  inner  harbor  wUMn  ike  limits  of  the  slopee  of  eanal  and  hae'm  from 
1881  to  1882  (§ee  profiUe).  In  the  fraeiUms,  the  numerator  denotee  the  dietanee  w^eatnred 
from  the  ehore  edge  of  the  elope,  the  denominator,  the  fill  at  that  dietanoe. 


S^etiMM. 

Fill  in  feet 

JS[a,l     

0 
0 

45 

70 

95 

100 

145 

175 

195 

245 
8.8 

295 
06 

300 
0.0 

. 

&8 

ao 

9.7 

11.0 

10.6 

10.4 

8.2 

Wa-S 

60 

100 

ISO 

200 

250 

300 

360 

370 

400 

410 

450 

460 

500 

550 

580 

0.8 

2.4 

5.0 

10.0 

5.8 

2.0 

5.2 

7.2 

10.4 

ILO 

1L2 

1L8 

7.9 

8.0 

0.0 

HaJ 

m 

25 
L4 

75 
2.6 

125 

175 
5.9 

225 
8.8 

275 

a6 

325 
9.1 

375 
10.0 

425 
7.0 

4.75 
5.0 

525 
0 

Vol  4 

10 

60 

110 

160 

210 

260 

310 
5.2 

360 
5.0 

410 
5T 

460 
6.0 

510 
5.8 

530 
6.0 

560 
8.0" 

587 
0 

L2 

3.5 

8.4 

5.2 

6.0 

6.0 

Ho.  5 

20 

50 

60 

too 

150 

200 

300 

350 
5.6 

400 

450 

500 

560 

500 

&4 

L4 

1.1 

3.8 

&4 

&0 

4.0 

4.4 

5.2 

5.8 

5.0 

0 

Kae 

1 

60 

100 
LO 

150 
1.1 

200 
1.8 

250 
2.0 

300 
2.6 

350 
"2.8 

400 
2.8 

450 
3.8 

500 

550 
378 

570 
378 

600 
0.4 

605 

0 

Nol7 

T 

15 

30 

.«> 

130 

L80 

2.30 

280 

330 

380 

430 

480 

530 

550 

505 

0 

4.8 

2.6 

L2 

0.4 

L6 

L4 

2.0 

24 

2.4 

2.4 

2.6 

2.2 

2.0 

iro.8 

I 

8 
2.8 

80 
2.4 

50 
2.0 

80 
2.4 

05 

130 

180 
1.8 

230 
2.8 

280 
2.8 

300 
2.8'^ 

330 
2.2 

380 
2.6 

430 
2:4 

455 
2.6 

475 
0 

2.6  2.4 

Ka9 

1 

16 

4.8 

80 
IT 

80 
3.6 

130 
4.2 

180 
4.0 

230 
4.0 

280 
4.0 

330 
4.2 

380 
4.4 

480 
8.6 

480 
3.8 

495 

4.0 

680 
0 

Ha  10 

1 

10 
L6 

60 
LO 

110 
1.0 

160 
LO 

185 
0.8 

210 
L8 

260 
3.4 

310 
470" 

360 
4.1 

410 
4.4 

460 
5.0 

510 
0 

Hall  

10 
1.0 

3.2 

110 
2.0 

160 
4.6 

210 
3.2 

260 
2.0 

310 
2.0 

860 
2.4 

410 
3.0 

450 
3.2 

460 
L6 

475 
0 

Kal2 

10 
0.8 

60 
0.6 

110 
0.8 

160 
1.2 

210 
2.8 

260 
4.T 

310 
3.4 

360 
3.T 

410 
3.6 

445 
0 

9o^l3 

I 

15 

65 

85 

115 

166 

215 

265 
3.S 

315 
2.8 

365 
2.6 

415 
2.8 

443 

2.8 

465 
0 

8.2 

SlO 

6.0 

3.4 

3.0  3.2 

]fo  14    

0 
0 

10 

50 

75 

100 
2.6 

150  200 
L6  L4 

250 

0.8 

300 
0.2 

350 
OT 

400 
0.9 

450 
Lb 

600 
0.8 

550 
1.4 

600 

lT 

650 
L2 

700 
0.8 

710 

8.6 

2.0 

1.6 

0 

Ha  16               ..  .. 

0 

60 

100 

160 

200 

2501300 

350 
0.1 

400 
0.4 

450 
0.6 

475 
LO 

480 
0 

0 

0.4 

0.8 

0.4 

0.0 

0.110.6 

See  TftUA  Ha  6  dumlnff  I 


I  fill  and  aroM,  calcolftted  from  abore  oo-ordinatee. 


Table  No.  6.^MeanfiU  and  areae  of  fill  in  inner  harbor  within  the  limite  of  the  slopee  of 
the  canal  and  basin  from  1881  to  1882. 


Seotkm. 

Mean  fill. 

Area. 

1^0.  1 

Fut. 
6.2 
6.0 
6.6 
4.0 
8.6 
2.0 
L8 
2.1 
8.4 
2.1 
2.2 
L8 
2.9 
L2 
0.3 

?fe?f 

8195.5 

8052.5 

2749.5 

258L5 

1360.0 

1008.5 

1127.9 

2007.5 

1318.0 

1265.0 

987.0 

1484.2 

88L5 

177.6 

Ko.   2 

No.   8 

Na   4 

Uo.   5 

jfo    6   

Ho.   7 

Ifo.    8 

Ijo.   9  

Ho.  10 

Ho.  11 

Ho.  12 

Ho.  13 

Ho.  14 

Ha  15 

See  Table  Ha  4  for  oo^>Tdlnatea 
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Table  No.  6,—0rdinate$  amd  dUtanees  vfiikin  t\e  Umits  of  the  slopes  of  oanal  amd  lariu, 
and  the  lines  of  bottoms  of  oanal  and  lake  in  1883,  including  dredged  volumes.  In  the 
fractions,  the  numeratoTf  denotes  the  distances  measured  from  the  shore  edge  of  ike  stops, 
the  denominator,  the  ordinates  at  that  distance. 


Section. 


Ordinates  and  distances. 


Nal.. 
Na2.. 
Ka8.. 
Ko.4.. 
JTaS.. 
Vo.6.. 
Ko.7.. 
Ko.8.. 
No.9.. 
Ko.10. 
No.  11. 
Kg.  12. 
Ko.18. 
No.  14. 
NalS. 
Nal6. 
No.  17. 
Nal8. 
No.  19. 
No.  21. 
No.  28. 


0    10     50    100  150200250262800850887400450500650000  650 


5.4 

100 
"».2 

8 


11.2 
60 


8.8 


2.4 


23.6|28.630.68a4 
200 


100 
20. 


825. 


827. 


80 
4.4 

100 
19.2 

100 


100 


76 


95 
14.6 

100 
14.4 


100 
21.0 

60 
7.2 

55 


7.0,12.6 

150 1  200 
23.027.6 

115  125 


17.8 

282 
81.2 


24.426.4 
100 1 180 


20.8 
180 


16.218.622.227.830.8 
150 1 165 


120 1 130 

r.4  27.830.8|80. 


60^1  W5 

12.4,32.232.0 


150 1 200 
33.430.2 

15oll66 


27.230.2 


16.3 

100  150 1  200 
2L28a028.2 


160 


200 


150 1 195 

230.280.230.1 


300 


260 
29.629.229. 


200 


2&9 
250 


90  1 130   180 


I 


80. 2  29.4128.3 

200 
2&9 


130   150 
21.230.4  29.4 


110   125 


2L632.231.0 


1451160 
25.229.4 

150   160 


26.82&826.4 


1151160 
28.025.5 

110 1 160 
13.219.4  22.2 

105 1 155   165 


175 


2&4 

195 
27.4 

200 


200 
24.5 

190 


13.520.0 

I 
128,163 
14.818.0 

120 1 160 
13.718.4 

I 


21.0 

178 
18.0 

170 
1&3 


24.426.2 


250 
30.0 

166 
29.7 

230 


250 


30. 


30.2 

800 
30.3 


29.829.7 


160 


250 
28.7 


800 


230 
2& 


250 
28.3 


250 
2&8 

250 
24.5 

210 
22.2 

205 


21.2 

228 
18.0 

220 
17.7 


26.6 


300  

10.530.5 


215 


20.829.9 


255 


900 


265 


280 


30.6 
360 


30.530.6,25.4 


350 
30.5 


210 
29.2 


860 

4 


800 
28.6 

850 
27.8 


280 
.7 


0  27. 


300 

2ai 


275 
27.627.4 

246 
26.6 


26.4 

800 
26.4 

800 
24.5 

260 
22.2 

255 


21.2 

278 
18.0 

270 
17.5 


260 
29.1 

400 
23.6 


^400 
31. 0  3L  0 

830 1 860 
30. 0  30. 4 

3051310 
29.629.7 

450 
18.2 


360 
28. 


628.6 


400 
21.2 

290 

27.7 

330 
28.1 

3^ 
27.2 

846 

26.2 


860 
26.2 

850 
24.0 

310 


313 

lai 


310 
17.5 


367 
30.5 


26.726u8 


400 
27.2 


2^1 315 
30. 2  27. 


622. 


0.530.4 


24.4 


450 
22.2 


365 


600 
12.8 

400 


24.8 

880 
28w3 

360 
23.8 

650 
7.0 


460 
16.0 


24.4J18.212.4 
570 


830  

23. 017. 0 

3501400 
26. 0  19.4 

3751^ 
27.0  27.0 

3951445 
26. 0  26. 0 

4w|450 
26.025.0 

4001450 
24.0  24.0 

840  360 


22.1 


316 
21.2 


320 


20.8 

855 
16.5 

378 
8.5 


370 


16. 010. 0 


28. 2  2a  015. 8 


450 
22.2 

365 


7 
480 


450 


500|580 

17. 4  12. 8 

415  465 


18.214.0 
480I53O 


18.4 
600 


14.4 
650 


500 


1&81L2 


560 


ILO 

600 
7.0 


516 


9.2 


000 


19.814.0,&0 


430 


22.8 
410 


450 


550 
2.4 

480 
11.2 

450 
12.8 

475 

27.0 


460 

18.613.0 


600 


480 
5.4 

500 
&4 

525 
27.0 


495 1  545 


480|530 
17. 5 IL  2 


610 


575 


660 

27.0  25.4 

595  610 


565 


625 
19.0 

645 


675 
13.0 

695 


26.0 
600 


26.0  26.0  26.0 


650 


600 1 610 


2L4 
650 


15.2 
700 


25. 0  25. 0 


500 
24.0 

410 
14.2 


550 
24.0 

460 

a2 


405 
10.0 

428 
2.0 

420 
3.6 


25.0  25u0 

665I600 
24.020.0 


19.413.2 
650  700 


14.  U 


ao 


L6 


0 


m 
0 


See  Table  No.  7  for  mean  ordinates,  areas,  distance  between  sections  and  Tolnmea. 
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APPENDIX   T  T — REPORT  OP  MISSISSIPPI  RIVEE  COMMISSION.      2853 

Tablb  No.  7,— Estimates  of  canal  and  hasiti,  1883;  table  showing  mean  ordimafes,  areaSt 
and  volumes  mthin  the  Umits  of  the  slopes  of  canal  and  hasin,  and  the  Unes  of  bottoms  of 
canal  and  lake  in  1883,  including  dredged  volume. 


Seetiont. 

Meanordi. 
nate. 

.     Ana. 

Distance 
between 
sectlona. 

Quantities. 

No.  1 

15.1 

10.0 

18.1 

17.8 

20.2 

10.7 

2a4 

17.1 

17.5  . 

18.0 

17.0 

1&7 

mo 

2L2 
10.2 
18.5 
18.1 
13.1 
12.6 
11.1 
ILO 

10.082.0 
18,058.8 
11,046.2 
12,865.0 
12, 06a  2 
18,466.7 
12.005.6 
11,853.0 
12.220.0 
11,505.2 
11,089l0 

io,23ao 

10,403.5 

620 
881 
402 
475 
266 
872 
422 
330 
232 
540 
300 
804 

Oubic  yards. 
74,007.6 
162,816.4 
210.863.0 
205,888.8 
137,056.0 
182,006.7 
a06,07&2 
148,145.6 
101,225.8 
237,152.1 
125,236.6 
110,753.6 
155.488.6 
^166,857.6 
"276,671.6 
262,686.8 
102,800.8 
818,204.2 
110,500.2 
127,660.2 
151,622.6 
107.007.0 

No.  2 

No.  8 

No.  4 

Na  5 

No.  6 

Na  7 

No.  8 

Na  0 

NalO 

No.ll 

Nal2 

Nal8 

Nal4 

17. 100. 0               4S0 

No.  16 

16,854.6 
15, 010. 0 
14,783.2 
7,610.5 
6,67a0 
5,855.4 
5,333.5 
0 

430 
433 
840 
658 
418 
574 
766 
1,815 

No.  16 

No.  17 

Nal8 

NalO 

Na21..: 

Na28 

Total 

8,780,682.7 

See  Table  No.  6  for  oo^>rdiBatM. 
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2854      BEPORT  OF  THE   CHIEF   OF  ENGINEEBS,  U.  S.  ABHT. 

Tablk  No.  S,^Skowhig  fill  in  iimer  harbor  mlhin  the  limits  of  the  slopes  of  emal  and 
basin  from  18B2  to  1BB3  (see  profiles).  In  the  fractions,  the  numerator,  denotes  ike  iis- 
tance  measured  from  ihe  shore  edge  of  the  slope,  the  denomifuUor,  the  fill  at  that  difteace 
within  Umits  of  proposed  excavation. 


Sections. 

Ordinfttes  and  distances. 

Kal 

0 
0 

10 

50 

100 

160 

155 

200 

225 

260 

200 

800 

830 

350 

400 

450 

456 

500 

550 

600 

a2 

660 
0 

5.2 

5.4 

7.0 

12.5 

12.8 

12.0 

12.8 

14.8 

15.2 

14.8 

lao 

14.8 

17.2 

20.0 

2ao 

las 

11.0 

No.  2 

0 
0 

50 

t.o 

100 
2.2 

150 
5.2 

200 
4.0 

250 
5.6 

300 
7.4 

350 

a4 

370 
9.2 

400 

410 

450 

475 

500 

550 

686 

600 

660 

082 

&4 

a4 

a  4 

ia2 

a2 

a2 

ao 

ao 

1.0 

0 

No.8 

0 
0 

15 
2.4 

35 
4.0 

65 

2.0 

115 
3.0 

165 
2.6 

215 
8.6 

265 

5:0 

815 
5.2 

365 
5.4 

415 
5.0 

405 

ao 

515 
4.4 

665 
4.0 

005 
0 

Na4 

0 
0 

20 
3.2 

30 
2.8 

80 
8.0 

130 

4.8 

180 
3.4 

230 
4.2" 

280 

To 

330 
5.4 

380 
5.4 

430 
a  4 

480 

a  4 

530 

a2 

580 

a4 

610 

ao 

630 

as 

660 
0 

No.6 

0 

d 

50 

iTo 

60 
4.4 

100 
4.0 

150 
4:0 

200 
5.4 

250 
5.0 

800 
6.0 

350 
2.8 

400 
4.6 

450 
5.6 

600 

-a8 

660 

a2 

586 

as 

600 

ao 

640 
0 

Ko.6 

0 
0 

50 

4.8 

100 
5.2 

160 

0 

200 
4.2 

250 
4.8 

300 

350 
676 

400 
&4 

450 
6.4 

475 
5.8 

500 

a2 

560 
7.2 

000 

606 
7.8 

650 
L6 

680 
0 

No.7 

0 

6 

30 
1.6 

80 
4.0 

130 
6.0 

140 
«kO 

180 
4.6 

230 
578 

280 
5.8 

330 

5.8 

380 
6.0 

430 

ao 

480 

630 

565 

680 

620 

7.0 

7.6 

7.4 

a2 

0 

Na8 

0 
0 

10 
1.0 

80 
4.4 

60 
4.0 

80 
"5.-2 

110 
5.4 

130 
572 

160 
5.0 

210 

260 
6.4 

310 
a  6 

335 

360 

410 

460 

510 

560 

CTO 

6.2 

7.2 

7.4 

7.2 

7.8 

7.8 

LO 

0 

No.  9 

0 
0 

20 
2.8 

50 
2.6 

100 
3.0 

ISO 
4.0 

200 
3.8 

250 
5.6 

800 
6.2 

350 
7.2 

400 

450 
7.2 

500 
7.0 

550 

600 

610 

7.0 

LO 

0 

No.  10 

0 
0 

40 
4.8 

50 
5.4 

100 
4:6 

150 
6.8 

200 
7.0 

225 
8.2 

250 

To 

300 
8.2 

350 

ao 

400 
7.4 

450 

500 

556 

600 

605 

7.2 

as 

as 

ao 

0 

Nail 

0 

40 
6.4 

50 
6.6 

100 
5.2 

150 

200 

260 

800 

850 

400 

450 

500 
7.0 

515 

660 

670 
0 

0 

7.0 

7.8 

7.8 

7.8 

&0 

7.6 

7.4 

as 

No.  12 

0 
0 

80 
7.2 

80 

7.4 

130 

7.8 

180 
8.4 

230 

8.0 

280 
7.8 

330 

7.8 

380 

7.8 

430 
7.4 

460 

480 

a4 

625 

0 

Nal3 

0 
0 

85 

2.8 

50 
2:0 

100 
3.0 

120 
2.9 

150 
8.0 

200 

250 

300 

350 

400 

450 

400 

600 

650 

8.0 

7.6 

7.8 

a4 

a4 

a2 

7.8 

a4 

0 

Nal4 

0 
0 

25 
7.4 

75 
6.6 

100 
6.0 

125 
4.4 

175 
8.0 

225 
&0 

275 

825 
9.5 

875 

a4 

425 

a8 

475 

ao 

525 

7.4 

576 

as 

625 

as 

675 

a6 

725 

a2 

785 

al 

775 
0 

No.  IB 

0 
0 

25 

2.0 

45 
2:2 

95 
3.2 

145 
5.2 

170 
6.0 

195 
5.8 

245 
"6.7 

295 

8.8 

346 
9.0 

370 

ao 

395 

a4 

445 

lao 

495 
ia4 

645 
0.2 

596 
7.4 

645 
7.2 

095 

as 

745 

a4 

777 
4.8 

TBS 

813 
0 

Nal6 

0 

80 
3.8 

50 
3.8 

100 
1.0 

150 
2.6" 

200 
2.8 

225 
'5.8 

250 
7.2 

300 

a2 

325 

a5 

350 

a7 

400 

a4 

450 

ia2 

600 

a4 

650 

ao 

000 

050 

700 

750 

770 

800 

810 

0 

7.4 

as 

ao 

a2 

ad 

1.0 

• 

No.  17 

0 
0 

10 
1.4 

50 
2.0 

100 
2.0 

150 
3.2 

175 
4.2 

200 
7.7 

250 

a8 

800 
7.6 

850 

400 

450 

500 

550 

600 

660 

700 

728 

750 

76S 

as 

a  3 

as 

a4 

7.4 

as 

a5 

4.8 

4.4 

1.6 

0 

Nal8 

0 
0 

10 
1.2 

60 
5.8 

110 
5.8 

160 
5.6 

185 
7JB 

210 
776 

260 
7.6 

285 
7.6 

810 

"7.2 

360 

a2 

410 

ao 

460 

a2 

478 

a2 

610 
L6 

520 
0 

No.  10 

0 
0 

5 
0.6 

50 
5:7 

55 
5.6 

105 
6.0 

155 
5.4 

206 
6.2 

255 
6.4 

305 
6.4 

355 

405 

a2 

435 

a  6 

455 

a2 

475 
0 

a  2 

No.  21 

0 
0 

28 
3.8 

48 
5.6 

78 
5.2 

128 
4.4 

178 
5.2 

228 
5.4 

278 
5.4 

328 
5.2 

378 
4.8 

408 
4.8 

428 

2:0 

448 
0 

Na28 

0 
0 

20 
274 

50 
2.4 

70 
5:^ 

120 
5.2 

170 
5.2 

220 

4.8 

270 
5.2 

320 
5.0 

370 

ao 

410 

420 

ao 

450 

d 

4.8 

Bee  Table  No.  9  for  mean  ordinates,  mazimnm  ordinates,  areas,  distanoea  1>etween  sectiona,  tqIii 
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APPENDIX  T  T — ^RBPORT  OF  MISSISSIPPI  RIVEB  COMMISSION.      2855 

Table  No.  9.  —Skawhigfill  in  inner  Karhorfrom  1882  to  1883,  within  the  Hmiis  of  the  elopes 
of  eanal  and  haeiny  mean  ordtnatesj  maximum  ordinatee,  areas,  distance  behoeen  aeotions, 
volueMt. 


Sections. 

oidinatea. 

Mean 
ordinatee. 

AzeM. 

Distance 
between 
sections. 

Qosatities. 

Ko.  1 

17.2 
10.2 
5.4 
0.0 
0.8 
7.0 
7.0 
7.8 
7.2 

a2 

&0 

a4 

8.4 
ft6 
10.4 
10.2 
0.8 
7.0 
0.4 
6.4 
6.2 

11.0 
0.0 
8.4 
4.2 
4.3 
4.9 
6l0 
4.0 
4.3 
6.6 
6.8 
0.3 
6.3 
0.4 
6.0 
6.4 
6.1 
6.1 
4.5 
4.0 
8.8 

7.088.2 
3,020.0 
2,362.0 
8,03&0 
2,801.0 
3,480.5 
3,302.0 
3.334.0 
8»  064.0 
8.700.0 
3,741.6 
3,004.6 
8,338.0 
6,443.5 
6,454.1 
4,800.4 
4,503.0 
8,066.4 
2,603.6 
2,000.2 
2,004.0 
0 

620 
381 
402 
476 
205 
872 
422 
330 
282 
540 
300 
304 
405 
430 
430 
483 
840 
058 
418 
674 
700 
1,816 

Cubic  yarde. 
63,010.8 
80.464.8 
60,716.7 
47,375.7 
31.87ai 
43,820.0 
62,006.0 
40,658.8 
27,666.7 
68.07&0 
41,874.4 
41, 80L  0 
52,722.0 
60.800.0 
88.606.4 
82.71L0 
60,400.2 
08,300.2 
43,077.0 
40.426.0 
68,687.7 
30,65015 

Ko.  2 

Now  8 

Kou  4 

Na  6 

No.  0 

Na  7 

No.  8 

Now  0 

No.  10 

No.  11 

No.  12 

Nal8 

No.l4    

Nal6 

NalO 

Nal7 

No.  18 

NoulO 

Na21 

No.  28 

Total 

1,265,480.4 

See  Table  Na  8  for  coK>TdinateB. 


Tabi«b  No.  lO.—The  amount  of  material  exoa/eated  each  month  by  the  dredge,  the  amount 
taken  from  the  basin,  temporary  oanal,  and  West  Pass,  and  totals. 


Predclng. 

Cable 
yards. 

listeria]  drmlinHl  ilnrlnir  AT>rl1 

62,716 
83,036 
00,680 
63,864 
86,600 
84,152 

Material  dredied  duiini  Mav 

Material  dredged  during  Jane 

Material  dredSed  darinS  Jnly 

Material  dredged  daring  September 

Total ; 

860,086 

Material  taken  ftom  basin 

244,460 
00,063 
14,017 

From  canal  to  deep  water  in  lake 

Taken  tnm  "West'PaiMi 

Total 

850,086 
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2856   REPORT  OF  THE  CHIEF  OF  ENOINEERS,  U.  S.  ARMY. 

L4. 

beport  of  h.  d.  garden,  assistant  bnoinekr,  upon  lbvbb  work  on  tbi  tsitbab 

front,  third  district. 

United  States  Engineer  Offick, 

noksburg,  Mis8.,  Odoberii,  1883. 
Sir:  In  <H>nipliaiioe  with  yoar  iiiBtractious  of  the  3d  inBtant,  to  *^  prepare  a  coQciae 
report  of  levee  work  on  the  TensoB  Front,  for  embodiment  in  the  annual  report  of 
the  Commission,"  I  have  the  honor  to  snbmit  the  following  tabulated  statement  and 
remarks  on  the  leyees  under  my  direction  in  Louisiana: 

TABULATBD  STATEMENT. 


LevMi,  Temtat/ratU,  in  LouMana,  Third  DitMei. 


Names  of  leveea. 


Average 
height 


Length  of 
levee. 


Content* 
(completed). 


AiDoostiiroT. 
ember  l,l888t 
yetneooMuy 
to  complete 


Upper  Providence 

Hagaman  Point 

Wuton  to.Baleigh 

Raleigh  to  Willow  Point . 

Omega 

Cabin  Teele 

Sparta 

lielta  to  Bedford 

Panther  Forest 

Dnifin  Break 


6 
7 
12.6 


9 

«.6 

6 

9 


S.7 


FteL 

7.288 

1,963 

28.688 

9,618 

16,810 

13,621 

6,771 

28,287 

26,880 

10,060 


Cubic  yardt. 
46,867.7 
14,805.2 

343,087.7 
41,287.7 

199,059.7 
90.002L2 
39,156.9 

243.903.3 

163,182.0 
80,246.0 


OuNeyordc. 


M,S8LI 


Names  of  levees. 


Upper  Providence. . 

Hagaman  Point 

Wilton  to  Raleigh.. 
Baleighto Willow  Point 

Omega 

Cabin  Teele 

Sparta        

IJelta  to  Bedford... 

Panther  Forest 

DofBn  Break 


Width  of 


Feet 

8 

8 
8  and  6 

8 
8  and  7 
8  and  6 
8and7 

6 
8,6,and8 

8 


Front  slopes. 


8tol 
8<ol 

8, 4,  and  5  to  1 
8tol 
8tol 
8tol 
8tol 
8tol 

8,8i,and2tol 
S^tol 


Back  slopes. 


8  tol 

8tol 

8tol 

8  and  2^  tol 

8  and  2* tol 

8  and  21  tol 

3  tol 

2|tol 

2|,2andl{tol 

2iand2  tol 


FeeL 
1.6 
1.6 
1.6 
1.6 
0.6 
0.6 
LI 
0.6 


Height  of  RPO« 
orahrinksM 

gradeaboTeu)[b- 

water  mtrk  of 

1882. 


17 
iO 


It 

L< 
II 
It 


U 


KAMB  OF  LEVBSS  AND  REMARKS. 

Upper  Providence  levee.  East  Carroll  Pariah,  Lonisiana. — ^Abont  3  miles  aboye  the 
town  of  Providence.    Work  began  November,  1882.    Completed  Febmary,  19& 

Hagaman  Point  levee,  East  Carroll  Parish,  Louisiana.— Abont  Similes  below  the 
town  of  Providence.  Work  began  February,  1883.  Completed  March,  1883.  Peod- 
inff  the  construction  of  this  work,  a  temporary  protection  levee  was  ordered  here  ood- 
taining  2,029 i^  cubic  yards. 

WilUm  to  Raleigh  levee,  East  Carroll  Parish,  Louisiana. — Work  began  on  this  leree 
in  October,  1882,  and  with  as  large  a  force  as  the  contractors  could  collect,  pnMzreflsed 
from  each  cud  towards  the  center,  until  the  suspension  on  account  of  the  flood  in 
March,  1883,  at  which  lime  there  was  a  sap  of  1^  miles  on  which  very  little  work  had 
been  done.  The  river  bank  along  this  m>nt  is  very  low,  and  the  water  rising  lapidly 
in  February  it  was  deemed  impossible  with  the  force  on  band  (between  four  and  fi^ 
hundred  men)  to  fill  up  the  gap  before  the  overflow  ;  protection  levees  were  therefore 
ordered  to  connect  the  new  work  with  the  "Old  Front  levee."  The  upper  protection 
sustained  the  pressure  of  the  water  and  saved  all  the  work  above  it,  but  the  lower  one 
succumbed  to  the  fast  rising  flood,  and  the  strong  current  rushing  rapidly  through  the 
main  line  swept  away  31,552  cubic  yards  before  its  destructive  efiects  conld  be  arrested. 
It  has  since  been  found  inexpedient,  on  account  of  insufficient  f^ds,  to  continae  the 
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levee  on  the  originallv  projected  line,  and  a  new  line  has  been  adopted  connecting  the 
main  work  with  the  Old  front  levee,  which,  on  inspection  of  the  bank  in  front  and 
with  the  necessary  repairs,  is  found  to  be  entirely  safe  and  practicable.  Work  was 
resumed  on  this  levee  in  September  with  a  considerable  force  of  teams  and  scrapers, 
and  in  all  probability  it  will  be  completed  by  December  15, 1883. 

Raleigh  to  WiJhno  Point  levee.  East  Carroll  Parish,  Louisiana.—Work  here  consists 
in  repairs  of  an  old  levee  and  filling  np  a  number  of  short  gaps  in  the  same.  Began 
November,  1882,  completed  Februaiy,  1883. 

Omega  levee,  Madison  Parish,  Louisiana.  —Two  miles  above  Milliken's  Bend.  Woric 
commenced  October,  1883.  Suspended  in  March,  1883.  No  damaae  done  by  the  flood. 
Contractor  expects  to  resume  work  at  once,  and  ought  to  complete  the  levee  in  a 
month. 

Cabin  Teele  levee,  Madison  Parish,  Loidsiana. — One  mile  below  Milliken's  Bend. 
Work  beffan  November,  1882.    Completed  February,  1883. 

iSI^Msr/a  levee,  Madison  Parish,  Louisiana,  near  Duckport.— Work  began  in  Novem- 
ber, 1882.    Completed  February,  1883. 

Delta  and  Bedford  levee,  Madison  Parish,  Louisiana.  Begins  at  Delta  opposite  Yicks- 
bnrg,  Miss. 

Work  began  November,  1882.  Suspended  March  24,  1883,  on  account  of  high  water, 
lacking  48,428  cubic  yards  of  completion.  Resumed  in  July  and  completed  in  October, 
1883.  This  work  was  very  &r  advanced  when  the  river  began  to  rise  in  Februaiy,  but 
a  gap  of  1,100  feet  still  remained,  on  which  scarcely  any  work  had  been  done,  rendering  the 
entire  condition  of  the  new  levee  (composed  of  a  soft,  sandy  material)  very  precarious 
should  a  torrent  of  water  succeed  in  rushing  through  the  main  Hne.  This  made  the  con- 
struction of  a  protection  levee  along  a  portion  of  the  river  bank  in  front  of  the  exposed 
points,  and  connecting  with  the  completed  work,  an  absolute  necessity,  and  by  dili- 
gently watching  and  keeping  up  this  protection  for  a  period  of  nearly  four  months  the 
entire  work  was  finally  saved. 

OENESAL  BEMABEIS. 

The  construction  of  these  works  has  been  required  to  be  of  the  most  substantial  char^ 
acter.  After  location  of  the  line,  the  ground  is  thoroughly  cross-sectioned  for  the  pur- 
pose of  slope-staking  and  obtaining  accurate  results  in  the  calculation  of  cubic  contenta 
A  muck  ditch  is  cut  near  the  center  line  to  stop  all  leakage  that  might  occur  from  crayfish 
holes  or  vegetable  matter  imbedded  in  the  soil;  an  addition  of  one-fifth  of  the  net  height 
is  put  on  for  shrinkage  and  the  faces  well  sodded  with  live  Bermuda  grass  before  the 
levee  is  accepted. 

On  account  of  the  limited  amount  of  funds  appropriated  for  each  of  the  above  levees 
in  only  one  instance  (that  of  Wilton  and  Raleigh,  which  is  a  low  and  dangerous  point) 
was  the  net  grade  line  put  above  the  level  of  tibie  old  levees  atyoining,  nor  do  I  think  it 
would  have  been  advisable  to  raise  them  any  higher  unless  the  entire  length  of  the 
levee  on  the  Louisiana  shore  in  this  district  could  have  been  raised  and  enlarged  simul- 
taneously. 

It  will  be  seen  from  an  inspection  of  the  table  that  high-water  mark  of  1882  was  very 
near  the  crown  of  the  levee  at  nearly  all  these  points,  and  that,  too,  when  the  flood  line 
must  have  been  very  much  lowered  on  the  river  by  the  discharge  of  an  enormous  volume 
of  vaster  through  the  Duffin,  Panther  Forest,  Ashton,  Wilton,  and  Raleigh,  Omega,  and 
Delta  breaks,  as  well  as  those  on  the  Tazoo  front.  It  is  more  than  probable  that  in 
the  event  of  a  similar  flood,  the  recent  dosing  of  all  these  crevasses  will  raise  the  flood 
line  above  the  top  of  the  Louisiana  levees  as  they  now  stand,  at  nearly  all  l>oints,  and 
cause  a  disastrous  destruction  of  work  already  put  up  at  such  great  expense.  To  render 
it  entirely  safe  against  an  ordinary  overflow,  therefore,  will  require,  in  my  opinion,  an 
additional  average  height  of  3  feet,  with  corresponding  enlargements  all  along  the  entiTC> 
length  of  the  levee.  In  the  absence  of  a  continuous  levee  survey  fix>m  a  point  opposite 
Warrenton  to  the  Arkansas  line,  I  can  only  give  an  approximate  estimate  of  the  amount 
of  material  necessary,  and  cost.  Assuming,  which  I  think  is  nearly  correct,  the  average 
dimensions  of  the  levee  to  be  8  feet  high,  7  feet  crown,  and  3  and  2}  to  1  slopes,  to  raise 
the  same  3  feet  with  an  8-ibot  crown  and  3  and  3  to  1  slopes  would  take  42,826  cubic 
yards  per  mile,  at  an  average  cost  of  25  cents  per  yard,  $10,706.60.  Cost  for  80  miles, 
which  is  about  the  length  of  the  Louisiana  levees  in  this  district,  |856,520.  Add  20  per 
eent.  for  cost  of  new  levees  that  may  be  necessary,  and  inddented  expenses,  $1,027,824. 
Very  respectfully,  your  obedient  servant, 

H.  D.  Gabden, 
Astistant  JEngineer. 

Capt.  W.  L.  MabsHall, 

Cforpe  of  Engineers,  U.  8.  A, 
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L6. 

BBPOBT  OF   GBOBaB  H.   HELM,   ASSISTANT   BNGIHEBB,   UPON    LEVEB  WOBE  ON  TBI 
YA200  FBONTj  THIBD  DI8TBI0T. 

Gbeenyillb,  Miss.,  November  15, 1883. 

Sib:  In  aooordance  with  your  reqnest,  the  following  report  of  operations  under  my 
chaige  on  levee  oonstraction  on  the  Yazoo  front,  third  district,  in  connection  with  maps 
and  profiles  of  each  project  of  work  done  by  the  riyer  commission,  together  with  a  port- 
folio profile  of  snrvey  of  levees  sent  on  heretofore,  is  respectfully  sabmitted. 

This  survey  was  commenced  by  the  ^'Mississippi  Levee  Board''  in  March,  1882,  and 
was  under  your  instructions  finished  fiom  Leota  to  the  Warren  County  line,  December 
25,  1882.  It  covers  the  entire  district  of  the  ^*  Miasissippi  Levee  Board  "  ficom  Totten's 
Ridge,  north  of  Hushpukna,  in  Coahoma  County,  through  Bolivar,  Washington,  and 
Issaquena  Counties,  to  the  Warren  County  line,  a  distance  of  1,056,200  feet,  or  204.04 
miles. 

Levees  were  run  with  reference  to  Memphis  datum  plane,  and  U.  S.  P.  B.  M.,  andtiie 
average  fiiU  of  the  river  ftom  Hushpukna  to  Greenville  found  to  be  0.377  foot  per  mile, 
and  fh)m  Greenville  to  the  Warren  County  line  0.306  foot  per  mile.  Average  fidl  from 
upper  to  lower  end  of  district  0.304  foot.  Average  height  of  levees  above  GreenTille, 
not  induding  Hushpukna  and  Lake  Bolivar  crossings,  8.05  feet;  average  height  below 
Greenville,  6.06  feetj  height  of  Hushpukna  levee,  36  feet;  height  of  Lake  Bolivar  levee, 
24  feet. 

The  following  statement  will  exhibit  the  length  of  levee  constructed,  amount  of  work 
embraced  in  estimates  returned  to  date,  and  amount  of  cubic  yards  to  complete  same, 
with  specifications  of  all  work  done  in  your  district  tcom  October  1,  1932,  to  November 
1,  1883: 
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KAME8  OF  LEVEBB  AND  BEMABKS. 

BiverUm  levee^  Bolivar  Omnfy,  3Rs9i88ippi, — Two  miles  below  Bosedale;  ayeago  height^ 
9.59  feet;  work  began  November,  1882,  and  completed  January,  1883. 

Beulah  breaks,  1  to  9  indunve.—On  north  bank  Lake  Benlah,  Bolivar  Gonnty,  Miflris- 
sippi;  average  height,  6.5  feet;  work  began  October,  1882;  completed  December,  1882. 
The  grade-line  being  fixed  at  the  same  as  that  of  the  old  levees,  was  too  low  on  aeveEBl 
of  these  breaks,  and  after  being  finished  had  to  be  raised  by  the  Levee  Board  to  keep 
the  water  of  1883  ftom  ronning  over. 

Beulah  to  Biverton  enlargemewty  Bolivar  Omnty,  MisMsippi, — Average  height^  1.72  feet; 
work  began  November,  1882;  completed  March,  1863. 

Beulah  to  Hughes  enlarffement,  Bolivar  Couni}/,  Miasissippij  including  Clear  Creek  break.— 
Avenge  height  enlargement,  1.6;  average  height  Clear  Creek  brnk,  21.6;  work  begsn 
November,  1882;  not  qoite  complete. 

Hugh's  break,  south  of  Lake  Beulah^  BoUvar  Cbun/jf,  Mimstippi. — ^Average  height,  9.35; 
commenced  work  November,  1882;  completed  January,  1883. 

Wade  break,  north  of  Lake  Bolivar,  Bolivar  Oouniif,  Mississippi,— Ayersgid  height,  11.5; 
work  began  NovembOT,  1882;  completed  March,  1883. 

Clay  and  Bagot  to  Bawlands  {Oatfl^  Point),  Bolivar  Oouniy,  JUusiMti^pt.— Average  heB^^t, 
1.45;  commenced  work  November,  1882;  not  yet  completed. 

Bawlands  to  Senkins,  Catfish  Point,  BoUvar  OowUy,  Mississippi.— AvexBgd  height,  2.85; 
commenced  work  October,  1882;  not  yet  completed. 

Je»ikins  to  Easton,  opposite  foot  of  Lake  BoUvar,  Choctaw  Bend,  BoUvar  Cbtmty,  Ifinu- 
sippi — including  Bolivar  Bayou  and  Easton  breaks. — ^Average  height  enlargement)  1.94; 
average  height,  Bolivar  bayou,  11.2;  average  height,  Easton  break,  11.2. 

Longwood  levee,  Washington  County,  Mississippi. — Protection  levee,  Washington  County, 
Mississippi.  Average  height  main  levee,  10.33;  average  height  protection,  7.26;  com- 
menced work  November,  1882;  completed  January,  1883.  The  contractor  not  having 
the  main  levee  completed  in  time  for  high  water  of  1883  a  protection  levee  was  ooq: 
structed  by  the  contractor. 

Skipwiih  levee,  Issaquena  Qmniy,  Mississippi.— AYengid  heic^t,  7.39;  oommenoed  work 
November,  1882 ;  completed  Apnl,  1883.  It  was  necessary  to  enlarge  the  old  front  levee 
as  a  protection  to  this  point.  This  work  was  done  by  day  labor,  and  the  cost  is  repre- 
sented by  "pay-rolls"  in  your  office. 

EUedie  Uvee,  Issaquena  County,  Mississippi;  EOeslieproiteeUon,  Issaquena  County,  VM»ffi; 
drainage  ditch. — Average  height  main  levee,  9.08;  commenced  work  November,  1882; 
completed  July,  1883.  That  portion  of  the  line  connecting  the  main  back  leree  with 
the  front,  being  at  right  angles  with  the  river,  was  built  with  a  crown  of  only  4  feet 

Shiloh  levee  enlargement  and  new  levee  at  Arcadia,  Issaquena  County,  dRssisaippL—Aya^S^ 
height  of  enlargement,  1.41;  average  height,  Arcadia,  6.64;  commenced  work  Norem- 
ber,  1882;  completed  March,  1883.  The  rapid  caving  of  the  river  bank  at  Arcadia  made 
it  necessary  to  construct  a  new  levee  across  an  angle  at  that  point. 

Magna  Vista  to  Chotards,  Issaquena  County,  Mississippi;  enlargement  Biggins  Break,— ^ 
erage  height  of  enlargement,  2.41;  average  height  of  Higgins  break,  6.06;  conunenoed 
woSl  November,  1882;  completed  JanuaLy,  1883. 

In  addition  to  the  above-mentioned  work  done  under  your  direction  in  the  third  dis- 
trict is  the  following  in  Coahoma  County,  which,  being  a  small  amount,  is  reported  hoe- 
with,  to  avoid  a  separate  report  to  Mi\|or  A.  M.  Miller,  Corps  of  Engineers,  United  States 
Army: 


Length  of  levee,  feet ^ 

ContentB  completed,  oabic  yards..-. 

Width  of  crown,  feet 

Front  slopes ~ 

Back  slopes. 

Height  of  net  grade  above  high  water  mark  of  1882 

Height  of  gross  or  shrinkage  grade  above  high-water 
mark  of  1882 « 


LakeChnlM 

l0V66.t 


8,184 
89,756 

8tol 

8tol 

1.86 

8.86 


Paikec'sen- 


17, 9M 

78,6«7 

8 

8and4tol 

2aad3tol 

1.Z 


TfAtl 


U8,8« 


•Average  height  2. 85.    Commenced  work  November,  1882 ;  completed,  March,  1888. 
t  Average  height  10  feet.    Ck>mmenoed  work  November,  1882 ;  completed,  January,  188S. 

I  acknowledge  with  pleasure  the  efficient  manner  in  which  my  assistants,  Mee^^Jv: 
L.  Starling,  Robert  Somerville,  E.  Mason,  J.  8.  Martin,  and  T.  W.  Helm,  have  pertbnnen 
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their  daty  in  the  field.  Also,  I  am  indebted  to  W.  L.  Starling  and  Robert  Blakenune 
for  valuable  serrioes  in  the  office. 

Believing  it  will  be  a  matter  of  general  interest  to  know  how  the  MiaBiasippi  Levee 
Board  have  carried  out  their  promise,  viz,  that  should  their  district  receive  an  allot- 
ment from  the  MiasiBBippi  River  Commiasion  thej  would  expend  two  hundred  thousand 
($200,000)  dollars  in  lovee  construction  and  repairs,  and  being  their  representative  also, 
I  append  a  statement  of  the  amount  of  *lhe  work  done  by  them,  embraced  in  estimates 
returned  ftom  July  10,  1882,  to  October  1,  1883,  and  cost  of  same,  represented  by  ab- 
stract of  secretary  and  treasurer's  report. 

I  have  also  made  an  approximate  estimate  of  earth-work  required  to  raise  the  levees 
of  this  district  3  feet  above  high  water  of  18jB2,  based  upon  a  crown  of  8  feet  and  dopes 
of  3  and  3  to  1. 

Eitrthwrk  done  and  under  wmtrttei  hg  Memmppi  Levee  Board  fl-am  Jtt^  10, 1882,  fo  (kiober 

1, 1883. 


Length  of 
lev«e. 

Contents 
(completed.) 

Contents  Oolo- 
berl.ia88.y«i 
neoeesary  to 
complete. 

Tn  Coahoma  OoQnty,  MInlflnlppI 

FaeL 
97,481 
179.158 
61,710 

8,871 

aU848 

608,284 

61,497 

90,881 

CfMeyardt. 

18,089 
241,804 
241,600 

In  Bolivar  County,  MimiiMlpin 

In  IfMpaquona  County,  MlBBiMippC 

17,207 

Total 

294,198 

898,900 

816,680 

Width  of 
orown. 

Front  dope. 

Baokdope. 

Hlght  of  net 
Kiade  above 
high-water 
mark  of  1882. 

In  Coahoma  County,  Mteiasippi 

In  Bolivar  Coun^,  MtelMippi 

In  Washington  County,  MlMlMippi... 

8,4,0  and  8 

15,8,0,4,and8 

4,0,  and  8 

8,i0,and8 

Stol 

8,4,andBtol 

8and4tol 

8and3tol 

2and3tol 

2, 8,  and  6  to  1 

2and8tol 

2and8tol 

2 

2.4 
2 
2and8 

BeeapUulaiion  of  work  done  in  JUieeieeippi  levee  dietriet. 


Length  of 
levee. 

Contents 
(completed). 

Contents  Octo- 
ber 1,1888,  yet 
necessary  to 

third  district 

Work  done  by  Mississippi  River  Commission  in 
Goahonw  County,  Bfiasissippi 

801,808 
21,106 
294,198 

OubieyardB, 

1.228.108 

118,828 

098,900 

Work  done  by  Bfiasissippi  Levee  Board  on  entire 

district ..Z.ZZ^!:!:. ... 

18,680 

Tbtal 

818, 8U 

2,088,448 

&imaie  of  earthwork  required  to  raiee  the  Miseiseippi  leveeaZ  feet  above  highwaierof  1882, 
based  upon  a  crown  of  8  feet,  and  slopes  of  3  and  Stol, 

Cubic  yards. 

From  upper  end  of  district  to  a  point  opposite  White  River 1, 091, 880 

From  White  Biver  to  Greenville 1,828,899 

From  Greenville  to  Warren  County  line , 1, 003, 360 

Total  amount  neeesBary 3,924,129 
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Siatemeni  ofeash  Mlmned  hjf  the  Mimmppi  Levee  Board,  eeetrnd  MSsrierippi  iiMriH^frem 
July  1,  1882,  to  October  1,  1883. 

Genetal  expenae  aooonut - $1)721  08 

Mileage  and  per  diem -' - 1,289  13 

Offioera'  aalaiies - 6,091  66 

Engineers'  aalaries - - 4,375  00 

Gontingent  engineering ^ - 5,217  78 

Rights  of  way __ _ 27,327  14 

Bolivar  graduation  (new  levees) 110,005  29 

Coahoma  graduation  (new  levees) 7,469  54 

Washington  graduation  (new  levees)*.. 2^143  15 

Issaquena  graduation  (new  levees) . 7,639  68 

Repairs  and  enlargement  levees,  Coahoma  County 13,567  00 

Repairs  and  enlargement  levees,  Bolivar  County 56,258  11 

Repairs  and  enlargement  levees,  Washington  County:.. 5,265  61 

Repairing  force  (Bolivar  and  Washington) 18,533  49 

Grading  and  repairing  levees 5,842  4St 

Maintenance  of  levees - 300  00 

High  water  of  1882 - 8,878  04 

High  water  of  1883 23,635  31 

Commissions  paid  collector _ 5,213  4St 

Commissions  paid  sherifis 697  97 

Certificate  of  indebtedness  paid. _ 48,946  41 

Interest  paid -•- 9,064  66 

Cotton  tax  refunded 162  00 

Landsalesand  redemptions  reAinded 476  40 

Levee  construction-taz 3  88 

Old  account  settled  by  suit  United  States  circuit  court 520  83 

Total 370,655  00 

CONDITION  OF  LEVEES  IN    THE    MIB8I8SIPPI  LEVEE   DISTRICT. 

They  are  much  better  than  ever  heretofore,  and  when  the  work  now  under  conlzact 
to  be  constructed  by  January  1, 1884,  is  finished  they  will  stand  from  1.1  to  2  feet  above 
the  high  water  line  of  1882,  with  the  exception  of  the  nine  breaks  of  Beulah,  which  ut 
a  tenth  of  a  foot  or  so  below.  Most  of  the  old  levees,  however,  were  built  with  slqpei 
of  2and3  to  1,  and  with  6  feet  crown.  These  have  been  raised  inmany  instances,  with 
same  slopes,  by  merely  capping,  giving  a  crown  of  3  and  4  feet.  These,  with  all  other 
levees  in  the  district,  except  LAke  Bolivar,  should  be  enlam^  to  a  crown  of  8  feet  with 
slopes  of  3  and  4  to  1,  with  a  grade  of  3  feet  above  the  high  water  of  1882,  and  all  those 
built  of  buckshot  or  clay  should  have  a  cement  wall  inserted  just  above  the  high  water 
line  on  the  fiont  slope  extending  down  through  the  levee  4  or  5  feet  below  the  natural 
sur&ce. 

And  not  until  this  is  done,  nor  until  the  Mississippi  River  Commission  succeed  in  their 
plans  of  revetting  the  peninsulas,  thus  preventing  cut-ofi^  can  we  hope  for  peniuuMn^ 
levees  of  this  character.  They  are  too  costly  to  build  and  abandon  every  ten  or  ^fbeai 
years,  and  we  will  have  meanwhile  to  follow  the  old  plan  of  temporizing  vnth  insecure 
levees,  for  it  is  well  demonstrated  that  the  normal,  or  that  curvature  that  brings  about 
an  equilibrium  rendering  the  banks  stable,  is  of  such  small  radius  that  it  doubles  npoo 
itself  by  making  a  complete  curve  resulting  in  a  eutrojf  and  loss  to  the  river  of  fiom  15 
to  20  miles  in  distance — the  result  probably  of  a  half  century's  work,  besides  prodoo- 
ing  an  entire  change  in  its  regimen.  At  this  stage  the  river  commences  at  once  to  re- 
cover the  distance  and  curvature  lost,  and,  with  a  current  accelerated  by  the  increased 
fidl,  dashes  against  the  banks,  erodes  and  caves  them  in  vrith  the  levees  in  excavating  a 
flew  channel. 

Stop  cut-ofiii  and  the  river  will  go  steadily  and  continuously  on  without  intermptioii 
in  its  work  of  adjusting  its  rapid  current  to  the  sandy  soil  of  its  banks  by  gentle  corra- 
ture  until  an  equilibrium  is  obtained.  At  this  period  a  map  of  most  sections  of  the  river 
would  resemble  the  letter  S,  there  would  be  few  roiches  or  tangents  in  its  course  but  a 
system  of  reverse  curves,  the  degree  of  curvature  varying  only  with  the  characteristics 
of  the  soil. 

We  are  now  threatened  by  cut-ofls  at  Caulk's  Point,  Ashbrook's  Point  and  Taipl^. 
Should  either  of  these  occur  it  would  precipitate  others,  and  necessitate  the  enlaigement 
and  raising  of  all  levees  below  with  new  locations  and  levees  in  nuiny  places  on  both 
sides  of  the  river. 

In  accordance  with  your  request  the  following  illustrations  are  also  appended  and  sub- 
mitted herewith,  viz,  cross-sections  A,  B,  and  E  of  levees  from  autot^nP^  views;  two^  C 
and  C^,  showing  pTan  of  revetting  end  of  levee  at  crevasses,  and  two,  D  and  E,  showing 
front  and  end  view  of  pile  dam  for  closing  crevasse: 
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0ro89-^eeiion  A. — ^Represents  a  alotighing  levee,  and  illostrates  the  plan  I  have  Aand 
most  saocesBfiil  in  treating  same.  'Hiey  oocnr  generally  in  new  leyees  built  of  nndy 
loam  mixed  with  qnicksand;  the  latter  is  generally  found  3^  or  4  feet  below  the  saiftoe, 
and  specifications  should  provide  against  team  or  scraper  pits  of  greater  depth  than  3 
feet,  except  in  clay  or  buckshot  soil.  B  represents  a  brush  mattress  one  foot  in  thick- 
ness resting  uix>n  tiie  natural  surface  and  foot  of  displaced  slope,  extending  up  the  fil<^ 
far  enough  to  brace  it,  the  brush  being  laid  straight  and  at  right  angles  to  the  line  of 
levee;  upon  this  brush  the  embankment  C  is  constructed  of  sufficient  weight  to  be  sta- 
tionary, to  brace  and  hold  the  slope  in  place;  the  sipe  water  then  paases  off  under  the 
cbrea  through  the  brush  without  loss  of  material. 

Cros^seetion  B.-^To  guard  against  crawfish  borings  and  sipeage,  I  am  now  putting  in 
for  the  ^*  Ijcvee  Board"  at  Vermillion  Jjike  levee  3,000  linear  feet  of  cement  wall,  }isdi 
thick,  and  extending  from  high-water  line  on  front  slope  of  levee  down  throuj^  the 
levee,  sloping  ^  to  1,  to  a  depth  of  4  feet  below  the  natural  surface,  which  makes  the 
wall  in  this  instance  12  feet  in  height  Am  using  ^  Louisville  cement,  ^  German 
Portland,  and  |  sharp  sand,  and  am  keeping  an  exact  account  of  the  cost  per  square  yard 
as  data  for  fUture  work,  c  represents  an  excavation  in  the  ftt>nt  slope  for  the  wall,  the 
material  of  which  is  placed  in  the  enlargemen  tat  d,  and  e  the  cement  wall.  The  excavated 
ditch  c  is  filled  and  tamped  as  the  wall  is  filled  in.  I  am  satisfied  that  this  will  not 
only  keep  back  crayfish  and  prevent  sipeage,  but  will  give  greater  strength  to  the  levee 
by  reason  of  keeping  earth  dr^,  and  will  render  clay  and  budcshot  levees  safe.  To  save 
cost  of  excavation  at  c,  I  am  now  trying  to  mature  apian  for  a  machine  to  be  driven  l^ 
a  small  engine,  constructed  somewhat  on  the  order  of  a  pile-driver.  In  place  of  the  ham- 
mer a  chisel-shaped  blade  is  to  be  used  to  cut  the  levee  longitudinally  from  the  high- 
water  level  on  front  slope  to  the  depth  required,  say  15  feet,  &e  orifice  left  by  the  chuel 
to  be  filled  with  cement-grout. 

Oro8»-9ectum  E, — ^This  is  an  exact  cross-section  of  the  Lake  Bolivar  levee,  constructed 
under  my  supervision  across  the  head  of  the  lake  in  1882. 

An  effort  was  made  at  great  cost  to  build  this  levee  in  1870  upon  the  natural  suiftce, 
by  the  engineer  then  in  chcu^  of  the  district,  but  owing  to  a  quicksand  foundation  the 
material  would  sink  and  spr^Ml,  and  it  was  found  impossible  to  buikl  up  aft»r  15  feet  in 
height  was  reached. 

The  base  had  spread  six  hundred  (600)  feet  in  width.  A  vain  effort  was  kept  np, 
however,  to  build  it  to  the  required  height  of  22  feet;  but  little  progress  was  made,  and 
at  this  time  the  protection  levee  broke,  water  ran  over  the  work  and  swept  it  away.  In 
rebuilding  this  levee  I  used  a  mattress  foundation,  which  was  constructed  by  fiist  laying 

Soles,  from  6  to  8  inches  in  diameter,  longitudinally,  as  dose  as  they  could  be  placed, 
reaking  joints,  and  of  sufficient  width  to  extend  out  to  within  60  feet  of  the  slope- 
stake;  then  another  layer  of  poles  was  laid  on  the  top,  and  at  right  angles  to  the  first 
course,  breaking  joints,  and  spiked  down  to  first  layer  at  intervals  of  5  feet  with  ship- 
spikes.  Upon  the  second  course  a  coating  of  brush  1  foot  thick*  was  laid  parallel  to  sec- 
ond course;  standards  or  shrinkage  poles  were  then  firmly  set  in  the  mattress  and  secnred 
by  spikes,  and  of  sufficient  height  above  grade  line  to  allow  for  the  anticipated  depres- 
sion of  mattress,  with  rings  on  the  poles  indicating  net  and  shrinkage  grade. 

Tazoo  Pass  levee  was  built  upon  similar  mattress  by  M.  Meriwether,  and  the  levees 
crossing  the  bayous  at  the  head  and  foot  of  Lake  Bolivar  were  built  by  me  in  1869  in 
this  way,  with  success. 

RevetmenJt  C  and  C*. — ^The  ends  of  kvees  at  crevasses  should  be  secured  at  the  earliest 
possible  moment;  work  should  begin  at  each  end  simultaneously.  Sacks  should  be  filled 
with  earth,  tampied  and  securely  sewed,  and  if  the  water  should  be  of  greater  depth 
than  3  feet  the  sacks  ought  to  be  threaded  in  sections  upon  a  three-eighth  inch  cord,  and 
anchored  before  throwing  them  into  the  swift  current.  This  should  Im3  continued  until  a 
foundation  is  formed  up  to  the  water  line  extending  from  lower  end  of  the  levee  aronnd 
the  end  upon  the  upper  slope  from  30  to  60  feet  from  the  end,  then  carefully  place  joor 
sacks,  breaking  joints  as  in  brick  work,  giving  ample  batter  on  the /rout,  and  secnrely 
sewing  each  sack  as  they  are  laid  to  those  contiguous.  This  wall  should  be  continued  4 
or  5  feet  above  the  water  line,  in  order  to  get  the  necessary  weight,  and  provide  for  nn- 
dermining  of  the  base  which  occurs  from  day  to  day,  rendering  constant  watching  and 
repairs  necessary. 

D  and  E, — D  shows  end  view,  and  £  three-fourth  front  view  of  a  dam  constructed  npon 
piling  6^'  6'^ — 14  feet  long,  driven  7  feet  in  the  ground  and  6  feet  apart  each  way,  with 
top  of  front  pile  made  firm  by  brace  F  against  rear  pile  where  it  enters  the  gionnd, 
also  as  at  G  to  make  steady,  and  to  support  platform  for  extension  of  work.  Cros- 
timbers  H  12  feet  long  2^  by  8  inches  should  be  letdown  against  the  piling  on  the  npptf 
side,  the  first  resting  edgewise  upon  the  ground,  the  second  about  the  water  line,   In 
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ftont  of  these  is  driven  sheet  piling  9  feet  in  length,  2}  feet  in  the  ground.    After  this  filL 
in  between  brace  J^  and  the  sheet  piling  with  sand-bags,  then  with  earth  if  yon  have  it. 
Very  respectftilly,  your  obedient  servant, 

Geo.  M.  Hklu, 

(7.  8,  A88L  Engr^ 
Capt  W.  L.  Marshall, 

Corps  ofEngineerSj  U.  8.  A.j  Vtekaburg^  IRs9. 


L  6. 

SBFOBT  OF   W.   Q.   BLUNT,   AS8ISTAKT  ENOIKEEB,  UPON  A  SUBVBY  OF  CHOCTAW  BEND 

BSACH. 

Wilson's  Point,  La.,  February  7, 1883. 

SiB:  I  have  the  honor  to  forward  herewith  tracings  of  the  map  of  hydrographic  sorvey 
«f  Choctaw  B^id  Reach«  made  November  17-Deoember  27,  1882,  under  your  direction. 

It  was  practically  a  low-water  survey,  the  gauge  at  Arkansas  City  reading  &6  to  13.8 
feet,  the  lowest  of  the  season. 

The  party  arrived  at  Bolivar,  Miss.,  on  the  evening  of  November  16,  in  tow  of  the 
Charlie  De  Pauw,  and  work  was  begun  on  the  next  day.  Considerable  delay  was  ex- 
perienced for  want  of  points  of  connection  with  old  survey  by  Assistant  Engineer  Ocker- 
son  under  Mississippi  River  Commission  in  1881~'82.  Most  of  the  points  had  caved  off 
and  all  others  as  far  down  as  Lucca  Landing  were  covered  with  deposit  too  deep  for  re- 
moval, except  one  at  Jersey  Point.  A  new  system  was  therefore  observed  by  simple  azi- 
muth from  a  base  of  1574°*  measured  with  chain  on  the  bar  opposite  Bolivar,  for  the 
purpose  of  locating  range  signals  and  caving  banks.  These  points  are  shown  on  the  map 
m  capitals,  while  the  old  ones  are  in  italios.  They  are  marked  on  the  ground  by  nail 
in  stake,  with  tripod  and  target  pole  plumbed  over  it— tripods  being  10  to  15  feet  high, 
and  well  set  in  ground.  GeneraUy,  trees  are  blazed  and  marked  ^,  in  the  immediate 
vicinity. 

Banges  for  sounding  were  placed  at  right  angles  to  trend  of  river  and  about  five  hundred 
meters  apart,  beginning  with  No.  1  at  Cork's  Point,  and  ending  with  No.  73,  below  ele- 
vator at  Arkansas  City.  These  ranges  were  permanently  marked  by  a  stake  with  nail 
in  top  on  each  bank,  as  far  back  as  seemed  economiod,  projecting  from  6  inches  to 

3  feet  above  ground,  blazed  and  mark  in  red  chalk,  thus:  ^  y  letter  L  or  R  being  used. 


as  the  stake  was  on  left  or  ri^t  bank.  (In  some  cases  these  marks  were  left  on  the 
£ioe  of  a  tree,  instead  of  driving  stakes. )  Trees  were  blazed  and  marked  in  the  vicinity 
to  show  location  of  permanent  mark,  and  sketches  preserved  for  future  reference.  The 
xaoges  wero  marked  for  sounding  by  a  square  white-back  target  near  stake  on  each 
bank,  and  a  front  taiget  of  colored  flags,  to  designate  numbers  of  ranges,  thus: 

1,  6,  11,  &c.:  1  white;  2,  7,  12:  white  over  red;  3, 8,  13:  2  white;  4,  9,  14:  red  over 
white;  5,  10,  15:  white  over  black. 

These  wero  located  by  azimuths  from  the  new  triangulation  points. 

Soundings  wero  taken  from  a  skiff  with  sixteen-pound  lead,  and  three-eighths  inch 
cotton  line  marked  in  feet,  and  tested  each  day.  They  were  located  by  onesextantangle 
on  range.  About  every  3  miles  a  water  surface  was  taken  frt>m  the  Mississippi  River 
Commission  bench-marks,  which,  when  the  height  of  0  on  Arkansas  City  gauge  is  known, 
will  give  ^ope  at  time  and  stage  when  taken.  The  soundings,  however,  were  reduced  to 
a  stage  of  0  on  Arkansas  City  gauge,  thus  giving  minus  depths,  or  heights  of  bar  above 
that  stage,  shown  in  red  figures  on  map.  After  this  reduction,  according  to  your  instruc- 
tions of  January  11,  water  lines  were  drawn  for  each  5  feet  change  of  depth  ( —  or  -f-), 
those  at  and  above  10  feet  depth  at  low  water  being  shown  in  red,  the  remainder  in  blue, 
with  distinguishing  marks  seen  by  reference  to  map. 

Under  your  instructions,  no  attention  was  paid  to  topography  other  than  to  locate 
hank  Imes  where  changed  since  last  survey.  This  was  done  by  sketches  between  located 
signals,  otherwise  topography  was  transferred  from  tracings  sent  from  Mississippi  River 
Commission  office,  which  in  themselves  are  rather  unreliable  from  continual  use. 

The  work  was  plotted  to  a  scale  of  -nrivr  ^^  ^^  projections  on  manila  paper,  one 
covering  the  bend  from  Cork's  Point  to  Kentucky  Landing,  about  6  miles,  the  other 
fh>m  this  landing  to  Arkansas  City,  22  miles,  the  sheets  joining  on  the  meridian  91®  07 ^ 
and  boti)  being  north  and  south  with  {taper.    The  azimuth  system  was  calculated  for 
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plane  triangles  from  the  known  sides  at  lower  portion  of  work  to  check  on  measnied 
Dase  at  Bolivar.  These  points  were  then  plotted  on  protractor  sheets  and  tranaferFed  to 
the  projection  already  made  of  old  points,  and  fitted  at  upper  end  by  bench-marks  located 
for  the  purpose. 

The  map  work  was  done  by  Messrs.  Amelung  and  Ritchie  in  conjunction.  The  placing 
and  location  of  triangulation  points  and  ranges  was  done  by  Mr.  Amelung,  the  sonndingi 
by  Mr.  Ritchie,  and  the  levels  by  Mr.  Pattison,  who  also  acted  as  recorder  for  the  other 
gentlemen.  To  their  exertions  is  principally  due  the  completion  of  the  survey  hefors 
the  rise  of  river,  which  began  the  day  after  tJ^e  work  dosed. 

The  quarter-boat,  in  tow  of  the  launch  Nellie,  returned  to  Wilson's  Point  and  is- 
ported  to  Mr.  Hider  for  duty  on  the  30th. 

RespectftQly  submitted. 

Wm.  T.  Bluht, 
Omted  SUOes  AMitkuU  EiHfiii^' 

Capt  W.  L.  Mabshall, 

Corps  of  Engineersy  U,  8,  A. 


APPENDIX  M. 

SBPOBT  OF  MAJOB  AMOS  9TI0KKEY,  OOBFS  OF  SNOINKEBS,  T7PON  OPBBATIONS  IN  THB 

FOUBTH  DIBTBIOT. 

Unttsd  States  Enqinxeb  Officb, 

No.  3  South  Rampabt  Stbeet, 
New  Orieansy  La.,  November  20, 1883. 
Sib:  I  have  the  honor  to  report  as  follows  on  the  several  works  in  my  cfaaige  onder 
fhe  supervision  of  the  commission,  ftom  December  1,  1882,  to  October  31,  1883. 

XjEVEES. 

Since  December  1, 1882,  work  on  levees  has  continued  with  some  interruption  by  hig)i 
water  in  the  Mississippi,  which  in  some  cases  caused  a  total  suspension  of  work  and  ne-  ' 
oessitated  the  extension  of  the  time  for  completion  of  all  unfinished  levees.  PrpgresB  hai 
been  much  slower  than  was  anticipated  when  contracts  were  made.  This  was  due  to  a 
scarcity  of  labor  last  season,  and  unusual  amount  of  malarial  fevers  this  season,  and  the 
bad  management  of  contractors.  Repeated  notices  have  been  sent  to  the  different  con- 
tractors whose  work  progressed  slowly  with  small  forces  to  increase  the  number  of  labor- 
ers employed,  but  these  notices  seem  to  have  had  no  effect  Up  to  date  six  levees  have 
been  completed  and  accepted,  leaving  five  more  unfinished.  Two  of  these  will  probably 
be  completed  by  the  end  of  the  year,  and  the  others,  it  is  hoped,  before  the  floods.  There 
Is  prosj^ct  with  the  approach  of  cool  weather  of  the  contractors  largely  increasing  tfadr 
foroes  and  making  better  progress. 

SUBVXY  of  UNLEVSED  FBONT. 

Detached  surveys  have  been  made  at  several  localities  along  the  line  of  levees  in  this 
district,  but  no  provision  has  been  made  yet  for  construction  of  the  levees.  Portions  of 
the  lines  staked  off  have  not  been  connected,  and  others  have  proved  to  be  too  dose  to 
the  river.  With  a  view  of  connecting  the  line  of  levees  to  make  them  continuous,  and  to 
establish  lines  not  yet  surveyed,  parties  are  now  being  organized.  The  following  report 
of  Mr.  H.  S.  Douglas,  assistant  engineer  in  general  charge  of  levees,  gives  the  details: 

New  Oblbans,  La.,  November  5, 1883. 
Sib:  I  have  the  honor  to  submit  the  foUowing  report  on  the  "  construction  and  repair 
<tf  levees,  fourth  district^''  from  December  1, 1^  to  October  31, 1883,  giving  each  levee 
in  detail: 

TENSAS  FBONT. 

From  Oastleman's  to  Back  Ridge,  near  Point  Pleasant.  Total  length  of  embankmeati 
9,818  feet  Computed  contente,  65,661.71  cubic  yards.  Slopes,  2  and  3  to  1.  Crown, 
firom  6  to  8  feet.  On  December  1  the  contractor  was  at  work  with  a  small  force,  beiqg 
under  the  impression  that  his  work  would  not  exceed  30,000  cubic  yards;  but  on  Decem- 
ber 2  he  was  notified  that  his  work  would  be  increased,  and  he  was  directed  to  employ 
additional  labor.  This  he  failed  to  do,  and,  although  an  embankment  sufficient  to  resist 
the  water  was  constructed,  the  levee  was  not  completed  before  the  rising  river  came 
against  it.  Work  was  resumed  on  the  subsidence  of  high  water,  and  the  levee  was  com* 
jliBted  and  accepted  August  6^  1883. 
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BHIPP'8  BAYOU  TO  HABD  TIMB8. 

Length  of  embankment,  9,727  feet.  Original  estimate,  about  183,000  cable  yaidg. 
Compnted  contents,  liable  to  increase,  129, 613  cubic  yards.  Slopes,  3  and  2  to  1.  Crown, 
from  5  to  12  feet.  Length  of  protection  levee,  1,044  feet.  Computed  contents,  10,095.33 
cubic  yards.  Slopes,  4  and  2  to  1.  Crown,  4  feet  Grade  at  up-stream  end  of  main 
levee,  90.895 ;  gn^de  at  down-stream  end  of  main  levee,  90.695. 

The  force  engaged  on  this  levee  was  inadequate,  and  in  consequence  of  t>he  backward 
condition  of  the  main  embankment  it  was  found  necessary,  February  7,  1883,  to  order 
the  construction  of  a  protection  levee,  which,  on  account  of  the  water  coming  at  once 
against  the  fresh  earth,  was  very  difficult  to  maintain.  However,  it  was  held,  but  the 
caving  of  the  river  bank  at  a  point  above  the  main  line  caused  an  extensive  crevasse  in 
the  old  levee,  and  the  water  rushing  into  the  bed  of  Lake  Saint  Joseph,  which  the  main 
new  levee  crosses,  caused  a  break  in  it.  The  ground  to  be  occupied  by  iJie  levee  was 
flooded,  and  after  the  ends  of  the  new  work  had  been  protected  to  prevent  further  caving, 
work  was  suspended,  April  17,  1883,  to  await  a  dedine  in  the  river.  The  contractor 
recommenced  work  September  13,  1883,  and  expects  to  complete  the  line  by  Decem- 
ber 15. 

HABDSGBABBLB  AND  BONDUBANT. 

Length  of  embankment,  33,529  feet.  Original  estimate,  about  330,000  cubic  yards. 
Computed  contents,  337,702.85  cubic  yards.  Slopes,  3  and  2  to  1.  Crown,  from  6  to  10 
feet.     Grade  at  up-stream  end,  87.771;  grade  at  down-stream  end,  86.871. 

The  annulment  of  the  original  contract  was  recommended  for  lack  of  due  diligence  on 
the  part  of  the  contractor.  The  annulment  was  approved  December  2,  1882,  and  au- 
thority given  to  advertise  for  new  bids  by  circular  letter.  Proposals  were  called  for  to 
be  opened  December  4.  The  bid  of  P.  J.  Kennedy  was  considered  l^e  most  favorablCL 
and  award  recommended  to  him,  which  award  was  approved  December  6,  1882,  ana 
work  commenced  by  the  contractor  December  8.  About  one-third  of  this  levee  is  located 
in  an  open  field,  in  light,  sandy  land;  the  balance  in  a  dense  swamp,  with  buck-shot  soil. 
The  drainage  of  this  swamp  is  poor;  and  although  embankment  construction  proceeded 
rapidly  in  the  open  field,  the  unfavorable  weather  and  lack  of  labor  made  the  swamp- 
work  proceed  slowly.  On  February  24, 1883,  the  river  flowed  over  its  banks  and  through 
the  swamp,  flooding  the  levee- way  and  contractor's  camps,  causing  a  stoppage  of  the  work 
on  that  portion  of  the  levee.  It  was  considered  impracticable  to  build  a  protection  levee. 
Work  with  a  small  force  has  continued  with  but  a  slight  intermission  on  the  open-field 
portion  of  the  levee,  and  during  the  last  month  has  been  resumed  in  the  swamps. 

.      KEHPB  BBEAES  AND  BZTBNSION. 

Length  of  embankment,  17,222  feet.  Original  estimate,  about  340,000  cubic  yards. 
Computed  contents,  305,110.79  cubic  yards.  Slopes:  breaks,  3  and  2  to  1;  extension,  3 
and  3  to  1.  Crown:  breaks  6  to  8  feet;  extension,  8  feet.  LengUi  of  protection  levee^ 
1,862  feet.  Lack  of  an  adequate  force  delayed  the  completion  of  this  levee,  and  the 
oonstmction  of  a  protection  levee  was  ordered. 

It  was  completed  February  20,  but  it  afterwards  showed  signs  of  being  weak,  and  wm 
raised  and  strengthened.  Work  on  the  main  line  of  embankment  was  suspended  March 
17,  as  the  back-water  encroached  on  the  levee-way  and  flooded  the  contractor'8  camps. 
Embankment  construction  was  resumed  September  11,  and  is  now  in  progress.  It  has 
been  found  necessary  to  change  the  line  of  the  Kempe  extension,  as  tiie  river  bank  above 
the  original  point  of  junction  with  the  old  levee  was  caving  rapidly.  The  new  line  joins 
the^old  levee  at  a  point  above  any  probable  caving.  The  present  allotment  not  being 
sufficient  to  complete  the  new  line,  the  State  of  Louisiana  has  undertaken  to  buHd  that 
portion  not  constructed  by  the  General  Government. 

LAKE  COKOOBDIA  BBEAKS. 

Length  of  embankment,  92,460.5  feet.  Original  estimate,  about  301,000  cubic  yards. 
Computed  contents,  202,724.99  cubic  yards.  Slopes,  3  and  2  to  1.  Crown,  from  4  to  13 
feet  Grade  at  up-stream  end,  74.195.  Grade  at  down-stream  end,  74.136.  Work  on 
this  long  line  of  light  embankment  was  not  interrupted  by  high  Mater,  and  proceeded 
rapidly,  labor  being  plentiful.  The  levee  was  finally  completed  and  accepted  June  IL 
1883. 

FBOM  GBBEN'S  TO  FAIBYIEW. 

Length  of  embankment,  55,410  feet.  Original  estimate,  about  373,000  cubic  yards. 
Computed  contents,  385,714.22  cubic  yards.  Slopes,  3  and  2  to  1.  Crown,  4  to  8  feet. 
Grade  of  up-stream  end,  68.915.  Grade  of  down-stream  end,  67.288.  Work  was  pushed 
rapidly,  but  the  contractors  were  unable  to  obtain  sufficient  force  to  complete  the  levee 
before  high  water.  A  light  protection  levee  was  thrown  up  along  the  river  front  of  the^ 
Glasscock  swamp,  through  which  the  main  levee  line  passes,  but  on  February  20  this 
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gave  away  and  the  Tiver  poured  throngh  an  nnflnished  gap  of  2,600  feet  in  the  levee, 
stopping  fnrtber  work  in  the  swamp  until  the  subsidence  of  the  water.  Embankment 
construction  has,  however,  continued  on  the  upper  and  lower  ends  of  the  levee,  and  the 
levee  is  nearly  completed,  except  the  gap  of  2,600  feet  before  mentioned,  on  which  the 
contractors  are  now  working. 

▲TCHAFALAYA  FBONT  (ATOHAFALAYA  BIVEB  TO  VED  BIVEB  LANDING). 

Length  of  embankment,  20,708  feet.  Original  estimate,  about  122,000  cubic  yards. 
Slopes,  3  and  2  to  1.  Crown,  from  4  to  8  feet;  Grade  at  Atcha&laya  end,  61.448;  gradeal 
Red  River  Landing  end,  69.168.  The  annulment  of  the  original  contract  was  recom- 
mended for  lack  of  due  diligence  on  the  part  of  the  contractor,  which  recommendatioii 
was  approved  December  2,  1882,  authori^  being  given  to  advertise  for  new  bids  by  cir- 
cular letter.  New  proposals  were  accordingly  csdled  for,  to  be  opened  December  4.  Mr. 
C.  L.  Hardeman  was  l^e  lowest  bidder,  and  award  of  contract  to  him  was  recommended, 
and  approved  December  6.  Work  was  commenced  December  8,  1882,  and  would  have 
been  completed  but  for  mismanagement  on  the  part  of  the  contractor.  However,  an 
embankment  sufficient  to  resist  the  high  water  vras  constructed,  and  the  work  was  in- 
spected and  found  short.  Contractor  was  notified  to  fill  out  the  shortages,  and  he  reported 
ttie  work  completed  June  26,  1883.  It  was  inspected,  and  still  found  short  The  oonr 
tractor  refdsed  to  do  any  further  work,  but  has  since  conchided  that  he  would,  and  is 
now  engaged  in  completing  the  levee. 

HOO  POINT  TO  BAC00X7BGI  (OLD  BIVEB). 

Length  of  embankment,  16,460  feet.  Original  estimate,  about  74,000  cubic  yaida 
Computed  contents,  65,046.19  cubic  yards.  Slopes,  3  and  2  to  1.  Crown,  from  4  to  8 
feet.  Grade  at  up-stream  end,  69.003.  Grade  at  down-stream  end,  58.103.  Work  pro- 
ceeded without  incident  until  date  of  completion  and  acceptance,  March. 27,  1883. 

BACCOUBGI  CBBVASSBS. 

Length  of  embankment,  5,668  feet.  Original  estimate,  about  84,000  cubic  yaida 
Computed  contents,  71,221.77  cubic  yards.  Slopes,  3  and  2  to  1.  Crown,  8  feet.  Grade 
throughout,  66,026.  Embankment  construction  at  first  proceeded  rapidly,  and  it  was 
reported  completed  March  12,  1683,  but  upon  inspection  was  found  short.  Contractor 
was  notified  to  fill  out  the  shortages,  but  it  was  not  until  July  28, 1883,  that  the  work  wai 
finally  completed  and  accepted. 

8TEWABT*8  CBEVASSB. 

Length  of  embankment,  1,674  feet.  Original  estimate,  about^,OOOcubicyaTds.  Com- 
puted contents,  9,176.65  cubic  yards.  Slopes,  3  and  2  to  1.  Crown,  6  feet.  Grade  at 
up-stream  end,  52.411.  Grade  at  down-stream  end,  52.311.  Work  was  not  commenced 
by  the  contractor  until  December  18, 1882,  and  the  force  employed  was  so  small  that  the 
levee  was  not  completed  until  March  20,  1883.  It  was  inspected  and  received  April  13» 
1883. 

POINT  COUPEE  CBEVASSB. 

Lengthofembankment,5,762.5feet.  Original  estimate,  about  120, OOOcubic yards.  Oom- 
puted  contents,  110, 947.01  cubic  yards.  Slopes,  3and3tol.  Crown,  8feet.  Grade  throngh- 
ont,  60, 815.  Owing  to  the  neglect  of  the  contractor  to  put  a  sufficient  force  on  this  work, 
it  was  in  a  very  precarious  condition  about  February  1.  The  river  was  rising  rapidly 
and  threatened  to  pour  through  the  unfinished  levee.  The  employment  of  convict  labor 
was  authorized,  and  a  large  force  put  to  work.  The  base  of  the  levee  was  pat  in,  and 
the  balance  of  the  embankment  bmlt  up  with  earth  from  the  land  side  to  keep  ahead  of 
the  rapidly  rising  river,  which  came  against  the  unfinished  levee  February  20.  A  oe^ 
tain  portion  of  the  levee  kept  sinking  or  settling.  This  was  where  the  line  crossed  an 
old  lake-bed  or  slough.  It  being  difficult,  if  not  impossible,  to  measure  the  amount  of 
earth  in  this  xwrtion,  a  modification  of  the  original  contract,  so  far  as  this  part  of  the 
levee  was  concerned,  was  recommended,  and  approved  April  25,  1883.  The  levee  was 
inspected  and  received  May  31 ,  1883.  The  principal  causes  of  the  non-completion  of  work 
have  been: 

First,  The  lateness  of  the  season  when  work  was  commenced,  and  the  early  and  sad- 
den rise  in  the  Mississippi  River. 

Second,  The  difficulty  in  obtaining  and  holding  labor.  The  large  amount  of  railroad 
work  going  on  throughout  the  country,  in  addition  to  the  levee  work,  insured  employ- 
ment to  every  able-bodied  man  who  desii-ed  it,  and  as  a  consequence  labor  was  very  un- 
reliable, going  from  levee  to  levee  without  apparent  cause.  I  have  reason  to  belief'  that 
upwards  of  6,000  men  were  brought  to  the  various  levees,  and  at  no  time  were  more  than 
half  that  number  actually  employed.  The  contractors  were  notified  from  time  to  time 
to  increase  their  forces,  but  these  notifications  seemed  to  have  but  little,  if  any,  eSocL 
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Third.  Bat  few  of  the  contractors  peisonaUy  superintended  their  work,  preferring  to 
trust  to  employee,  who  were  in  many  cases  inefficient,  and  had  no  disposition  to  pnab 
the  work  to  completion. 

The  principles  generally  ohserved  in  establishing  the  grades,  cro'^n,  and  slopes  of  the 
levees  in  the  district  have  been  to  build  them  at  least  as  high  as  the  old  levees  which 
they  join.  The  grades  given  in  this  report  are  from  the  bench  marks  of  the  Commis- 
flion  referred  to  a  plane  190.84  feet  below  the  zero  of  the  United  States  Engineers'  gauge 
at  Memphis,  Tenn.  The  slopes  have  been  governed  by  the  amount  of  money  allotted. 
Only  two  of  the  levees  have  been  built  with  3  and  3  to  1  slopes;  the  remaining  nine  have 
3  and  2  to  1  slopes.  In  most  cases  an  endeavor  has  been  made  to  mi^e  the  crown  equal 
to  the  height  to  the  nearest  foot  where  the  height  was  greater  than  4  feet.  Where  a  line 
of  light  embankment  crossed  a  slough  or  bayon  the  crown  of  the  levee  was  increased,  or 
a  banquette,  so  termed,  built  on  the  land  side,  to  within  the  width  of  the  crown  of  the 
top  of  the  levee.  Lerees  with  3  and  3  to  1  slopes  were  built  vrith  a  uniform  crown  of  8 
feet. 

In  future  it  is  not  thought  advisable  to  build  levees  where  the  fill  is  more  than  6  feet 
with  less  than  3  to  1  slopes,  especially  in  swampy  localities.  Flumes,  culverts,  and  other 
openings  through  the  embankments  have  not  been  permitted  in  any  case,  and  should 
not  be.  Measures  should  be  taken  to  prevent  the  levees  being  used  as  roads,  or  else  they 
«hould  be  built  considerably  higher  than  would  otherwise  be  necessarr,  to  allow  for  the 
wearing  down  caused  by  traffic.  A  portion  of  the  levees  designated  aa,  ^'  firom  Castleman's 
to  Buck  Ridge, ''  in  the  advertisement  for  proposals,  was  surveyed  and  staked  o£f,  but  was 
not  built  for  lack  of  funds.  It  is  probable  that  the  high  water  of  1883  may  have  oblit- 
erated some  of  the  line  and  caused  the  banks  of  the  river  to  cave  so  as  to  render  a  change 
of  line  advisable  at  certain  points.  A  resurvey  will  be  necessary  between  Castleman's 
and  New  Carthage  to  determine  these  &ct8.  TheBougi^re  Crevasse  v^as  also  staked  off, 
but  the  aseistaiit  engineer  who  made  the  survey  states  that  the  lineisprobablv  too  dose 
to  the  river,  and  it  ^ould  be  changed.  From  Fairview,  the  lower  end  of  the  *  ^Greens  to 
Fairview  "  levee  to  the  mouth  of  Red  River,  in  which  is  included  the  Bougie  Crevasse, 
ia  unleveed  except  isolated  pieces  on  the  high  lands.  The  distance  by  river  is  54  miles, 
and  a  survey  of  thia  stretch  will  be  necessary  before  work  is  under^en.  The  above 
surveys  and  the  works  based  upon  them  will  make  the  line  of  levees  continuous  on  the 
right  bank  of  the  river  throughout  the  district  to  the  forts.  I  have  heen  assisted  in  the 
field-work  by  three  assistant  engineers  acting  as  inspectors,  and  thirteen  sub-inspectors. 
This  force  has  been  reduced  from  time  to  time  as  the  levees  were  completed  or  put  in 
such  a  condition  as  to  no  longer  require  dose  supervision. 

SufMnary. 


Levees. 


^1 

p 


I 

Is 

I' 


From  Oastleman^s  to  Back  Ridge,  near  Point 
Pleasant 

Sbipps*  Bayou  to  Hard  Times,  including  protec- 
tion ievee~» — 

Hardscrabble  and  Bondurant. 

Xempe  Breaks  and  eztension,  including  protec- 
tion levee .• ~ 

Lake  Concordia  Breaks 

From  Green's  to  Fairview , 

Atchafalaya  River  to  Red  River  Landing... , 

Hog  Point  to  Raocourci  (Old  River) 

Raocourci  Crevasses 

Stewart's  Crevasse 

Pointe  Coup6e  Crevasse 


9,818.0 

10,771.0 
83,629.0 

19,064.0 
92,460.6 
66,410.0 
20,708.0 
16,460.0 
6,668.0 
1,674.0 
6,762.6 


9,818.0 

6,669.0 
16,663.0 

18,862.0 
92,460.6 
62,801.0 
20,708.0 
16,460.0 
6,668.0 
1,674.0 
6,762.6 


CktbieyardB. 

66,661.71 

189,708.89 
887,702.86 

805,110.79 
202,724.99 
886,714.22 
70,377.57 
65,946.19 
71,221.77 
9,179.66 
110,947.01 


Oift.yd*. 

65,66L71 

76,416i86 
106,888.45 

172,476.09 
202,724.99 
818,884.46 
69,028.47 
66,946.19 
71,221.77 
9,175.66 
110,947.01 


271,846.0 


241,536.0 


1,764,29L04 


1,297,866.01 
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UNLEVESD  FB0KT8. 


• 

Estimated 
length. 

Kntilmati^ 

f 

60,000 
28,400 
88.600 

41O,00» 

Bongl^re 

6871606 

lllaok  Hawk  to  Bed  lUver ^ ~- 

Timber  felled  on  all  levee  lines,  260  acres. 
Total  length  of  levees  under  contract,  61  miles,  2,065  feet. 
Length  constmcted  to  October  31,  45  miles,  3,936  feet. 
Remaining  to  build,  5  miles,  3,409  feet. 

Feet. 

Total  contents  of  levees  as  computed 1,764,291.04 

In  embankment  October  31 1,257,366.01 

Remaining  to  place  in  embankment 506,925.0^ 

Very  respectfully,  your  obedient  servant, 

H.  S.  Douglas, 
Assistant  Eiigineer, 
ICfQ.  Amos  Stickksy, 

Corps  of  Engineers,  U,  8,  A, 

DfPBOVINO  MISSISSIPPI  SIVEB  AT  NATCHEZ  AND  YIDALIA. 

No  work  has  been  done  since  the  transfer  of  this  work  to  me  by  Gapt^  A.  M.  Miller^ 
Corps  of  Engineers,  U.  S.  A.  It  had  been  my  expectation  to  have  an  examination  made 
of  this  locality  during  low  water,  for  the  purpose  of  preparing  a  project  for  work,  but  the 
unusual  sickliness  of  the  season  has  so  crippled  my  force  of  assistants  that  nothing  has 
been  done.  The  old  survey  shows  the  principal  features  of  the  locality,  and  I  exp«^  to 
base  a  project  upon  that  survey.  A  recent  general  view  of  the  banks  obtained  in  pass- 
ing on  a  steamer  shows  that  the  caving  of  the  banks  continues  as  b^re,  but  (mly  to  a 
small  extent  in  Giles  Bend,  the  worst  caving  being  in  Marengo  Bend  and  down  toward 
Waverly  Point.  The  dan^  to  Natchez  Hiurbor  is  not  immediate;  but  works  for  bank 
protection  will  be  required  to  prevent  the  working  down  of  the  bend  above  Natchee. 

IMPBOYING  MOUTH  OF  BBD  BIYXB. 

At  the  date  of  my  last  annual  report  to  the  Gommiasion  work  in  old  river  and  at  the 
mouth  of  Red  River  was  suspended,  as  high  water  made  it  no  longer  neoessaiy  for  navi- 
gation. 

In  letter  of  Augost  17, 1883,  to  the  president  of  the  Commission,  I  recommended  t» 
the  Commission  t£at,  if  neceasaiy  to  keep  open  navigation  during  low  water,  tiie  same 
means  be  employed  as  heretofore,  that  is,  by  moving  a  stem-wheel  steamboat  attached  to 
two  tugs  backward  and  forward  over  the  shoal  pUices  to  stir  up  the  mud,  so  that  the  cur- 
rent might  cut  a  channel,  and  to  use  a  dredge-boat  for  cutting  a  channel  through  thebsi 
at  the  mouth  of  old  river.  This  having  been  approved  by  the  Commiaaion,  steps  weie 
taken  August  25, 1883,  to  procure  the  necessary  plant 

This  plant  should  have  been  at  work  by  September  3,  1883,  but  on  account  of 
breakage  of  machinery  of  one  of  the  tugs  after  starting  from  New  Orleans,  and  the  sink- 
ing of  the  barge  containing  the  supply  of  coal,  actual  operations  were  not  commenced 
till  September  7.  At  this  time  there  was  9  feet  of  water  on  the  outer  bar  and  5 
feet  through  what  is  known  as  the ' '  gut ''  in  Old  River,  and  it  was  thought  that  a  chaimel 
oould  be  maintained;  but  the  water  continued  to  &11  with  great  rapidity,  and  the  banks, 
from  800  to  1,000  feet,  through  the  gut,  slid  in,  almost  completely  closing  the  water-way 
and  shutting  off  the  flow.  The  consequence  of  this  was  an  immediate  draining  of  Lower 
Old  River  into  the  Atchafalaya  from  a  point  about  a  mile  above  the  foot  of  Tumbull's 
Island,  leaving  the  boats  hard  aground,  two  of  them  having  scarcely  any  water  aiouad 
them. 

I  visited  the  locality  October  11,  and  fbund  at  one  place  a  width  of  about  3  feet,  with 
leas  than  1  foot  depth,  which  was  all  that  remained  of  the  river.    This  sliding  in  of  the 
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banks  has  oocurred  at  each  low-water  season  for  a  number  of  years,  but  never  before 
to  the  extent  of  this  year. 

Some  harsh  comments  have  been  made,  as  in  previous  years,  with  regard  to  the  failure 
of  the  plant  to  keep  a  navigable  channel,  but  snch  comments  most  certainly  have  ema- 
nated from  persons  much  interested  in  keeping  navigation  open,  but  ignorant  of  the 
cause,  or  extent  of  the  cause,  which  operated  to  close  the  channel.  It  has  never  beeo 
claimed  that  the  plant  used  could  do  anything  more  than  help  the  current  in  deepening 
the  shoal  places,  when  the  water  was  low  enough  for  the  action  of  the  tug  whee(ls  to  be 
felt  on  the  bottom  and  the  volume  of  water  and  current  strong  enou^  to  carry  off 
the  material  stirred  up.  The  dams  formed  by  the  sliding  in  of  hundreds  of  feet  of 
the  river  banks  not  only  cut  off  the  necessary  water  to  float  the  boats,  but  stopped  the 
current  necessary  to  carry  away  any  material  that  might  have  been  stirred  up. 
This  peculiar  sliding  in  of  the  banks  in  this  locality  has,  I  believe,  never  been  satis&o- 
torily  explained.  Upon  my  recent  visit  I  made  a  special  investigation  of  the  matter^ 
and  I  believe  I  have  discovered  the  cause  of  the  instability  of  the  banks  to  be  the  presence 
of  water  back  of  the  banks,  whose  surface  is  at  a  considerable  elevation  above  the  river. 
When  the  river  falls  rapidly  this  back  water,  acting  under  a  considerable  head,  forces  its 
way  under  the  banks,  converting  the  lower  strata  into  a  semi-liquid  material  which 
will  not  stand  under  a  slope  of  1  in  20,  or  even  flatter.  I  believe  there  was  not  a 
tingle  instance  of  sliding  bank  behind  which  I  did  not  find  either  standing  water  or 
pools  where  water  had  recently  been.  The  natural  drains  for  this  back  water  are  each 
year  more  and  more  obstructed  by  the  deposit  of  sediment  from  overflows,  the  obstruc- 
tion increasing  more  rapidly  near  the  river  banks.  As  a  result  of  this  the  pond  water 
is  held  at  a  higher  level,  and  when  the  river  is  low  forces  its  way  through  the  soil  under 
greater  head. 

The  steamboat  and  tugs  commenced  work  September  7,  and  were  compelled  to  stop 
September  25.  They  resumed  work  on  October  17,  and  on  November  10  were  ordered 
to  return  to  New  Orleans,  there  being  a  navigable  channel  8  feet  deep  through  Old 
River.  The  dredge  commenced  work  on  the  outer  bar  September  8,  and  worked  con- 
tinuously until  October  22,  when  she  was  moved  up  to  the  gut.  On  the  10th  of  No- 
vember she  was  laid  off.  I  am  at  present  engaged  upon  a  plan  for  the  permanent  im- 
provement of  this  locality,  which  I  hope  to  present  to  the  Commission  in  a  short  time. 
In  December,  1882,  an  assistant  engineer  was  sent  to  make  some  surveys  of  Old  River 
in  order  to  obtain  data  for  estimates  and  project  for  placing  a  sill  across  old  river,  wil^ 
a  levee  across  the  valley  to  check  the  enlargement  of  the  passage  into  the  Atchaialaya 
River.  This  was  completed  early  in  FebruiEury,  and  estimates  were  submitted  to  the 
Commission  March  20,  1^83.  The  Commission  decided  to  postpone  action  on  this. 
Upon  my  recommendation  Tor  a  resurvey  of  the  old  river,  which  was  approved  by  the 
Commission,  a  pariy  was  started  from  New  Orleans,  June  5,  and  work  commenced  a  few 
days  afterwards,  but  sickness  and  unfavorable  weather  at  times  almost  suspended  opera- 
tions. The  survey  is  still  in  progress,  and  it  is  hoped  that  the  present  cool  weather  wiU 
enable  the  party  to  complete  it  soon.  The  following  report  of  the  assistant  engineer  in 
ehaige  gives  the  details: 

Red  Riyeb  Landing,  October  31,  1883. 

Majob:  I  have  the  honor  to  report  to  you  the  amount  of  work  accomplished  on  the 
a  rvey  of  the  mouth  of  Red  River  and  vicinity  since  the  7th  of  June,  when  I  arrived 
sere  with  a  portion  of  my  party,  which  was  not  complete  tmtil  the  arrival  of  the  steam- 
haonch  on  the  22d  of  June,  llie  survey  of  the  Mississippi,  including  both  banks,  is  flib- 
Ished  from  below  Red  River  lAnding  to  Carr's  Point,  by  means  of  a  ahoie  line  on  the 
Iright  bank  and  distances  carefully  measured  to  the  top  of  the  bank,  so  as  to  show  the 
erosion  accurately,  and  a  note  of  the  stage  of  water  and  its  line  at  the  edge.  The  oppo- 
site bank  is  located  by  a  series  of  angles  taken  on  flag  stotions  placed  on  all  points  and 
inlets,  so  as  to  define  the  line  of  the  top  of  the  bank  correctly.  The  sides  of  triangula- 
tioD  on  the  right  bank  forming  the  bases  are  never  less  than  half  a  mile  in  length,  and 
ft  primary  base  has  been  carefhlly  measured  and  checked  with  a  steel-tape  measure. 
Observations  of  the  true  meridian  have  been  taken  on  this  base  line.  A  traverse  line 
with  the  immediate  topography  has  been  run  on  the  levee  from  half  a  mile  below 
Red  River  Landing  to  section  No.  12,  on  AtchafiUaya  River.  Cross-sections  Nos.  2,  4, 
6,  10,  and  12  of  the  Atchafalayahave  been  relocated,  sounded,  plotted,  and  sent  into  the 
office.  Likewise  in  the  lower  old  river,  cross-sections  F,  G,  I,  Z,  X,  also  D,  Y,  and 
H,  in  the  mouth,  near  the  Mississippi.  These  sections  require  to  be  extended  back  on 
the  high  ground  on  the  right  of  the  Atchafalaya,  and  on  the  TurnbuU  Island  side  of 
Lower  Old  River,  now  that  the  water  is  low  enough  to  make  it  practicable  to  do  so.  Eight 
cross-sections  have  been  taken  on  the  upper  old  river  at  right  angles  to  the  bed  of  the 
river,  and  extending  across  aU  the  chutes  to  the  high  ground  on  either  side,  and  tho 
notes  with  approximate  location  on  the  map  of  1879  have  been  sent  to  the  office.  A  sec- 
tion and  the  low-water  discharge  of  Red  River  have  been  taken  1,000  feet  above  the 
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head  of  Tnmbtill's  Island,  plotted,  and  sent  in.  The  time  of  observation  was  most  &Tor- 
able;  if  we  had  not  had  sach  difficulty  in  getting  to  the  Point,  the  section  would  have 
been  extended  farther,  and  the  observation  made  more  elaborately.  The  sor&ce  fiUi  to 
Barbre's  at  the  time  of  observation  will  be  forwarded  to  yon  with  the  notes  of  croB»- 
section  No.  VIII  of  Upper  Old  River.  The  shore  line  on  Lower  Old  River  has  been  nm 
Section  L  near  Ash  Cabin,  connecting  and  locating  the  cross-sections.  The  instrumental 
work,  measuring,  sounding,  relocating,  and  referencing  o£f  on  the  cross-sections  has  been 
done  in  a  careful  and  accurate  manner.  The  levels  check  most  satisfactorily  with  those 
of  Mr.  Reese  in  1880.  The  direction  and  approximate  velocity  of  the  current  in  Old 
River  has  been  daily  observed  and  the  report  for  the  last  ten  days  is  inclosed,  also  a  sick 
list  for  each  month,  taken  from  a  rough  record  of  each  day's  work. 

There  are  many  odd  days  and  ludf  days  where  men  were  o£f  duty  that  I  took  no  note 
of,  and  the  amount  of  days  lost  by  sickness  fails  to  express  how  the  general  ill-health 
of  the  party  has  retarded  the  survey,  and  the  enervation  of  the  whole  party  caused  by 
the  sickliness  of  the  season.  The  deaths  of  the  old  inhabitants  in  this  locality  have  been 
lemarkably  numerous.  The  sickness  of  two  members  of  my  party  has  resulted  in  death 
«oon  after  leaving  the  party.  Both  were  only  a  short  time  employed.  The  character  of 
the  malaria  is  tenacious  and  malignant.  Mr.  Struthers,  a  leveler,  who  left  August  12, 
and  went  by  sea  to  New  York,  writes  to  me  on  October  12  that  he  is  still  very  weak 
and  subject  to  fevers,  and  has  been  unable  to  do  any  work  since  he  left  here.  Mr.  Pos- 
teU,  a  rodman,  writes  from  Geoigia  to  the  same  effect.  The  organization  of  my  party  is 
continually  spoilt  by  the  changes  in  its  members.  By  comparing  the  lime  lost  by  sick- 
ness  with  the  time  on  the  pay-rolls,  a  percentage  of  time  lost  can  be  obtained. 

The  greatest  sur&ce  &11  with  running  water  between'  the  Mississippi  that  I  hav« 
knowledge  of  was  on  the  21st  of  October,  and  was  6M. 
I  am,  respectftilly,  your  obedient  servant, 

Abthub  Owen  Wilson, 

Amttant  Ihtgij^eer, 

K%|.  Amos  Stickket, 

Ofn^  of  Engineers^  U.  8.  A. 

In  aooordanoe  with  the  tesolution  of  the  Commission  of  September  14, 1882,  and  my 
project  presented  to  the  Commission  March  20, 1883,  an  assistant  engineerand  party  was 
«ent  into  the  field  in  June,  1883,  to  make  a  survey  to  obtain  more  data  for  plan  and  estl- 
matiO  of  cost  of  opening  a  navigable  route  from  the  Mississippi  River  to  the  Atcha&laya 
and  Red  River  by  way  of  Bayou  Plaquemine.  Work  was  commenced  June  13,  but  sicknesB 
and  bad  weather  madeprogress  very  slow.  The  party  becamedisorganizedon  June28,  and 
the  assistant  engineer  returned  to  New  Orleaps  sick.  Another  assistant  wassent  up,  but 
after  a  few  weeks  of  slow  work  became  sick  and  died.  The  survey  was  suspended  Sep- 
tember 11.  It  will  be  resumed  as  soon  as  practicable.  An  estimate  of  the  cost  of  tbs 
Plaquemine  route  is  being  prepared  from  the  notes  of  the  recent  survey  in  Bayou  Plaque- 
mine,  and  from  a  previous  survey  of  Grand  River  made  under  the  direction  of  thisoffioa 

STTBYEY  OF  CUBITT'S  QAP. 

A  party  was  sent  to  make  this  survey  on  January  13,  1883,  but  ovring  to  dense  iofi 
nothing  was  accomplished  beyond  making  a  few  soundings  across  the  river  and  a  f  w  in 
the  gap.  The  survey  was  suspended  and  the  party  returned  to  New  Orleans.  Ate 
the  cessation  of  fofip  the  river  waa  too  high,  being  over  its  banks,  to  permit  a  party  to 
camp  in  the  vicinity.  This  present  time  is  &vorable  for  the  survey  and  a  party  will 
probably  be  sent  to  the  locality  during  this  month.  An  additional  allotment  is  neoesBaiy 
for  this,  the  original  allotment  having  been  too  small  and  a  considerable  portion  used  in 
the  ineffectual  attempt.  Captain  Heuer,  Corps  of  Engineers,  has  kindly  offered  to  maks 
the  soundings  in  the  river,  with  the  party  constantly  engaged  at  the  jetties,  who  an 
accustomed  to  deep-vrater  soundings  and  have  a  steam-launch  at  their  disposal 

OBSERVATIONS  AT  CABBOLLTOK. 

In  order  to  carry  out  the  resolution  of  the  Commission,  allotment  for  which  was  mads 
November  19,  1882,  and  afterwards  increased  by  (1,500,  an  observation  party  was  sta- 
tioned at  Carrollton  on  January  17, 1883,  and  measurements  of  river  diseh^cge  were  com- 
menced on  January  27,  1883.  Daily  observations  were  made  when  the  weather  would 
permit  until  the  latter  part  of  July.  At  this  time  it  was  found  that  .by  using  the  por^ 
in  connection  with  the  preparatory  work  for  improvement  of  New  Orleans  Harbor  a  longer 
time  could  be  covered.    The  observations  were  therefore  reduced  to  two  per  week  m 


Digitized  by 


Google 


APPENDIX   TT — REPORT  OF  MISSISSIPPI  RIVER  COMMISSION.      2875 

oontmued  till  September  7,  when  the  allotiuent  was  exhausted.    The  report  of  Aaast^ 
ant  Engineer  W.  Q.  Price  gives  details  of  the  observations  (see  plates  n  and  III): 

Cabbollton,  La.,  November  8,  1883. 
Majob:  I  have  the  honor  to  sabmit  the  following  report  of  discharge  measurements  of 
the  Mississippi  River  at  Garrollton,  La.,  from  January  27  to  September  7,  1883,  made 
onder  your  direction.  The  party  was  organized  in  Saint  Lonis,  and  arrived  in  Carroll- 
ton  January  17.  It  consisted  of  an  assistant  engineer,  a  recorder,  an  engineer  of  launch, 
a  steersman,  and  two  boatmen.  Ten  days  were  required  to  construct  the  necessary  ap- 
paratus, and  the  first  discharge  was  measured  on  January  27.  The  discharges  were  taken 
daily,  except  Sundays,  from  January  27  to  July  21,  and  then  in  order  to  make  the  ap- 
propriation last  until  low  water  the  discharge  was  measured  only  twice  a  week.  On 
September  7,  the  appropriation  having  been  about  used  up,  the  work  was  stopped.  The 
section  used  is  known  as  the  Cambronne  section.  The  velocity  was  measured  with  the 
current  meter;  meters  A  and  B  of  my  own  construction  were  used.  The  meter  was  run 
from  a  catamaran  which  was  lashed  to- the  side  of  a  steam-laxmch,  which  was  kept  steady 
at  the  velocity  stations  by  the  pilot  and  engineer.  Range  lines  were  put  up  on  shore  for 
that  purpose.  The  soundings  and  velocity  stations  were  located  by  means  of  a  sextant 
set  at  an  angle  of  14°  2^,  and  a  stadia  base-line  of  8i^;nals  on  shore,  the  distance  being 
read  directly  from  the  base-line.  Most  of  the  soundmgs  were  taken  with  an  ordinary 
lead-line,  some  with  a  jack  chain  and  others  with  a  graduated  wire.  As  ail  these  sound- 
ings agree,  it  is  thought  the  error  from  using  a  lead-line  is  very  small.  In  taking  dis- 
cbarge the  velocity  was  measured  at  mid-depth  only  and  at  eighteen  stations.  These 
stations  were  taken  at  the  same  points  each  day  and  were  near  together  where  the  hori- 
xontal  curve  of  veloeity  was  sharp  and  farther  apart*  at  other  places.  The  mid-depth 
velocity  was  reduced  in  computing  the  discharge  by  from  3}  to  4  per  cent.,  which  quan- 
tities were  determined  from  the  vertical  curves  of  velocity.  The  method  of  partial  areas 
was  used  in  computing.  The  eighteen  velocity  stations  divided  the  section  into  nineteen 
partial  areas,  and  each  area  except  those  next  the  shore  was  multiplied  by  the  mean  of 
two  velocities.  The  apparatus  used  worked  very  nicely;  the  meters  were  rated  several 
times  during  the  work  and  always  with  the  same  result. 

VEBTIOAL  VELOCITY  CUBYXS. 

These  curves  were  measured  with  the  current-meter  at  points  from  1  to  5  feet  apart  from 
the  sur&ce  to  within  1.3  feet  of  the  bottom.  The  meter  was  run  from  ten  to  twenty 
minutes  at  mid-depth  and  two  minutes  at  each  of  the  other  points.  The  verticals  were 
measured  at  each  of  the  eighteen  velocity  stations  used  in  measuring  discharge.  The 
curves  were  plotted  on  cross-section  paper,  and  then  the  depth  was  divided  into  thirty 
parts,  and  the  velocity  was  scaled  at  each  depth.  To  combine  them  the  velocities  at  the 
same  proportional  depths  in  the  different  curves  were  added  and  the  resulting  curve 
plotted.  To  get  the  mean  velocity  the  area  of  the  curve  was  divided  by  the  depth.  I 
have  made  four  combinations  of  these  curves  taken  between  January  27  and  July  1. 
Those  taken  between  July  1  and  September  7  have  been  combined  in  one  curve.  These 
carves  ore  very  r^ular,  and  show  that  the  wind  has  but  little  effect  on  the  motion  of  the 
water,  and  that  the  average  per  cent,  of  mean  velocity  to  mid-depth  velocity  is  f^bout 
96^,  being  a  little  less  for  a  rising  river  jmd  a  little  more  fbr  a  fiJUng  river. 

BEND  SOUKDINOfl. 

I  began  sounding  a  section  across  Nine  Mile  Point  Bend  March  20,  and  these  soundings 
were  continued  at  intervals  till  September  7.  The  soundings  have  been  plotted  and  the 
datum  areas  calculated.  They  show  that  the  bottom  cut  out  as  the  river  rose  and  that 
It  filled  up  again  at  low  water. 

AMOUNT  OF  WOBK  DONE. 

Dischargee  measured - 148 

Vertical  velocity  curves  measured 61 

Section  in  bend  sounded — .      8  times. 

Respectfully  submitted. 

W.  Or,  Pbice, 

Assigtant  Engineer. 
M%j.  Amos  Stickkey, 

Corps  of  Engineers,  U,  8.  A. 
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1888. 
January  27  — 
January  80  ~.. 
January  81..., 
February  L... 
February  2.... 
February  5.... 
February  7-.. 
February  8».. 
February  9.... 
February  10.. 
February  18.. 
February  15.. 
February  17.. 
February  19.. 
February  20.. 
February  21.. 
February  22.. 
February  28.. 
February  28.. 

March  1... 

March  2. 

March  8m. 

March  6m» 

March  7-. , 

March  9. 

March  12 

March  18. 

March  14. 

March  15 

March  15. 

March  17 , 

March  10. 

March  20 

March  21 , 

March  22 

March  28 

March  24 

March  26 

March  28 

March  29 

March  80 

March  81 

April  2 , 

AprU8 

April  4 , 

Aprils 

April  6 

April? 

April  9 

April  10 

April  11 

April  12 

April  14 

April  16 

April  17 

April  18 

April  19 

April  20 

April  21 

April  23 

April  24 

April  25 

April  26 

April  27 

April  28 

April  80 

May  1 

May  2. 

May  8 

May  4m 

May  5m 

May  7. 

May  a 


4.609 
4.970 
5.310 
5.680 
6.170 
7.634 
8.494 
8.738 
8.089 
9.280 
9.485 
9.915 
10.885 
10.980 
11.075 
11.165 
11,840 
U.680 
12.151 
12.880 
12.877 
12.296 
12.490 
12.685 
12.962 
12.785 
12.875 
12.910 
18.045 
13.100 
18.175 
18.817 
18.492 
18.452 
18.800 
18.468 
13.910 
18.991 
14.120 
14.264 
14.560 
14.675 
14.839 
14.945 
15.007 
15.062 
15.138 
15.888 
15.466 
15.260 
15.128 
15.103 
15.061 
14.808 
14.689 
14.610 
14.664 
14.580 
14.600 
14.487 
14.420 
14.355 
14.223 
14.300 
14.201 
14.213 
14.238 
14.234 
14.245 
14.190 
14.2GS 
14.130 
14.014 


2,289 
2,290 
2,290 
2,291 
2,292 
2,800 
2,829 
2,a40 
2,342 
2,348 
2,855 
2,855 
2,860 
2,862 
2,864 


2,420 
2,518 
2.520 
2,546 
2,546 
2,650 
2,665 
2,660 
2,667 
2,667 
2,667 
2,607 
2,667 
2,567 
2,667 
2,667 
2,667 
2,667 
2,667 
2,667 
2,667 
2,667 
2,667 
2,607 
2,667 
2,667 
2,567 
2,668 
2,668 
2,568 
2,668 
2,668 
2,668 
•2,568 
2,568 
2,568 
2,568 
2,568 
2,567 
2,667 
2,667 
2,567 
2.667 
2,667 
2,667 
2,667 
2,667 
2,567 
2,667 
2,667 
2,667 
2,567 
2,6C7 
2,667 
2,567 
2,667 
2,667 


148,642 
149,784 
152,046 
158,062 
157,266 
159,190 
169,668 
160,862 
161,014 
162,122 
161,230 
162,212 
162,736 
163,014 
162,862 
164,876 
165,012 
165,492 
164,848 
164,926 
165,486 
165.076 
163,496 
164,686 
158,542 


%Jl\ 


fett* 


160.700 
161,146 


162,664 
162,426 


164,040 
168,668 
168,280 
164,422 
359,410 
159,726 
160,132 
164,784 
165,070 
167,010 
167,244 
170,620 
171,810 
178,062 
173,487 
174,694 
174,196 
175,870 
178,080 
183,272 
179,626 
184,212 
184,123 
181,180 
182,189 
180,716 
180,689 
179,468 
179,407 
180,031 
180,123 
179,579 
178,714 
178,608 
178,608 
179,716 
179,569 
179,774 
178,888 
178,192 


187,448 
187,766 
139,061 
189.181 
189,826 
130,22^ 
139,614 
189,837 
140,051 
140,617 
188,612 
138,566 
187,501 
137,424 
137,107 
138,275 
187,506 
136,892 
185,788 
186,151 
186,627 
137,801 
183,140 
138,891 
128,171 
128,240 
130,022 
180,152 
131,267 
131,884 
131,JS70 
131,560 
132,640 
132,594 
132,000 
132,170 
126,802 
126.882 
126,879 
181,066 
131,067 
182,141 
132,142 
185,452 
186,871 
187,923 
137,772 
138,428 
138,475 
141,030 
142,814 
147,936 
144,980 
149,886 
140,972 
146,998 
148,021 
146,607 
146,609 
145,  ri4 
145,795 
147,023 
146,946 
146,619 
145,655 
14.5,378 
145,378 
146,338 
146,832 
146,337 
146,251 
145,858 


2L890 
2.904 
8.008 

aoes 

&249 
&820 
4.138 
4.070 
4.196 
4.219 
4.190 
4.2G9 
4.705 
4.823 
4.883 
4.962 
4.922 
6.172 
5.14S 
6.159 
5.268 
6.338 
5.467 
6.651 
5,688 
6.681 
6.571 
6.670 
6.74S 
6.670 
6.644 
6.702 
6.818 
6.884 
6.837 
6.849 
5.854 
6.218 
6.199 
6.154 
«.107 
6.128 
6.220 
«.175 
6.066 
6.078 
6.970 
6.219 
6.962 
6.005 
6.823 
6.800 
6.621 
6.563 
5.654 
5.638 
6.607 
6.469 
6.815 
6.897 
5.336 
6.346 
5.313 
6.320 
5.414 
5.861 
5.260 
6.258 
6.263 
6.256 
6.255 
6.267 
6.809 


^  Below  sero  of  CarroUton  gauge. 
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Tabulated  resuUs  of  discharge  meaauremerUa — Continued. 


Date. 


6 

I 


i 

i^ 

• 

1 

Mi 

FeeL 
5.828 

'^Si^ 

143.224 

6.896 

960,700 

}S'«S 

5.285 

985.287 

148.864 

5.864 

948,441 

149,080 

5.868 

988,882 

141.481 

5.844 

980,617 

142. 98S 

5.820 

929,607 

142.201 

5.248 

917.841 

142.174 

5.168 

907,610 

142.  IW 

5.180 

006,064 

149.181 

5.115 

911,028 

146.174 

6.206 

916,277 

147.468 

5.006 

910,271 

149.154 

5.020 

910,977 

180,728 

4.947 

904.666 

180.719 

4.968 

006,261 

149.424 

4.928 

808^288 

149,428 

4.867 

883,664 

151.182 

4.829 

883,848 

151.461 

4.816 

883,480 

149,069 

4.853 

876,706 

149.072 

4.802 

864,048 

147.949 

4.941 

881,062 

151,006 

4.818 

877,798 

151.010 

4.785 

878,168 

151.180 

4.816, 

875,085 

151.060 

4.741' 

861,686 

151.154 

4.729 

859.046 

153.801 

4.714 

865,049 

1M.474 

4.660 

855,085 

J5'S2 

4.644 

852,617 

158.567 

4.664 

854.066 

153.960 

4.700 

862,248 

U8.8e0 

4.618 

846,448 

152.776 

4.557 

880,027 

152,790 

4.596 

887;076 

151.627 

4.549 

822.081 

151.526 

4.578 

825,601 

150,978 

4.573 

823.478 

160.996 

4.582 

821,781 

150,530 

4.565 

817,828 

160,644 

4.627 

828^867 

151,966 

4.691 

^480 

JSi'S' 

4.606 

880,869 

157.066 

4.672 

845,987 

157,027 

4.498 

831,456 

158.982 

4,682 

831.646 

154,148 

4.697 

888.860 

152.902 

4.610 

817,686 

152,903 

4.462 

809,678 

152.901 

4.548 

824,968 

152.296 

4.440 

808,189 

152.800 

4.460 

807.760 

151.166 

4.668 

819,806 

152,200 

4.665 

827,128 

152,260 

4.760 

838^748 

154,411 

4.619 

826,540 

164,110 

4.442 

810,275 

154,120 

4.123 

751.289 

152.992 

4.128 

747.878 

152,992 

4.192 

801,500 

152.572 

4.421 

798,279 

152.875 

4.829 

776,637 

162.540 

4.119, 

733.986 

150.662 

4.292 

755,190 

160.014 

8.790 

646.688 

148,842 

8.406 

571.868 

148,195 

8.830 

649.111 

145.850 

8.126 

606,849 

147.429 

2.966 

478,859 

147.788 

2.602 

414,880 

148,188 

2.682 

412.987 

145.090 

2.812 

857,787 

146.821 

1.976 

298;  124 

May  9. 

May  m 

May  11-.:.... 

May  12 

May  14. 

May  15.. 

May  16. 

May  17. 

Mayia. 

May  19 

May2L 

May  22 

BIay28 

May  24 

May  25. 

May  26 

May  28. 

May  29 

May  80. 

May  81 

June  1 

June  2 

Jan«4 , 

Jiine5 

June  6 

June 7 

June  8 

June  9 

June  11 

June  12. , 

June  13. 

June  14. 

June  15 

June  16. 

June  18. 

June  19. 

June  20....... 

June  21 

June  22. , 

June  28. 

June  25 

June  26. 

June  27. 

June  28. 

June  29. 

June  80....... 

July  2 

July  8 

July  5 

July  6 

July  7 

July  9. 

July  10. 

July  11.. 

July  13... 

July  14. 

July  16. 

July  17 

July  la 

July  19... 

July  20. 

July  21 

July  25.. 

July  28.. 


July  81. 

Augtn^  4..... 

August  a 

Angvut  11.... 
Augfust  15.... 
August  IB..,, 
August  82... 


August  25. 

August  29. 

September  7 


14.076 
14.114 
14.151 
14.076 
14.138 
14.003 
14.085 
14.062 
14.171 
14.206 
14.144 
14.058 
18.948 
18.797 
18.719 
18.854 
18.585 
18.688 
13.688 
13.728 
18.625 
18.507 
13.476 
13.484 
18.486 
18.828 
18.816 
13.288 
13.178 
13.185 
13.076 
13.080 
12.984 
12.000 
12.777 
12.765 
12.706 
12.682 
12.640 
12.454 
12.585 
12.552 
12.496 
12.448 
12.541 
12.564 
12.622 
12.462 
12.874 
12.450 
12.426 
12.480 
12.600 
12.540 
12.500 
12.569 
12.565 
12.455 
12.455 
12.850 
12.845 
12.280 
11.700 
11.456 
U.180 
9.847 
8.620 
7.880 
6.670 
6.120 
5.800 
4.758 
2.875 
1.980 


2.567 
2.567 
2.567 
2.567 
2.567 
2.567 
2,567 
2.567 
2.567 
2,667 
2.667 
2,567 
2,567 
2.567 
2,567 
2,567 
2,567 
2,567 
2,667 
2,561 
2.467 
2.467 
2,467 
2,467 
2,467 
2,467 
2,467 
2,467 
2.417 
2,417 
2,417 
2.417 
'2.417 
2,417 
2.417 
2.417 
2,417 
2.417 
2.417 
2,417 
2.417 
2,417 
2,417 
2,417 


2.892 


2.892 
2.892 
2,892 


2.882 
2,892 
2.897 
2,897 
2,897 
2,407 
2.407 
2,392 
2,892 
2,898 
2,802 
2,887 
2,887 
2,867 
2.337 
2.817 
2,810 
2,800 
2,282 
2,804 
2.192 
2,240 
2.189 


176,076 
176,232 
176,968 
176,788 
174,048 
174,190 
174.894 
174.991 
175,185 
175,278 
178.060 
177.888 
181.889 
181.480 


188,190 
181,256 
181,512 
183.060 
188,432 
180,657 
180.879 
17^299 
182,872 
182.257 
181.707 
181.607 
181.645 
183.510 
188,494 
183.586 
183,471 
183,854 
183.276 
182,180 
182,117 
180,701 
180,684 
180,011 
179,615 
179,034 
179,  UO 
180,465 
180.844 
184.820 
184.820 
181,624 
181.502 
181.282 
181.482 
181.896 
180.871 
180,871 
170,840 
181.186 
181.020 
182.900 
182.418 
182.428 
181,240 
181.240 
180.562 
179.862 
17B.200 
175,896 
172,800 
167,060 
164.860 
162.155 
161.220 
159,880 
158,940 
154.680 
180.832 
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Tabulated  results  of  verHeal  vdoeUp  meaeuremente. 


• 

1'* 

I'S^ 

^9 

1^ 

Fiftb.  ComblnAilon  of 
ai  vertlo»lii   tnkdn 
ttom  July  1   to  Sep- 
tember    7 — ^velocity. 

Deptti. 

Soo'C 

SarftMM. 

5.84 

5.72 

5.96 

5.49 

m 

1-80 ^ ^. 

5.88 

5.80 

6w06 

5.88 

m 

MO 

5.42 

5.88 

6.00 

5.68 

115 

a^» 

5.42 

5.80 

6.09 

5.60 

175 

4-80 

5.44 

5.81 

6.09 

5.61 

ITS 

6-80 ^ 

6.42 

5.79 

6.09 

5.80 

170 

6-80 

5.44 

5.79 

6.14 

6.60 

178 

7-80 

0.48 

5.78 

6.18 

6.61 

178 

8-80 ^. 

5.46 
6.48 

5.80 
5.88 

6.16 
6.18 

5.68 
6.68 

177 

9-4n ^. ^ » «.. 

175 

10-80 

5.44 

5.81 

6.18 

6.68 

178 

11-80 « 

5.44 

5.78 

6.16 

5.60 

171 

ia-80 _.. 

6.48 

5.75 

6.18 

5.60 

1» 

1*^ 

5.44 

5.78 

6.21 

5.80 

1« 

14-«) 

6.48 

5.76 

6.18 

5.68 

17» 

15^ - ^.. 

6.42 

5.74 

6.12 

5.65 

1« 

16-80 

5.42 

5.78 

6.17 

5.58 

lO 

17-80 ^ « 

6.88 

5.79 

6.09 

5.66 

160 

18^ 

6.86 

6.76 

6.08 

5.68 

1» 

10-80 

6.86 

5.78 

5.96 

5.51 

167 

20^ 

6.29 

6.69 

6.98 

5.46 

lO 

21-80 

5.28 
5.27 

6.67 
5.61 

6.98 
6.94 

5.48 
5.40 

190 

22-80 

1« 

28-80 

6.10 
5.10 
4.91 
4-74 
4.66 
4.84 

5.60 
5.48 
5.81 
5.17 
4.92 
4.66 

5.88 
5.79 
5.66 
5.60 
5.28 
4.96 

5.89 
5.24 
5.07 
4.88 
4.70 
4.86 

147 

24-80 

141 

25-80 

IS 

26-80 

118 

27-80 

104 

Lfll 

20-80 „ 

8.94 

4.18 

4.85 

8.96 

L74 

80f-80 - 

8.72 
8.06 

8.66 
8.06 

4.07 
8.64 

8.82 
8L07 

L87 

Bottom ^ 

1.S 

Meanvelodtv. « 

MW^icpth  velocity 

6.200 

5.648 

5.877 

5.844 

1910 

5.420 

6.760 

6.160 

5.660 

leso 

96.29 

96.48 

96.71 

96.29 

96.90 

TahukOed  reauUs  ofmmndmge  tn  Nine  MOe  F&int  Bend^  1883. 


Date. 

Gauge. 

Datum  areas. 

Bfaich20 

March  27 

18.5 
14.2 
14.8 
14.2 
18.9 
18.4 
12.5 
2.0 

S^arefeet. 
177,940 
186,016 
180,000 
186,640 
180,166 
184,200 
196.788 
166»780 

Hay  28 

June  5 

June  26 

September  7... 

BOKKET  OAXbA  GBSVA8SB. 

On  December  20, 1882,  the  GommisBioii  passed  a  reeoluiioii  reoommendiiig  an  tSMr 
ment  of  $15,000  for  the  dosmg  of  this  crevasae.  The  allotment  was  made.  The  Stato 
of  Louisiana  snbscribed  $15,000  and  private  parties  abont  $5,000.  Under  these  condi- 
tions the  New  Orleans  and  Mississippi  Valley  Railroad  Gompajiy  condnded  to  build  tbe 
levee.  An  agreement  was  entered  into  with  John  A.  Grant,  vice-president  of  the  co^ 
pany,  for  the  payment  to  him  of  $15,000,  less  the  neoesBaiy  expenses  of  inspeotdon  voa 
acceptance  on  completion  of  the  levee,  for  the  entire  closure  of  the  crevasse,  upon  lep^ 
of  completion  an  inspection  was  made  of  the  levee  February  15, 1883;  and  it  bdng  fonna 
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a  ffood,  gabfltantial  work,  payment  was  made  Febroary  22,  1883.  Considerable  work  on 
this  levee  was  foand  necessary  after  its  completion  and  dnring  the  flood.  This  was  paid 
Ibr  by  the  railroad  company  and  the  levee  maintained  in  good  order.  The  closure  of  this 
crevasse  has  already  had  a  remarkable  effect  in  deepening  the  bed  of  the  river  in  the 
vicinity.  The  results  obtained  wUl  probably  be  fully  shown  in  the  recent  survey  made 
l^  Assistant  Engineer  Ewens  under  the  direction  of  the  Commission. 

IMPBOVINO  HABBOB  AT  KSW  OBLEAK8,  LOUISIANA. 

(See  Plate  I.  ^ 

The  project  for  this  work  was  approved  by  the  Oo^pmiasion  September  18, 1882.  The 
plant  necessary  for  its  prosecution  having  been  procured,  everything  was  in  readiness  and 
in  place  for  commencing  the  construction  of  the  mattress  400  feet  wide,  beginning  at  the- 
head  of  the  CanoUton  bend  October  9, 1883.  Proposals  for  ftimishing  brush  were  opened 
after  due  advertisement  September  5,  and  George  W.  Davis,  being  the  lowest  bidder,  waa- 
awarded  the  contract  at  $1.75  per  cord.  Requisition  was  made  upon  the  executive  offi- 
cer of  the  Commission  for  the  stone  for  ballast,  iron,  wire,  &c  The  first  delivery  of 
brush  was  made  October  13,  and  weaving  of  mattress  commenced  October  16.  After 
weaving  about  85  feet  work  was  suspended  by  non-arrival  of  brush.  On  November  8 
3  baige  loads  were  received,  and  work  recommenced,  but  after  weaving  about  190  feet 
additional,  work  was  suspended  again,  the  supply  of  brush  being  exhausted.  I  have- 
recommended  the  annulment  of  the  contract  and  will  make  other  arrangements  for  pro- 
caring  brush.  On  October  9  about  838  yards  of  stone  were  received  from  the  executive 
of&cer  of  the  Commission.  Since  then  no  stone  has  been  received,  and  I  am  informed 
that  none  can  be  expected  till  about  the  last  of  this  month. 

Cabbollton,  La.,  November  8,  1883. 

Ma  job:  I  have  the  honor  to  submit  iStie  following  report  of  work  done  towards  im- 
proving the  harbor  of  New  Orleans  since  you  placed  me  in  charge,  which  was  on  the  Isi 
of  August,  1883.  A  steam-tug  had  been  purchased,  and  the  ten  barges  on  which  the 
mattress-ways  were  to  be  constructed  had  been  completed  in  Saint  Louis  and  deliverecl 
at  Garrollton ;  and  I  began  at  once  to  get  up  a  plan  for  joining  these  baiges  and  for  build- 
ing the  mattress-ways  on  them.  I  also  submitted  a  plan  for  building  the  mattress  and 
estimates  of  material  required.  These  plans  and  estimates  were  approved  by  you,  and 
the  building  of  the  mattress-ways  begun  on  August  21.  Owing  to  the  difficult  in  get> 
ting  good  carpenters  and  the  slow  delivery  of  material,  they  were  not  completed  till  Sep- 
tember 29.  The  mattress-ways  are  28  feet  wide  and  400  feet  long;  they  are  constructed 
across  the  ends  of  ten  barges,  each  of  which  measure  100  feet  by  20  feet.  These  baigea 
are  separated  22 J  feet,  and  are  so  linked  together  that  high  waves  cannot  injure  them  or 
the  mattress-ways.  In  accordance  with  your  order,  a  storehouse  was  begun  on  Septem- 
ber 19  and  completed  on  October  4.  It  is  a  building  20  feet  by  80  feet,  and  a  room  20 
feet  by  20  feet  was  partitioned  off  of  one  end  for  an  office.  All  the  supplies  received  for 
this  work  and  some  other  property  belonging  to  your  department  have  been  placed  iik 
this  building. 

The  plant  for  building  mattress  was  placed  in  position  at  the  head  of  Carroll  ton  Bend 
October  9,  and  the  construction  of  mattress  b^nn  on  the  14th.  The  willow  brush  ia 
woven  on  poles,  which  have  iron  rods  nailed  to  them.  The  poles  and  rods  are  25  feet 
long,  and  when  one  set  has  been  woven  ftdl  of  brush  another  set  is  linked  on.  Two  No. 
8  wires  run  through  and  across  the  mattress  every  12  feet  of  its  length,  and  heavy  bind- 
ing poles  are  wired  across  every  25  feet  in  length.  It  is  proposed  to  make  this  a  continu- 
ous mattress,  and  to  sink  it  as  &st  as  we  weave  it.  Owing  to  the  failure  of  the  contractor 
to  furnish  brush,  only  about  85  linear  feet  of  mattress  have  been  constructed. 

Respectftdly  submitted. 

W.  G.  Pbicb, 
AssisUaU  Engineer, 

Miy.  Aho8  Sticknsy, 

Corps  of  Engineers^  U,  8,  A, 

In  the  third-district  harbor  finont,  where  the  annual  destruction  of  the  wharves  by 
sliding  banks  seemed  to  present  a  very  serious  trouble,  the  experience  of  the  past  year 
has  shown  a  more  encouraging  condition  of  affiurs.  The  whiurf  lessees  made  a  partial 
experiment  of  a  plan  sug^^sted  by  the  Board  of  Engineers,  viz,  the  scouring  out  of  the 
high-water  deposit  under  the  wharves  by  turning  the  propeller  of  a  tug,  the  tug  being 
made  fiist  in  a  proper  position.  The  result  of  this  experiment  was  so  satisfactory  where 
the  wharves  were  so  constructed  as  to  permit  a  proper  application  of  the  scouring  cux^ 
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rent  from  the  tag  wheel  that  it  is  hoped  a  more  foyorable  shape  of  wharf  and  thoroogjb 
application  of  the  tug  sconring  after  each  high  water  will  prove  an  effectual  remedy.  On 
July  31, 1883,  the  following  letter  was  addressed  to  Mr.  Kirk,  in  charge  of  the  wharves. 
No  reply  has  been  reoeived  irom  him: 

Unitbd  States  Engineeb  OfficEi 

New  Orleans,  La„  July  31, 1883. 

Sib:  I  desire  to  call  your  attention  to  a  method  of  preventing  the  caving  of  bank  sod 
consequent  destruction  of  wharves  along  the  river  front  in  third  district.  The  Board  d 
Engineers,  of  which  I  was  a  member,  and  which  assembled  in  this  city  in  the  Ml  of  1881, 
recomi^ended  in  their  report  (as  one  of  the  means  that  might  be  tried  to  prevent  this 
<»ving}  the  washing  out  of  the  high-water  deposit  under  the  wharves  by  tuniing  the 
wheel  of  a  tug,  so  placed  as  to  send  p  current  in  the  proper  way.  This,  I  am  informed, 
was  tried  to  a  certain  extent  last  summer  with  very  satisfactory  results.  As  this  is  a 
matter  of  very  oonsideTable  importance  to  you  in  the  maintenance  of  your  wharves,  I 
write  to  ask  you  to  give  the  plan  a  more  systematic  and  thorough  trial  As  the  water  is 
now  falling,  it  would  be  well  to  commence  as  soon  as  possible,  before  the  deposit  begini 
to  slide.  If  this  proves  to  work  satisfiictorily,  all  wharves  built  in  ihture  could  be  m 
planned  as  to  admit  of  the  proper  placing  of  the  tug,  and  the  annual  cost  of  the  work 
would  be  smalL  If  you  conclude  to  make  the  trial  I  would  like  to  have  one  of  my 
assistants  make  measurements  to  note  the  results,  and  to  give  you  any  assistance  that 
he  could  with  reference  to  determining  the  proper  points  for  scouring. 

Very  respectfully,  your  obedient  servant, 

Amob  Stigknet, 
Mc^  ofEnffineerSy  U.  8.  A, 

Mr.  Gboboe  H.  Kibk, 

iVeto  Or^eafM,  Za. 

In  my  letter  of  September  16, 1882,  to  the  Commission,  submitting  project  for  improve- 
ment of  New  Orleans  Harbor,  I  called  attentidn  to  the  fiictthat  at  other  parts  of  the 
harbor  work  would  probably  be  necessary,  and  that  the  experience  gained  and  resalti 
arrived  at  in  CarroUton  Bezid  would  be  a  guide  for  the  extension  of  &e  work.  During 
tihe  past  summer  very  extensive  caving  of  the  bank  has  occurred  in  the  Gouldsboroogh 
Bold,  and  above,  on  the  right  bank  of  the  river,  the  extensive  wharf  and  a  part  of  the  huge 
depot  building  of  the  Texas  Pacific  Kallroad  sunk  into  the  river.  The  commercial  im* 
portance  of  this  part  of  the  harbor  is  rapidly  increasing,  as  shown  in  the  accompanying 
letter  of  Mr.  £.  B.  Wheelock,  president  of  the  New  Orleans  Pacific  Railway  Company, 
and  report  of  Assistant  Engipeer  W.  G.  Price.  To  thoroughly  protect  the  right  bank  wUl 
require  a  great  deal  of  work,  which  should  cover  both  bends  and  perhaps  the  straight 
reach  between,  as  shown  in  accompanying  sketch. 

New  Obleans  Pacific  Railway  Company, 

Pbesident*8  Office, 
New  Orleans^  La,,  November  17, 1883. 
Dbab  Sib:  In  connection  with  your  present  important  labors  in  the  neighborhood 
of  New  Orleans,  I  beg  leave  to  call  your  attention  to  the  condition  of  the  bend  from 
Westwego  to  Algiers,  opposite  the  first  district  of  New  Orleans.  This  bend  is  rapidly 
becoming  one  of  the  most  important  portions  of  the  harbor  of  New  Orleans.  The  Mo^ 
gan  Railroad,  managed  by  the  Southern  Pacific,  and  the  Texas  and  Pacific  Railway,  now 
operating  the  property  and  franchises  of  the  New  Orleans  Pacific,  have  costly  and  need- 
fal  termini  at  this  point,  where  facilities  must  exist  for  handling  the  commerce  of  the 
Southwest  and  West,  including  the  Pacific  slope.  Wharves  and  transfer  fiwalities  have 
already  been  built  at  lavish  exi)en8e,  and  more  are  needed.  Besides  the  railways  there 
are  such  important  enterprises  begun  on  the  same  shore,  as  the  terminal  fiKnlities  of  the 
barge  companies,  compresses  and  warehouses  for  cotton,  grain  elevators,  cotton-seed 
mills  and  storehouses,  and  wharves  for  other  purposes.  At  the  upper  end  of  the  bend 
opposite  liouisiana  avenue  there  is  Harvey's  Canal,  connecting  with  the  network  of  navi- 
gation through  the  Bayou  Barataria.  These  great  and  constantly  increasing  interests 
of  commerce  and  navigation  require  immediate  protection.  It  is  a  case  of  urgency  in- 
eluded  beyond  doubt  in  the  protection  of  commerce  and  navigation  by  the  National  Gov- 
ernment. If  the  river  be  controlled  at  that  point,  the  depots,  tracks,  indines,  wharves, 
compresses,  and  elevators  designed  for  the  trade  of  half  of  the  continent  will  be  secure 
and  usefhl.  If  the  river  be  at  this  point  not  controlled  the  whole  machinery  of  commercial 
intercourse  above  detailed  is  put  in  constant  jeopardy,  its  development  arrested,  and  its 
very  existence  made  a  matter  of  doubt.  The  remedy  for  this  evil  does  not  seem  difficult 
It  cannot  be  found  in  private  enterprise.  It  is  not  within  the  jurisdiction  or  duty  of 
any  single  riparian  proprietor.    It  would  seem  to  be  easily  found  in  the  scope  of  tiie 
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national  power  as  exercised  for  the  ixppToyement  of  harbois  and  the  protection  of  com- 
merce. The  caving  in  this  bend  has  ab-eady  destroyed  the  depot  of  the  Texas  and  Pacific 
Road,  and  carried  away  a  portion  of  an  incline  and  wharf.  It  has  compelled  the  setting 
tiack  of  a  costly  levee  at  great  expense.  It  threatens  the  entire  commerce  above  de- 
scribed and  may  occnr  again  at  any  point  from  Algiers  to  Westwego.  I  have  thought 
it  not  improi>er  to  ask  yonr  kind  attention  to  this  subject,  and  to  bespeak  for  it  your 
consideration.  I  may  add  that  on  the  2d  instant  I  addressed  a  statement  of  the  &cts  to 
Hon.  B.  F.  Jonas,  of  the  United  States  Senate,  and  the  communication  was  concurred  in 
and  indorsed  by  the  following  gentlemen:  Duncan  F.  Kenner,  president  Planters,  and 
Crescent  Oil  Company;  A.  8c£jreiber,  president  New  Orleans  Warehouse  Company;  Johi;L 
Phelps,  president  Cotton  Exchange;  R.  S.  Howard,  president  Chamber  of  Commerce;  W. 
J.  Behan,  mayor  of  New  Orleans;  Goniila  &  Co.,  manageis  Relief  Elevator  and  Ware- 
house Company;  Morgan's  Louisiana  and  Texas  Railroad  and  Steamship  Company,  per 
A.  C.  Hutchinson,  president. 
Very  respectfhlly  yours, 

K  B.  Whselock, 

President. 
Mi^.  Amos  Stigkney, 

Oorpe  of  Engineera,  U.  8.  A. 

Nkw  Oblbans,  La.,  November  19,  1883, 

Major  :  In  accordance  with  your  order,  I  have  obtained  the  following  information  in 
regard  to  values  of  property  on  the  river  front  in  Oouldsborough  and  Gretna,  between 
Harvey's  Canal  and  the  upper  line  of  Orleans  Parish,  as  follows: 

Texas  and  Pacific  Railroad  terminus $400,000 

Gomila &  Co.,  barge  interest 50,000 

New  Orleans  Compress  and  Warehouse  Company  cannot  establish  works  unless 

bank  is  protected. 150,000 

Richard  Street  Ferry  Company  suffer  firom  caving  banks.     Morgan's  Railroad, 

warehouse  and  terminus  at  Gretna _ 200,000 

Jackson  Street  Ferry  Company  sufier  from  caving  banks. 

Union  Oil  Mills 300,000 

Crescent  City  Oil  Mills 300,000 

Each  of  the  oil  mills  has  laige  wharves.  These  values  represent  the  cost  of  prop- 
erty located  there,  but  they  would  not  begin  to  cover  the  value  of  interests  if  they  were 
lost.  The  value  of  the  property  above  Harvey's  Canal  and  below  the  upper  line  of  Orleans 
Parish  I  have  not  had  time  to  get.  I  find  firom  the  above  that  the  river  front  in  this 
bend  is  being  occupied  for  railroad  termini,  transfer  facilities,  warehouses,  bnd  similar 
constructions.  These  things  are  all  used  for  purposes  of  commerce  and  navigation,  and 
they  cannot  be  safely  used  unless  the  bank  is  protected. 

LSNGTH  OF  BANK  TO  BE  PBOTECTED. 

In  accordance  with  your  order,  I  have  diwded  the  river  bank  which  needa  improve- 
ment into  three  sections.  The  first  begins  3, 100  feet  above  the  Company  Canal,  and  ends 
2,800  above  Harvey's  Oanal,  and  is  20, 300  feet  long.  The  second  section  begins  at  the 
end  of  the  first,  and  ends  3,800  feet  below  Harvey's  Canal,  and  is  6,540  feet  long.  The 
third  section  begins  at  the  end  of  the  second,  and  ends  at  De  Armas  street,  in  Algiers, 
and  is  13,600  feet  long.  Owing  to  the  interests  located  along  the  third  section,  it  needs 
improvement  much  more  than  other  sections,  but  the  work,  to  be  permanent,  must  soon 
be  carried  around  the  whole  bend.  In  accordance  with  your  order,  two  methods  of  im- 
provement have  been  worked  out  and  estimates  of  the  cost  of  each  made. 

FIBST  METHOD. 

This  is  the  same  that  is  being  put  down  in  Carrollton  Bend,  and  consists  of  a  oontin- 
nons  mattress  350  feet  wide,  iSuiasted  with  rock.  Data  obtained  from  the  Carrollton 
Bend  work  shows  that  it  will  cost  4.42  cents  per  square  foot.  There  are  two  objections 
to  this  method  of  improvement:  First,  the  difficulty  in  laying  a  continuous  mattress 
where  there  are  wharves  in  constant  use;  and,  second,  the  probability  that  the  mattress 
Would  be  wrecked  by  the  sliding  down  of  wharves,  under  which  a  bank  of  silt  had  col- 
lected. 

SECOND  METHOD. 

This  consists  of  a  system  of  dikes  built  out  at  right  angles  to  the  bank  and  from  500 
to  1,600  feet  apart    A  mattress  350  feet  by  100  feet  will  first  be  laid  and  then  a  dike  30 
tet  wide,  20  feet  high,  and  300  feet  long  will  be  laid  on  the  center  of  the  mattress, 
6908  EN 181 
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reaching  to  within  60  feet  of  the  deep-water  end  of  the  mattress.  The  dike  will  ( 
of  willow  brash  and  stone.  The  brash  will  be  woven  in  thicknesses  of  4  or  5  feet  and 
sank  one  on  another  till  a  thickness  of  20  feet  is  reached.  In  this  bend  a  dike  20  feet 
high  will  carry  the  bank  oat  horizontally  about  60  feet.  The  carrent,  passing  a  dike  and 
moving  in  a  line  tangent  to  the  carve  above,  will  strike  the  bank  again  in  about  750  feet, 
where  another  dike  would  have  to  be  constructed.  As  the  bend  is  somewhat  inegalar, 
the  dikes  would  have  to  be  nearer  together  at  some  places  and  fiirther  apart  at  others. 

The  mattress  under  the  dike  would  cost,  at  4.42  cents  per  square  foot $1,547 

The  dike,  at  4.97  cents  per  cubic  foot,  would  cost 8,946 

Mftlring  a  total  cost  of  mattress  and  dike 10,493 

I  have  estimated  stone  to  cost  |3  per  cubic  yard,  loose  measurement,  and  the  dike  to 
contain  5.1  pounds  of  stone,  weighed  in  water,  per  cubic  foot,  over  the  amount  Decessaiy, 
to  overcome  the  buoyancy  of  the  brush.  This  weight  would  be  increased  by  the  sand 
and  silt  which  would  collect. 

COST   OF  THE  IMPBOVEMBNT. 
FIBST  SECTION. 

Length  of  section ..feet..     20,300 

Cost  to  protect  with  mattress $314,000 

Cost  to  protect  with  dikes,  750 feet  apart .-.    294,000 

SECOND  SECTION. 

Length  of  section ^ feet..       6,540 

Cost  to  protect  with  mattress.. „ $101,000 

Cost  to  protect  with  dikes,  1,635  feet  apart 42.000 

THIRD  SECTION. 

Length  ofsection  ._ icet—      13,600 

Cost  to  protect  with  mattress.  - $210,000 

C<fet  to  protect  with  dikes,  750  feet  apart 189,000 

The  entire  third  section  is  a  caving  bank,  and  if  not  protected  it  will  in  time  cat  awaj 
Algiers,  and  change  the  whole  front  on  the  opposite  side  of  the  river. 
Respectfully  submitted. 

W.  G.  Price, 
United  SkOea  Amatani  Engitieer. 
Maj.  Amos  Sticknet, 

Corps  of  Engineers,  U.  8.  A. 

The  following  is  a  financial  statement  of  the  different  works  in  my  charge: 

OONSTBUCTION  AND  REPAIR  QF  LEVEES,  F0T7RTH  DIBTRIGT. 


Atdudhlaya 
firont. 


Teii8Mftt»i 


AUotted 

Dmwn 

On  band,  Aasistant  Treasurer,  New  Orleans,  Ootober  81, 1888... 
depended  to  October  31, 1883. 


8110,000  00 
100,000  00 


108,947  22 


426,1(000 
174,629  IS 
2Sl,6»fl 


Balance,  December  1,  1882 $44,966  98 

Beoeived  since ^ 476,160  00 

621, 126  98 
Expoided  to  October  31, 1883 349,545  01 

Balance  on  hand,  October  31, 1883. 171,581.97 

Bisbnisements  since  December  1, 188S2: 

Transportation 1,949  97 

Miscellaneons ^.  9,034  69 

Inspection  of  contract  work,  salaries 111,720  50 

Contract  work  on  leTees  and  protection  dnring  high  water 326, 839  95 

Total  since  December  1, 1882 , 349,545  01 
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HUKVJfiV  OF  UNUEYKED  TBONTS,  FOUBTH  DISTRICT. 

Allotted:. .—      $1,000  00 

Drawn  or  expended — — __ 

NATCHEZ  AND  VIDAIJA. 

TroDsfeTTed,  September  9, 1882 _ $7,529  09 

On  hand,  Assistant  Treasurer,  New  Orleans,  October  31, 1883 5, 331  42 

Expended  slnoe  September  9,  1882 2,197  67 

Balance  December  1,1882 _ _ 6,979  01 

Expended  since 1,647  69 

Balance  October  31,  1883 6,331  42 

IMsbnrsements  since  December  1,  1882: 

Material $12  60 

Transportation 45  09 

Rent  of  land - - _ 60  00 

Care  of  property. X 1,640  00 

Total - 1,647  69 

First  cost  of  plant  at  this  work  is  not  known.    It  consists  of  4  flatboats,  tools,  ftimi- 
tnre,  and  implements. 

MODTH  OF  BED  SIVSS,  LOUIBIAKA. 

In  Treasury  Department,  September  30,  1882 $76,000  00 

Transferred,  September  30,  1882 _ 8, 163  94 

Drawn 16,000  00 

In  bands  of  assistant  engineer 113  02 

Expended  since  September  30,  1882 37,883  46 

Balance  December  1,  1882 

Received  since $16,000  00 

Due  from  appropriation,  December  1, 1882 7, 123  93 

Expended  since  December  1, 1882 22, 606  69 

Balance  due  from  appropriation,  October  31, 1883 14,729  52 

Disbursements  since  December  1,1882: 

Survey  parties,  including  survey  for  Plaquemine  route 6, 238  29 

Miscellaneous 1,878  88 

Dredging  operations,  including  hire  of  fleet 14,488  42 

22,605  69 

FiiBtooet  of  plant  now  employed.. — 

SUBVJSy  OF  CUBITTS  OAP  AND  VXCINITV. 
Allotted $300  00 

Drawn 300  00  ' 

Expended  to  October  31,  1883 137  14 

On  hand,  assistant  treasurer,  New  Orleans.... 162  8$ 

Disbursements  since  December  1, 1882: 

Drayage $1  00 

Stationery... 3  75 

Telegrams - 6  70 

Material 8  61 

PxoviflioDS 40  10 

Semocs 77  08 

137  14 
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DfPSOVINa  KISSiaSIPPI  SiySB—OBSKBYATIOKS  AT  CASBOLLTON,  LOUISIANA. 

AUotment _ |3,000  00 

Drawn _ _ __ 3,000  00 

ExpeDded _ __ 3,000  00 

Balance  December  1,  1882 __.        3,000  00 

Expended  to  October  31,  1883 _ 3,000  00 

Disbarsenienta  since  December  1,  1882: 

Telegram _.. $0  72 

Storage 6  00 

Stationery _ 10  93 

Lumber 12  39 

Coal 134  15 

Material— -..  187  es 

Transportation _ 220  60 

Hire  of  launch 300  00 

Services : 2,127  68 

3,000  00 

MISSISSIPPI  BIYBB  COMMISSION — OBSERVATIONS  AT  CABBOLLTON,   LOUISIANA 

Allotted -.      $1,500  00 

Expended _._ 1,444  61 

Balance  on  hand  October  31,  1883. 55  39 

DisbnrsementB  since  December  1,  1882: 

Telegrams - _.  $0  75 

Transportation _ 15  00 

Material 41  98 

Fuel _ 72  55 

Service - 1,314  33 

1,444  61 

CLOSING  BONNET  CABBB  CBEVASSB. 

AUotted J $15,000  00 

Drawn _ 15,000  00 

Expended  since  December  1,  1882,  contract  work  — 15, 000  00 

HABBOB  AT  NEW  OBLEANS,  LOUISIANA. 

In  Treasury  Department,  Washington,  July  1,  1882 $144, 525  90 

On  hand.  Assistant  Treasurer,  New  Orleans,  July  1, 1882...        3. 267  91 
In  hands  of  Assistant  Engineer,  October  31,  1883 100  00 

$147,893  81 

Expended  since  July  1,  1882.— -. 8,845  01 

Balance  on  hand  December  1, 1882 — 2,055  79 

Expended  since 7,632  89 

Balance  due  from  appropriation — __  5,577  10 

Disbursements  since  December  1, 1882: 

Miscellaneous 506  97 

Material _ 453  88 

Surveys 145  14 

Ser\'ice  at  the  works 1,966  06 

Office  expenses,  &c 570  93 

Plant 3,989  91 

7,632» 

First  cost  of  plant  now  employed 30,610  31 

Very  respectfully,  your  obedient  servant^ 

Amos  Sticenet, 
Mqfar  of  Engineen,  U.  8.  A. 
Lieut.  Col.  C.  B.  Comstock, 

Carps  of  Engineers^  U.  8,  A., 

PtesidaU  Miasissippi  River  CommiuUm, 
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APPENDIX  N, 

SEPOBT  OF  FBOFESSOBS  B.  W.  HILOABD  AND  F.  V.  HOPKINS  X7P0N  THE  EXAMINA- 
TION OF  SPECIMENS  FBOM  BOEINGS  ON  THE  MISSISSIPPI  BIVEB  BETWEEN  MEM- 
PHIS AND  YICKSBUBG. 

Bebkeley,  Cal.,  May  4, 1883. 

Deab  Sib:  I  tisnamit  herewith  a  detailed  report  and  discossion  of  the  examiDation 
made  by  Dr.  F.  Y.  Hopkins  and  myself  of  the  specimens  from  borings  made  in  1879  by 
ABHJHtant  Engineer  £.  H.  Wilson,  under  the  auspices  of  the  Commission,  ^t  Memphis, 
Helena,  the  neighborhood  of  Choctaw  Bar,  Greenville,  Miss.,  and  in  the  reaches  near 
Lake  Providence,  Louisiana.  These  specimens  were  received  here  in  June,  1882;  but 
their  somewhat  laborious  microscopic  examination  was  not  completed  by  Dr.  Hopkins 
until  January,  1883,  when  I  found  it  necessary  to  request  the  transmission  of  two  other 
Bets  supplemental  to  the  five  originally  selected  as  representative  ones,  for  the  settlement 
of  some  doubtful  points.  The  examination  of  these  suggested  the  needoi'  still  further 
extension  of  scope,  which  was  accordingly  made.  The  research  has  now  reached  a  point 
where  its  further  prosecution  would  require  material  not  now  in  the  possession  of  the 
Commission,  and  the  results  elicited  are  sufficiently  definite  for  the  objects  had  in  view, 
as  expressed  in  your  communication  to  me  of  December  20,  1881.  The  age  and  mutual 
relations  of  the  formations  penetrated  have  been  determined  with  all  attainable  certainty; 
aud  while  in  part  unlooked  for,  the  results  agree  perfectly  with  our  investigations  here- 
tofore made,  and  complement  them  in  many  important  particulars. 

While  regretting  that  the  views  of  the  Commission  do  not  permit  of  the  engraving  and 
publication  of  the  new  forms  found  and  drawn  by  my  oolaborer.  Dr.  Hopkins,  I  trust 
that  the  facts  here  presented  may  lead  in  the  future  to  a  more  thorough  and  exhaustive 
investigation  of  this  interesting  subject. 

Very  respectfully,  your  obedient  servant^ 

K  W.  HlLGABD. 

FiiBt  Lieut  Smith  S.  Leach, 

Sicretairy  Mississippi  Biver  Commission, 


REPORT. 

UPLAND  BOBINGB. 

In  the  borings  made  in  the  uplands,  viz,  at  Memphis  (No.  2)  and  Helena  (Ko.  2), 
while  the  results  have  corresponded  to  the  expectation  based  upon  the  researches  of  Owen, 
SafiTord.  and  myself,  respectively,  in  the  States  of  Arkansas,  Tennessee,  andMlasiBsippi, 
there  has  been  added  important  confirmation  of  the  inferred  position  and  succession  of 
strata.  The  remark  of  Mr.  Wilson  (p.  144  of  the  report  of  the  Commission  for  1881)  that 
my  ''study  of  the  northern  lignitic  formation  in  Mississippi  had  not  disclosed  any 
westerly  dip ''  is  correct  so  &r  as  my  report  of  1860  is  concerned,  but  subsequent  ob- 
servations showed  me  the  regular  disappearance  below  water-level  of  the  northern  lig- 
nitic strata  in  following  the  westward  course  of  the  Tallahatchee  and  Yockeney  Patafa, 
implying  a  westerly  dip  of  at  least  5  feet  per  mile  i4  that  latitude.  Very  nearly  in  ac- 
cordance with  this  estimate,  the  characteristic  ' '  Flatwoods  Clays, ' '  which  disappear  under 
the  sandy  strata  of  the ' '  Lagrange  Group  * '  of  SafTord  at  a  point  75  miles  east  of  Memphis, 
are  struck  at  Memphis  at  the  depth  of  168.5  feet,  and  are  here  over  100  feet  in  thickness. 
The  day  is  overlaid  by  the  equally  well  characterized  materials  of  the  Lagrange  Group, 
OD  which  rests  a  thick  deposit  of  *^  orange  sand''  in  its  most  characteristic  features;  that 
is  in  its  turn  capped  by  the  loess  or  bluff  materials,  which  here,  however,  have  the  some- 
what abnormal  composition  which  I  have  designated  as  **  marginal  loess. "  All  of  these 
data  are  in  entire  accord  with  what  has  been  observed  inland. 

At  the  Helena  Bluff  boring  we  have  the  highly  characteristic  loess  material  of  great 
thickness,  underlaid  by  only  a  thin  band  of  orange  sand,  whose  variation  in  thickness, 
here  as  elsewhere,  is  one  of  its  promitient  features,  it  having  been  instrumental  in  the 
excavation  of  channels  and  erosion  of  the  surfaces  upon  which  it  has  been  deposited. 
Beneath  it,  and  but  a  few  feet  below  high-water  level,  appears  the  tertiary  marl,  with 
the  same  type  of  fossils  as  that  found  by  Owen  inland  from  Helena,  cropping  out  in  the 
bluffs  of  the  streams. 

It  may  be  neoessaiy  here  to  express  my  dissent  from  the  conclusions  of  Mr.  Wilson  in 
legaid  to  the  causes  of  the  smaUneas  of  the  fossils  brought  up  by  the  auger  in  his  boi^ 
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ingB,  which  he  inclines  to  consider  as  the  resnltof  imperfect  development  in  oonseqnenoe 
of  the  influx  of  fresh  water.  At  the  early  time  at  which  these,  the  eqaivalents  of  the 
Qaibome  beds  of  Alabama,  were  formed,  the  continental  drainage  had  its  month  above 
Cairo,  and  the  Mississippi  of  to-day  had  not  yet  become  the  one  great  outlet,  the  Mis- 
souri haying  no  ezistenec  A  gradual  upheaval,  prevalently  from  the  eastward,  was 
shallowii]^  a  part  of  the  great  Mississippi  embayment,  so  as  to  convert  its  maigin  into 
swamps,  intersected  by  occasional  estuaries.  Such  continued  to  be  the  state  of  things  to 
middle  tertiary  times  over  much  of  the  States  of  Mississippi  and  Louisiana.  Yet  we 
find  in  the  intercalated  marl  the  laigest  and  finest  fossils ;  moreover,  as  a  matter  of  fact, 
there  art  fragments  of  laige  fossils  in  several  instances — t.  ^.,  VeMTUMrdia.  jploHieodOj 
Atletha  TVomcyt,  Monoccroe  veUutuSf  and  others.  As  a  rule  such  laige  foasila  would  be 
driven  out  of  the  way -by  the  pipe  in  its  descent,  or  ground  to  ihigments.  The  smaller, 
and  especially  those  combining  hardness  with  smallness,  would  be  the  ones  that  the 
auger  would  leave  comparatively  uninjured,  such  as  pleuroUnnaSf  naUeas,  dke. 

Such  as  they  are,  however,  these  fossils  overwhelmingly  demonstrate  the  dose  cone- 
spondence  of  the  beds  penetrated  at  Helena  and  Choctaw  Bar  (whose  feuHes  is  altogetber 
identical)  with  the  lower  portion  of  the  Claiborne  beds  of  Alabama;  perhaps  most  nearly 
with  those  older  ones,  which  Dr.  Eugene  A.  Smith,  State  geologist  of  Alabuna,  has  latdy 
examined  at  and  near  Wood's  Bluff,  Alabama,  and  which  rest  directly  upon  the  oldest  lig- 
nitic  and  fiatwoods  clays.  This  is  obviously  the  position  of  the  H^na  marl  bed,  sinoe 
he  days  found  in  the  bottom  boring.  No.  1,  at  162.3  feet  and  lower,  are  absolutely  in- 
distinguishable from  those  of  the  Memphis  boring.  These  &cts  agree  again  with  the 
fiict  tint,  since  the  strike  of  the  Claiborne  strata  OMerved  in  Mississippi  is  about  west^ 
northwest  f  not  due  west,  as  inferred  by  Mr.  Wilson  from  the  older  geological  map  of 
MisBisHippi),  their  dip  must  be  correspondingly  a  south-southwesterly  one,  from  Mem- 
phis toward  Helena. 

The  difference  of  nearly  150  feet  between  the  levels  at  which  the  tertiary  stiata  have 
been  reached  in  the  bluff  and  in  the  bottom  boring  at  Helena,  not  quite  two  miles  apart, 
affords  a  measure  of  the  energy  of  the  erosion  effected  by  the  gravel-chaiged  floods  of 
the  quateinaiy  epoch. 

BOTTOM  B0SING8. 

In  all  the  deeper  bottom  borings,  save  one  (viz:  No.  2,  Lake  Providence),  three  dis- 
tinct formations  have  been  penetrated,  viz,  the  river  alluvium  or  its  equivalents  in  time, 
the  equivalents  of  the  Port  Hudson  beds,  and  the  eocene  tertiary  strata. 

Much  speculation  has  been  indulged  in  heretofore  as  to  the  average  depth  of  the  allu- 
vial deposits  of  the  Mississippi,  and  the  results  of  my  observations  in  the  Delta,  which 
seemed  to  indicate  that  the  deposits  of  the  modem  river  are  comparatively  shallow  even 
there,  have  been  repeatedly  called  in  question.  The  present  investigation  throws  much 
light  on  this  subject,  and  likewise  rectifies  the  interpretation  of  the  age  of  the  '*  bottom 
gravel,''  which  has  long  been  known  to  underlie  the  great  bottom,  but  was  by  myself 
coi\jectured  to  be,  in  the  main,  the  representative  of  the  *^  orange  sand"  of  the  uplands. 
Mr.  Wilson  correctly  concludes,  from  the  constant  occurrence  through  these  gravels  of 
lignite  grains  or  **  wash,"  that  they  are  not  an  equivalent  of  the  orange  sand,  which  is 
always  singularly  free  firom  any  oxidizable  matter.  The  microscopic  examination  oo^ 
roborates  &e  importance  of  the  lignite  grains,  and  associates  them  with  grains  of  came- 
lian,  and  clear  quartz  spotted  with  camelian  as  characteristicB  of  the  Port  Hudson  stiata, 
to  which  group  the  great  beds  of  gravelly  sand  with  the  overlying  finer  sands  are 
accordingly  referred.  On  the  other  hand  the  same  examination  shows  the  vegetable 
remains  in  the  alluvium  to  be  merely  macerated,  or  slightly  carbonized,  detecting  no 
other  fossils  at  all. 

It  is  not  altogether  easy  to  see  why  this  should  be  so,  and  why  a  few  remains  of  root^ 
lets  or  wood  fibers,  and  rarely  even  these,  should  be  all  that  remain  of  the  multitude  of 
objects  that  the  great  river  has  an  opportunity  of  carrying  off  in  its  long  course,  especially 
at  high  stages  of  water.  The  only  reasonable  explanation  seems  to  be  that  the  triturat- 
ing effect  of  the  sharp  sand,  with  the  rapid  eddying  motion  of  the  river,  tends  to  destroy, 
by  mechanical  attrition,  all  but  the  toughest  material  and  such  large  fossils  as  logs.  It 
cannot  but  be  presumed  that  in  the  back  or  slack-water  deposits  of  to-day  some  of  the 
many  organisms  of  the  cypress  swamps  must  be  preserved ;  but  no  such  material  hasoome 
under  our  examination.  On  the  whole,  a  person  habitually  familiar  with  the  depofdts  of 
the  river  will  rarely  fail  to  recognize  them.  Moreover,  they  are  all ,  even  to  the  sand-bats, 
characterized  bv  a  very  frequent  alternation  of  materials,  due  to  the  alternate  influx  of 
deposits  from  different  sources  at  difiSsrent  seasons  of  the  same  year,  so  that  a  dose  observer 
may  in  many  cases  identify  the  materials  deposited  by  floods  derived  from  different  river^ 
Budi  as  the  Arkansas  on  the  one  hand,  and  the  Red  River  on  the  other.  On  thewhole^ 
as  great  a  thicknes  as  20,  or  even  15  feet,  of  uniform  and  unquestionably  alluvial  de- 
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posits  of  to-day  will  rarely  be  seen,  even  10  feet  being  nnnsoal,  and  frc»m  a  few  inches 
to  2  or  3  feet  the  most  common  range. 

From  this  point  of  view,  the  great  sand  bed  of  boring  No.  1,  at  Helena,  as  well  as  those 
lying  beneath  the  unquestioned  alluvium  in  the  Choctaw  Bar  borings,  and  in  No.  1  of 
Lake  Providence  reaches  (Mayersville),  presiented  a  doubtful  point,  these  sands  being  re- 
markably uniform  in  their  nature  and  appearance,  not  only  at  different  depths  in  the  same 
locality,  but  even  on  comparison  of  those  from  different  borings.  The  fact  that  in  all 
these  cases  the  massive  sand-beds  show  both  the  lignite  grains  and  those  of  quartz  spot- 
ted with  camelian,  which  they  have  in  common,  not  only  with  each  other,  but  with  the 
typical  ^ '  buckshot  day ' '  of  known  Port  Hudson  age,  of  which  an  authentic  sample  was 
fortunately  in  my  possession,*  is  sufficient,  in  the  absence  of  fossils,  to  cause  them  all 
to  be  referred  to  the  Port  Hudson  epoch.  It  is  a  curious  fact  that  this  buckshot  clay, 
which  is  so  abundant  in  the  back  lands  of  the  bottom,  happened  not  to  form  the  surface 
at  any  point  where  borings  were  made,  unless  it  be  at  Greenville.  Stiff  day  soils  were 
in  several  cases  found  at  the  sur&ce,  but  these  were  underlaid  by  the  undoubted  river 
alluvium. 

The  Qreemsitte  boring  is  unique,  in  that  it  was  made  at  a  point  in  the  bottom  appar- 
ently above  high-water  mark,  and  that  coincident  with  this  the  red  and  spotted  quartz 
grains  with  lignite  were  found  in  the  sand  within  a  few  feet  of  the  surface.  No  micro- 
scopic organisms  were  found  in  the  surfiuie  soil,  but  even  that  is  unlike  the  river  allu- 
vium. In  other  words,  it  seems  as  if  at  Greenville  the  older  (Port  Hudson)  materials 
were,  at  the  surfiuse  near  the  river  bank,  as  some  distance  back  they  are  on  the  '*  buck- 
shot" lands,  uncovered  by  any  alluvium.  The  local  elevation  of  Greenville  would  be 
analogous  to  the  *  *  Dogwood  Ridge ' '  shown  on  the  map  of  the  Mississippi  alluvial  region 
in  Humphreys  and  Abbot's  report,  as  the  only  land  above  overflow  in  the  Yazoo  bot- 
tom, 

Finally,  the  deepest  boring  of  the  whole  series.  No.  2  of  Lake  Providence,  is  unique 
in  that,  despite  of  its  great  depth  (248  feet),  it  has  failed  to  reach  the  tertiaiy  beds.  Mr. 
Wilson  was  misled  by  the  close  resemblance  of  the  clays  at  131.5  feet  and  below,  and 
also  by  the  overlying  lignite,  into  the  belief  that  the  rest  of  the  boring  was  in  tertiary 
materials,  which  conclusion  was  made  more  plausible  by  the  occurrence  of  calcareous 
nodules  and  materials  resembling  greatly  the  tertiaiy  marls.  The  microscopic  exami- 
nation, however,  leaves  no  doubt  of  the  fresh  water  and '  *  Port  Hudson ' '  character  of  the 
entire  boring  from  at  most  42.9  feet  down.  In  this  latitude,  moreover,  the  outcrops  of 
similar  materials  in  the  Yazoo  bottom  render  the  identiflcation,  even  to  the  naked  eye, 
altogether  complete.  How  much  deeper  the  trough  was  excavated  into  the  tertiary  at 
this  point  is  open  to  conjecture;  but  the  occurrence  of  the  tertiary  marl  at  110  feet  in 
boring  No.  3  (at  Hay's  Landing),  6  miles  southeast  from  Lake  Providence,  shows  that 
the  deep  trough  was  not  continued  in  that  direction,  but  more  probably  in  a  southwest- 
erly course.  In  this  connection  it  should  not  be  forgotten  that,  as  I  have  shown,*  the 
great  drift  current  bore,  not  in  the  direction  of  the  present  mouths  of  the  Mississippi, 
but  toward  Yermilion  Bay.  This,  therefore,  is  the  direction  in  which  we  would  expect 
to  find  the  deepest  excavations  in  the  tertiary  materials. 

As  regards  the  comparative  age  of  the  marine  tertiaiy  beds  at  Lake  Providence  (or 
rather  Hays'  Landing)  and  Choctaw  Bar  or  Helena,  the  larger  as  well  as  the  microscopic 
fossils  tend  to  show  that  while  the  beds  reached  at  the  first-named  locality  have  a  some- 
what different  fades  from  those  above,  yet  the  horizon  of  the  next  higher  group,  the 
"  Jackson,''  had  not  been  reached.  Now  it  is  known  that  southeast  of  Hays'  Landing 
on  the  Yazoo  River,  near  Haines's  Bluff,  the  Jackson  strata  b^n  to  disappear  beneath  the 
water  level,  being  there  overlaid  by  a  lignitic  bed  of  variable  thickness,  which  in  its 
turn,  at  the  Vicksbuig  bluff,  is  capped  by  the  *  *  Vicksbuig ' '  series.  The  dip  of  the  ter^ 
tiary  being  here  veiy  little  west  of  south,  it  follows  that  at  Hays's  Landing  the  strata 
stmck  at  110.7  feet  must  belong  to  a  group  considerably  below  the  Jackson  bsds;  which 
is  in  effect  what  the  fossils  found  also  indicate.  In  other  words,  the  bed  belongs  to  the 
higher  portion  of  the  Claiborne  group,  and,  according  to  the  rate  of  dip  observed  at  Yicks- 
burg,  the  Jackson  beds  would  not  be  reached  in  a  boring  of  that  depth  until  about  the 
latitude  of  Warrenton,  south  of  Yicksbuig. 

The  general  conclusions  reached  as  regs^ds  the  geological  history  and  structure  of  the 
great  bottom  within  the  limits  of  the  borings  in  question  are  therefore  these:  A  trough 
whose  depth  exceeds  at  one  point  248  feet  bdow  high-water  mark  has  been  excavated 
into  the  tertiary  beds  originally  filling  it  probably  to  a  height  considerably  above  that 
mark.t  This  trough  has  subsequently  bten  filled  up  to  above  present  high-water  mark 
with  deposits  dating,  in  their  present  position,  from  the  period  of  gradual  depression  fol- 
lowing the  deposition  of  the  orange  sand,  and  during  which  the  orange-sand  materials 
were  eroded  and  redeposited  in  the  trough,  or  sirni^  materials  were  brought  de  now 

^  *  For  geological  details  regarding  this  clay,  refer  to  Dr.  R  A.  Smith's  paper  on  the  Oeologr  of  the 
KiHiarippl  Bottom,  Proceedings  A.  A.  A.  8.,  1871,  p.  252. 
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from  northern  regions. .  The  gravel  and  coarser  sand  were  of  conrse  left  in  the  mors 
northerly  portion  of  the  trough,  while  in  the  southerly  one  the  oompaiatively  slack 
water  produced  deposits  of  sandy  loams,  fine  silt,  and  '  *  huckshot ' '  day.  As  the  depres- 
sion increased  and  the  slack- water  advanced  up  the  valley,  finer  materials,  like  the  sands 
overlying  the  gravels,  were  deppeited,  and  finally  the  loess  and  yellow  loam  now  oover- 
ing  the  uplands.  Upon  re-elevation  the  loam  and  loess  in  the  middle  portion  of  the 
trough  were  washed  away;  hut  when  the  resistent  huckshot  clays  were  reached  erosieii 
concentrated  upon  the  lines  of  least  resistance,  and  the  river  of  to-day  was  formed.  The 
great  alluvial  ridge  in  the  axis  of  the  valley  shows  that  while  the  river  has  shifted  its 
channel  hy  the  formation  and  cutting  off  of  hends,  its  general  location  has  rougUy  re- 
mained the  same.  Where  the  river  has  washed  away  the  ancient  deposits  it  has  left  its 
alluvium  overlying  such  as  remained;  hut  while  at  many  points  the  BMuvium  filling  M 
river-beds  must,  of  course,  be  of  corresponding  thickness,  viz,  from  70  to  100  feet,  or  per- 
haps more,  alluvium  of  such  thickness  has  been  struck  only  in  boring  No.  5,  Choctaw 
Bar,  viz,  68.2  feet;  the  maximum  thickness  found  elsewhere  being  (in  the  case  of  the 
Hays'  Landing  or  Lake  Providence  No.  3  boring)  56.8  feet,  and  mostly  between  25  and 
40  feet.  This  is  in  accord  with  the  similarly  shallow  depths  at  which  the  alluvium  was 
found  to  terminate  in  the  lower  delta. 

It  would  be  extremely  desirable  to  verify  these  conclusions  by  the  comparative  exam- 
ination of  samples  carefully  taken,  both  of  various  kinds  of  modem  aUuvium,  and  of 
various  materials  of  the  noted  out-crops  of  the  Port  Hudson  group.  This  would  be 
especially  interesting  in  connection  with  borings  made  at  points  further  south  in  the 
great  valley  itself. 

PSEFATOBY  LETTEB  BY  DB.  F.  V.  HOPKIKS. 

San  Fbakcisco,  Cal.,  ifay  1, 1881 
Prof.  E.  W.  Hilgabd,  Fh,  D.  : 

Deab  Sib:  The  microscopic  examination  of  the  specimens  submitted  to  me  by  yoo 
has  now  been  carried  as  far  as  the  objects  had  in  view  by  the  Mississippi  River  Com- 
mission will  warrant.  In  fact,  it  has  been  carried  much  &rther,  for  under  the  impression 
that  what  was  desired  was  a  full  account  of  their  fossil  contents,  such  as  I  had  the  pleas- 
ure of  preparing  for  you  in  the  case  of  the  Lake  Borgne  borings  in  1874,  I  figured  care- 
fully every  organism  observed.  The  tertiary  marls  proved  to  be  very  rich  in  foraminif- 
era,  almost  all  of  undescribed  species,  and  one  or  two  new  genera  may  have  to  be  created 
in  order  to  describe  them  fully.  This  work,  after  having  occupied  my  time  for  months 
unfortunately  proves  to  be  of  little  avail,  the  Commission  having  decided  at  their  meet- 
ing in  January  last  to  publish  no  plates  with  this  report. 

Under  these  circumstances  I  have  done  what  I  could  to  compare  my  specimens  with 
those  already  described,  and  have  prepared  lists  of  names,  indicating  the  figures  in  the 
works  of  others  that  most  strongly  resemble  the  fossils  observed.  These  names  appear 
in  the  following  tables,  and  will  no  doubt  aid  in  the  determination  of  the  geological  posi- 
tion of  the  strata  through  which  the  borings  have  passed.  It  is  to  be  hoped  that  th^ 
may  attract  the  attention  of  naturalists  to  a  rich  and  as  yet  un worked  field  for  sd^tifie 
research. 

The  specimens  were  prepared  for  examination  by  shaking,  or  in  the  case  of  days  by 
boiling,  with  about  4  inches  of  water  in  a  6-inch  test-tube  until  the  grains  were  well 
separated.  After  settling,  first  for  25  seconds,  the  water  containing  the  finer  portion  was 
decanted  into  another  tube,  and  a  fresh  supply  poured  in.  This  process  was  repeated 
four  times,  the  settling  being  5  seconds  shorter  each  time.  The  remaining  portion  and 
the  separate  deposits  in  the  tubes  were  then  examined  carefully  under  a  microscope 
with  powers  varying  ftom  70  to  1,400  diameters.  The  results  are  set  forth  in  the  follow- 
ing tables. 

Yours,  very  truly, 

F.   V.   HOPFDiS. 

•  8mith§onlan  Contnbutions  to  Scienoe,  No.  248;  also.  ProoMdinsa  A.  A.  A.  S.,  1871,  p.  230,  ff. 

t  The  Jieigbt  at  which  we  find  the  tertiary  beds  at  this  time  on  the  bordering  blufl^  ia  probibiy 
not  a  Aur  measure  of  the  amount  of  erosion,  sinoe  the  axis  of  the  Mississippi  embayment  wsi  ■** 
doubtedly  a  trough  lower  than  its  border. 
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Record  of  examination  of  tpecimena  of  borings. 
pOeroeoopio  oharaeter  by  Dr.  F.  Y .  Hopkins :  larger  oi^^nisma  and  final  determination  of  tlie  otrata 

BOBINO  NO.  2,  MEMPHIS,  TENN.  (ON  BLUFF). 


Deeeription  of  speci- 
men& 

Depth. 

Quartz. 

Tour- 
maline 

tiSte 
matter. 

Mica. 

Large 
fusslk 

Small 
foedla. 

LOESB. 

Yellow  silt,  non-ealoa- 
Teoua. 

ORAHOB  SAin>. 

Orange  yellow,  coarse 

Blue  day,  with  yellow 

streaks. 
TeUowioh  sand 

FeeL 

1      to  47 

47     to  66.9 
56.9 to  6Q.6 
60.6  to   63 
68     to   96.9 

98.9 to   99.8 
99. 8  to  117 

117.5to  182.2 

182. 2  to  182. 5 
132.6  to  183.4 

183. 4  to  184.1 
184.1  to  139.8 

189.8  to  160 
160     tol54.6 

154     to  167 

167     to  168.6 

168.5  to  275.1 

Small  rounded  and 
dear. 

Variegated  with 

Small,  dear,  and 
rounded. 

Clear,  mixed  with 
chert  and  jasper. 

Sharp  and  round- 
ed, clear,  white, 
yellow,  red,  and 

Vartegited. 

do 

do 

None. 

None. 
....do.... 
....do.... 
....do.... 

....do.... 
....do.... 

....do.... 

A  little. 

None. 
....do.... 
....do... 
....do... 

....do.... 
....do.... 

...do... 

....do.... 
....do.... 
....do.... 
....do.... 

(2) 
....do... 

None. 

....do.... 

(1) 

None. 

None. 
....do.... 
....do... 
A  little. 

....do.... 
....do.... 

....do.... 

....do.... 

....do.... 

....do.... 

«) 

None. 
....do.... 

None. 

....do.... 
....do.... 

None. 

(•) 

None. 

....do.... 

(t) 

None. 

(t) 

(t) 

None. 
....do.... 
....do.... 
....do.... 

None. 
....do.... 

None. 

....do.... 
....do.... 

None. 

None. 
Do. 
Do. 

Coarse  sand  with 
gravel. 

Onnge^olored  sand... 
Orange-oolored  sand, 

gravelly. 
Orange-colored  sand, 

Do. 

Dow 
Do. 

Do. 

lower  part  cement^ 
e<l  by  iron  into-  a 
conglomerate. 
WhitSh  day 

Fine  and  dear 

Variegated 

....do.... 
....do.... 

Do. 
Do. 

Whitish  cU^ 

Fine  and  clear 

....do.... 

Do. 

CoAHiA  yellnwlsh  sand. 

Variegated 

....do.... 

Do. 

VOBTHBEH    LIONITIO 

Oritty   day,  yellow- 
ish, passing  into 
bluisEgray. 

Gray  sand 

Ftahoooda  Qrcnp. 
Stifrblne  day 

Clear,  small,  and 
rounded. 

Bounded    and 
sharp,    clear, 
some  white  and 
yellow. 

Very  small,  dear, 

and  round. 
Clear  and  round.... 
Fine  and  dear. 

None. 
....do.... 

None. 

....do.... 
....do.... 

None. 
Do. 

Nona. 

Oiayish  sand 

Do. 

Stiif  bine  day. 

Do. 

^GMtsofpalnoooic  in  pebbles,    f  Casts  in  pebbles.    tAg 

ILignitegral 


1  deaL    |  Lignite  grains  and  larger  pie 


Notes  on  Memphis  Section,  Boeings  Nob.  1  and  2. 

(B.  W.  HlIiOABD.) 

The  loess  spedmeos  within  the  first  47.2  feet  agree  entirely  with  the  usoal  character 
of  this  deposit  in  the  northerly  region.  It  is  much  less  calcareous  than  farther  south, 
and  snails,  as  well  as  concretions  of  calcic  carbonate,  occur  only  in  streaks,  sporadicaUy. 
The  upper  10  feet  are  properly  a  subsoil  layer  belonging  to  the  ^*  yellow-loam '*  divis- 
ion, wmch  in  the  interioi  is  directly  superimposed  upon  the  orange  sand  or  stratified 
drill. 

The  latter  presents  here  a  most  characteristic  section,  embracing  a  series  of  all  its 
characteristic  materials,  even  to  the  ferruginous  conglomerate  of  coarse  sandstone,  which 
here,  as  elsewhere,  marks  the  approach  to  an  impervious  or  clayey  layer.  The  lowest 
portion  of  the  loess  iJso  shows  for  a  few  feet  a  change  toward  a  sandy  hardpan,  which 
usually  forms  a  transition  to  the  orange  sand  proper;  and  at  the  base  of  the  latter  the 
increase  of  sharp  sand-grains,  as  against  the  rounded  and  rust-incrusted  ones,  heralds 
the  approach  of  the  tertiary  sands  that  commonly  form  the  upper  portion  of  the  '^L»- 
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grange  groape"  in  Texmessee.  The  gieai;  clay  bed  with  occasional  streaks  of  gmy  auid 
is  the  exact  counterpart  of  sections  obtained  in  bored  wells  in  the  '*  Flat  wood  belt"  in 
Miatdssippi,  including  the  variation  in  sandiness  that  is  so  apparent  between  230  and 
245  feet  of  the  section.  As  these  days  immediately  overlie  the  highest  cretaoeotis  of  the 
southwestern  States,  it  is  probable  that  between  100  and  200  feet  lower  down  the  cre- 
taceous limestone  would  have  been  reached  after  passing  through  a  zone  of  estoanan 
deposits  with  silicified  marine  fossils.  The  dark-colored  conoeretions  found  at  184.7  and 
204  feet  are  mostly  of  bird-shot  size,  and  consist  of  sand-^n^ains  cemented  by  biowninm 
ore,  evidently  a  pseudomoiph  after  iron  pyrites.  They  are  therefore  not  calcaieous,  as 
stated  in  the  record  of  borings;  nor  does  the  material  inclosing  them  show  any  signs  of 
effervescence.  Had  it  been  otherwise,  the  &ct  would  have  b^  of  especial  interat,  as 
indicating  the  approach  of  oldest  marine  tertiary  strata  found  at  some  points  in  Miasis- 
sippi  and  Alabama. 

Boring  No.  3  manifestly  agrees  in  aU  prominent  points  with  the  sections  obtained  in 
the  bottom  borings  at  Helena,  Choctaw  Bar,  and  Lake  Providence;  viz:  the  tertiaiy 
strata  are  overlaid  first  by  a  heavy  deposit  of  gravel  and  giavelly  sand,  this  by  finer 
•and,  and  this  finally  by  the  obviously  alluvial  layers. 
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Notes  oh  thb  Hkleka  Sbction. 

(B.  W.  HlIiOAKD.) 

BOBIKa  NO.  2  (on  BLUFF). 

The  flxst  139.7  feet  of  this  section  is  highly  typical  loess,  with  land  snails  (Hda  olbo- 
Idbria)  and  loess  pnppets  or  calcareons  concretions  of  the  silty  mass.  It  differs  quite  ob- 
viously from  the  yellowish  and  much  more  clayey  material  of  the  Memphis  bluff  and  the 
marginal  r^on  of  the  loess  in  Tennessee  and  north  Mississippi  generally,  which  may 
properly  be  distinguished  as  "marginal  loess." 

Ae  materials  found  firom  139.7  to  158  feet,  though  non-effervescent,  seem  most  closely 
related  to  the  loess,  and,  with  the  underlying  siUoeons  days,  seem  to  correqKUid  to  the 
transition  strata  between  the  loess  and  orange  sand  observed  at  Yicksbuig  and  Grand 
Gulf,  Miss. 

The  pebble  bed  atl67.8tol71.3doubtle8s  represents  the  orange  sand  pebble  bed,  whid& 
has  be^  found  of  such  very  variable  thickness  by  Mr.  Wilson  in  this  very  locality,  and 
shows  the  same  variability  almost  everywhere  else. 

The  fossiliferous  clay  and  marl  bed,  171.3  to  231.3,  with  its  intercalated  layer  of  bluish 
impure  limestone,  is  very  distinctly  characterized  as  tertiary,  of  the  (marine)  Oaibome 
Group  by  the  well-preserved  spedmens  of  the  following  shells:  Manoeeraa  vduataa  Lea, 
AcUeon  lineaiua  Lea,  Nucala  magna  Lea,  DenUUium  turritum  Lea,  or  nderoetriatum  Heller, 
NoHea  minima  Lea,  N,  magno^nUnlioata  Lea,  PleuroUma  LonsdalU  Lea;  there  is  besideB 
an  undescribed  Pleurotomaj  Flabellumf  and  JReUpora,  The  abundance  of  microscopic  oi^ 
ganisms  shown  by  Br.  Hopkins's  record  is  very  remarkable. 

BoaiNQ  NO.  1  (in  bottom). 

This  boring  begins  at  a  level  about  138  feet  lower  than  No.  2,  and  reaches  to  a  depth 
greater  by  116  feet  After  penetrating  27  feet  of  unquestionable  alluvium,  it  penetiales 
first  66.4  feet  of  very  fine  and  uniform  sand,  which  then  becomes  coarser  and  slightly 
graveUy  through  the  succeeding  29  feet,  making  85.4  feet  of  sand.  The  materials  then 
become  gravelly  and  pebbly,  and  so  continue  with  variations  to  162.3  feet,  making  in  all 
131.3  feet  of  suidyand  gravelly  materials,  the  physical  composition  of  which  shoivs  them 
to  belong  to  one  and  the  same  epoch.  Then  follow  strata  of  solid  days,  void  of  marine 
fossils,  but  agreeing  in  every  character  with  the  *  ^  northern  lignitic  * '  cHiys  penetrated  in 
the  Memphis  boring  at  the  lower  depths.  Helena  boring  No.  1  has  therefore  passed  be- 
yond the  limits  of  the  marine  Claiborne  strata  found  in  boring  No.  2,  reaching  the  oldest 
underlying  tertiary  at  the  lowest  level  at  which  it  has  been  found  in  the  borings  under 
consideration,  viz,  162.3  feet  below  the  high*water  reference  leveL  The  ready  disinte- 
gration of  the  calcareous  marls  has  allowed  the  ancient  floods,  chaiged  with  giavel,  to 
wear  them  away  down  to  their  tough  floor  days;  the  latter,  contary  to  the  atatementot 
the  boring  record,  show  no  signs  of  calcaieous  matter. 
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Notes  on  Choctaw  Bab  Borings. 

(B.  W.  HlIiQABD.) 

In  the  profile  of  No.  2  we  have  down  to  50.6  feet  materials  snch  as  ate  conently  de- 
fKMited  by  the  riyer  at  the  present  time;  a  clayey  soil  above,  such  as  is  formed  in  slack 
water;  from  1.2  to  23.6  feet,  the  river  silt,  not  easily  mistaken;  thence  to  50.3  feet  an 
4>riginally  bluish,  now  brownish  loam,  sudi  as  the  river  forms  when  silting  npold bends, 
.and  which  can  be  observed  where  such  deposits  are  again  cat  away;  all  without  foesila. 

Then  comes  first  a  bed  of  fine  sand,  37  feet  in  thickness,  then  a  thin  sheet  of  blaeclaj 
and  beneath  it  coarser  sands  and  gravel,  continuing  down  to  121.3  feet.  The  consider- 
able thickness  and  uniformity  of  the  materials  of  this  bed  seem  to  point  to  the  action 
in  its  formation  of  a  mightier  body  of  water  than  the  present  river.  The  frequent  oc- 
currence of  camelian  and  reddish  quartz  grains  also  seems  to  distinguish  these  older 
sands  fh>m  the  deposits  of  the  present  period,  in  which,  on  the  other  hand,  mica  is 
usually  abundant.  Of  course  these  difierenoes  cannot  be  absolute,  but  only  of  degree, 
since  the  older  materials  are  constantly  being  used  in  the  formation  of  modem  deposita. 
On  the  other  hand,  the  almost  constant  presence  of  lignite  grains  serves  to  distingniah 
the  gravel  deposits  of  the  bottom  from  the  orange  sand  of  the  uplands,  Tvhich  is  pecu- 
liarly destitute  of  any  organic  or  ozidizable  materials. 

No  doubt  is  left  about  the  indentity  of  the  marine  Claiborne  beds  by  the  fossilB,  of 
which  boring  No.  2  has  been  more  prolific  than  any  other  of  the  set.  Apart  iiom  the 
abundant  microscopic  fiiuna  shown  in  Dr.  Hopkins's  record,  the  following  larger  &ma\a 
were  identified: 

OioUtes,  abundant;  Venericardia  planicosta  V,  rotunda  Lea ;  F.  transverM  Lea;  Oor- 
bula  Murchiaona  Lea,  C.  gibbaao  Lea,  C,  omnpresm  Lea,  Lucina  papymcea  Lea  ?  frafpnent  of 
a  TeUina^  and  several  of  a  triangularly  ribbed  Cardium  ;  DenUUium  turrtum.  Con.,  or  D.  «ii- 
crostriatum  Heilpr,  Natica  minima  Lea,  N.  magn(humbiUcata  Lea,  all  abundant.  OrhianMla 
Lea,  Pleurotama  Lon»dalii,  PL  Childreni^  PL  Beauemoniii^  all  of  Lea,  and  two  other  spedes. 
Fu8U8 pagoda  Heilpr.,  F.  magnocosUUus  Heilpr.,  and  two  other  species.  Two  species  of 
Pyruolay  represented  only  by  the  spire;  TurriieUa plebeia  Say,  T.  Morfoni  Con.,  a  prettily 
sculptured  Piccinum,  Actaeonlineatua^  Lea;  Atletha  Ikiotncyi  Con  ;ACanceUaria  not  described 
'by  Lea;  firagments  of  a  MUra^  Oliva  Gracilis  Lea;  a  badly  worn  spire  of  MonocerosvetuatuM 
Lea. 

The  other  borings  from  the  neighborhood  of  Choctaw  Bar  correspond  closely  to  Ko.  2, 
except  in  that  the  thickness  of  the  alluvial  layer,  as  well  as  that  of  the  underlying  sand, 
varies  from  place  to  place.  In  No.  5  the  alluvium  is  thickest,  being  67  feet.  The  sur- 
&oe  of  the  tertiary  seems  to  show  a  trough  excavated  to  40  feet  below  its  highest  pointy 
cutting  squarely  across  the  two  bends  (from  No.  3  to  No.  2),  as  though  indicating  for  a 
4l8tanoe  of  5  nules  the  direction  of  the  ancient  eroding  current. 
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Notes  on  Gbebnvillb  Section. 

(B.  W.  HiLOABD.) 

The  Greenville  section  is  somewhat  unique  both  in  its  collocation  and  in  the  materials 
penetrated.  The  spot  chosen  lies  above  high- water  mark;  and  althoagh  the  material, 
penetrated  down  to  the  depth  of  22.8  feet,  might.from  its  appearance  be  taken  to  be  alln- 
viam;  yet  the  fact  that  above  10  feet  the  silts  resemble  in  color  the  transition  beds  be- 
tween the  loess  and  Port  Hudson  strata,  while  below  that  level  lignite  grains  and  car- 
nelian -.spotted  quartz  grains  areabundant,  seems  to  justify  the  conclusion  that  noallnvium 
at  all  h:ia  been  penetrated  here,  and  that  older  material  lies  at  or  near  the  sor&oe. 

This  is  the  more  credible  as  the  tertiary  strata  are  also  here  found  at  an  unusually 
shallow  depth,  the  least  at  which  they  have  been  struck  in  any  of  the  borings,  viz,  90 
feet.  There  seems,  therefore,  to  exist  here  a  ridge  analogous  to  the  *' Dogwood  Ridge" 
which  forms  the  continuation  of  Crowley's  Ridge,  and  runs  from  opposite  Helena  to  the 
head  of  Honey  Island,  diagonally  across  the  Yazoo  bottom. 

No  larger  fussils  have  been  brought  up  by  the  augur  from  the  Greenville  boring,  but 
the  marl  struck  at  90  feet  is  identical  in  appearance  with  that  ih)m  the  Choctaw  Bar 
borings,  and  the  microscopic  organisms,  while  somewhat  different  from  those  of  the  pre- 
ceding borings,  nevertheless  bei^  the  same  general  character.  From  the  known  general 
southward  dip  of  the  tertiary,  it  must  be  presumed  that  higher  strata  are  met  with  al 
the  same  depths  as  we  advance  southward,  beneath  the  bottom  as  well  as  on  the  bluflb 
alon^ide. 
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NOTIBS  ON  THJE  LAKB  PbOYIDENCB  RsAGH  BOBINa& 
(R  W.  HniGABD.) 

The  most  northerly  of  these,  the  Mayersville  boring  No.  1,  does  not  differ  in  any  way 
ftom  those  of  the  Choctaw  Bar.  Down  to  30. 1  feet  the  material  seems  to  be  entirely  of 
the  usual  character  of  alluvium;  thence  to  118.6  feet  the  character  is  the  same  as  else- 
where, iirst  a  stratum  of  finer  sands,  then  gravelly  sand  and  larger  pebbles.  These  88.5 
feet  undoubtedly  belong  to  the  older  (Port  Hudson)  beds.  Whether  the  brownish  clay 
penetrated  between  118.6  and  132.9  feet  is  of  tertiary  age,  the  "data  are  not  sufficiently 
definite  to  determine;  but  this  seems  to  be  the  most  probable  conclusion. 

Boring  No.  2,  the  deep  boring  at  LAke  Providence  town,  id  one  of  the  most  interest^ 
ing,  not  only  on  account  of  the  great  depth  reached  (248  feet),  and  the  great*  variety  of 
materials  encountered,  but  mainly  from  the  fact  that  at  this  great  depth  the  tertiary 
strata  (coHtrary  to  the  impression  of  the  engineer  in  charge)  have  not  been  readied. 
The  microscopic  examination  leaves  no  doubt  on  this  point,  the  more  as  the  examina- 
tion of  the  lignitic  days  of  No.  3  showed  definitely  the  presence  of  foraminifera  and 
and  therefore  the  connection  of  that  material  with  the  marine  tertiary.  In  fact  the  mar 
terials  of  Xo.  2  form  a  complete  epitome  of  those  constituting  the  Port  Hudson  strata  in 
the  southern  part  of  the  Yazoo  bottom,  at  the  Port  Hudson  bluff,  and  on  the  sea-shore 
exposures  at  C6te  Blanche  and  Weeks*  Island.*  Thecalcareousooncretionsand  marly  days, 
supposed  to  indicate  the  tertiary  affiQ  of  the  lower  strata  of  No.  2,  are  extremely  charac- 
teristic of  the  more  southerly  portion  of  the  Port  Hudson  formation.  The  lignite  foand 
at  127.6  to  131.5  feet  also  differs  materially  in  *' ripeness  "  irom  that  of  the  tertiary,  as 
in  Helena  boring  No.  1,  sample  13.  It  is  precisely  similar  to  that  found  both  at  Port 
Hudson  and  on  the  Gulf  shore,  in  the  old  quaternary  deposits.  The  great  thickness  of 
the  latter  at  Lake  Providence  indicates  the  deep  erosion  of  the  tertiary  at  that  point, 
located  probably  in  the  line  of  the  ancient  main  channel. 

The  upward  limit  of  the  Port  Hudson  materials,  as  against  the  aUnviam,  is  difficolt 
to  draw  at  this  point,  in  consequence  of  the  great  diversity  of  materials,  and  of  the  fiid 
that  in  some  cases  the  undoubted  older  deposits  show  no  fossils.  Since,  however,  the 
grains  of  lignite  and  camelian  spotted  quartz  occur  at  42.9  feet,  that  depth  must  he 
assumed  to  be  the  maximum  of  the  alluvium  proper  in  No.  2. 

In  No.  2  A,  close  to  the  other,  the  allavium  evidently  stops  at  28.0  feet^  the  rest  being 
the  usual  bottom  sand  and  gravel  beds. 

No.  3,  the  boring  at  Hays'  Landing,  about  5}  miles  southwest  from  No.  2,  shows  in  ite 
apper  portion  the  same  unusual  variety  of  materials  as  No.  2.  For  that  very  reason  it 
is  extremely  probable  that  if  it  were  of  the  older  formation  the  corresponding  foasila 
would  be  easily  found.  The  depth  of  the  alluvium  here  may  therefore  probably  be 
placed  at  56. 8  feet;  from  this  depth  to  that  of  1U9.0  feet  there  can  be  no  doubt  of  the 
true  character  of  the  older  or  **  bottom  gravel." 

Below  the  gravel  lies  the  tertiary  marl,  with  numerous  but  on  the  whole  badly  pre- 
served fossils,  recalling  the  aspect  of  the  higher  part  of  the  Claiborne  beds  in  eastern  Mis- 
sissippi, or  that  of  the  Jackson  age  om  the  Yazoo  bluff  near  Satartia.  From  its  geograph- 
ical location  and  the  imperfectly  known  southerly  dip  of  the  strata,  either  of  the  two 
stages  of  the  marine  tertiary  might  here  be  looked  for.  Unfortunately  these  are  so  few  in 
number  as  not  to  allow  of  very  positive  condosions.  Those  identified  with  more  or  Ie« 
certainty  are  the  ibllowing: 

Leda  media  I^ea  ?  Leda  plicata  Lea  ?  and  another  species ;  Venerieardia  rotunda^  V.  trant 
versa  f  Lea,  the  latter  identical  with  that  found  at  Choctaw  Bar;  a  Hirbinoliay  and  a  spe- 
cies of  LunuliteSf  not  described  by  Lea;  a  fragment  of  a  Tellina. 

The  Leda8  are  foreign  to  the  Jackson  group,  from  which  only  the  veiy  distinct  Lf^ 
muUUineata  is  known.  Venericardia  rotunda  belongs  to  both  the  Jackson  and  Claibone 
beds,  but  nothing  resembling  V.  transvrrsa,  or  the  fossil  here  observed,  occnis  in  the  Jack- 
son beds.  On  the  other  hand,  the  leading  fossils  of  Choctaw  Bar  and  Helena— the  Df»' 
talium  and  the  NaUcaSy  as  well  as  the  OtoliteSy  are  here  wanting.  It  is  therefore  proba- 
bly one  of  the  higher  divisions  of  the  Claiborne  age,  separated  from  the  one  occurnng 
above  by  the  partly  lignitic  beds  here  underlying;  a  feature  of  such  common  occurrence 
in  Western  Mississippi  and  Louisiana  that  it  is  rather  the  rule  than  an  exception.  The 
microscopic  organisms  confirm  the  view  that  while  the  bed  has  strong  affinities  in  the 
direction  of  the  Choc  taw  B^r  and  Helena  beds,  yet  it  is  somewhat  distinct  in  the  occar- 
rence  and  especially  in  the  prylominauoe  of  species. 

^8ee  tho  writer's  memoir,  No.  2i8  of  the  SmithsonUm  Oontributiona  to  Knowledge. 
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LIST  OF  LARQEB  FOSSILS. 

[From  tho  borings  at  Choctaw  Bar,  Helena,  and  Lake  Providence  Reach.] 


Choctaw 
Bar,  No.  2. 

Helena, 
No.  2. 

Lake     Provi- 
dence, No.  2. 

Remarka. 

TZBTBBRATA. 

OtoUtM....,:^ « 

Br7AI.VBa. 

Leda  media.  Lea?......... 

Abundant. 


Abundant. 

1 
1  - 

1 

Specimen*  too  ftagmcntary  to 

/.edaplieaia^  Lea?.. -. 

be   deflnitcly  identified,  but 

Leda ,,., 

all  distinct  from  Leda  multUv- 

1 

neato  of  Jackson. 
A  small  frafirmeni  of  anterior 
end  but  well  deflned. 

Venericard  la  pianic,  sta 

Venerioardia  rotunda^  Lea.... 

1 
1- 

1 

1 
4 

1 

1 

Very  youn^  specimens,  but 
well  characterized. 

Fragrments  too  indefinite,  but 
perhaps  a  distinct  species. 

Lea's  figures  and  descriptions 
of  C.  gibbosa  and  comprc^fa 
leave  a  doubt  between  them 
when  the  anterior  i)orlion  is 

Cofinda  MurcMatmi,  Lea. 

...«. 

wantinjr;   perhaps  all  those 

TVlKha.......... 

2 

Abundant. 

1 
\ 

marked  C.  gibbotm  should  bo 

assigned  to  young  of  C.  Ifur* 

ehistnii. 
Probably  the  young  of  L.  papy- 

racea,  Lea. 
A  very  smooth-su rfaccd  species. 

Oardium. - 

17iaTAI.TKS. 

8 
Abundant. 

too  fragmentary  for  specifio 
identification. 
Shell  thin  and  ribs  triangular; 
not  ornate. 

Smaller  than  Heilprin's  tjrpe 

D,  microsfriafwm,  Heilpr. 

Z           r 

otherwise  distinct 
Severcl    imporfcct    specimens 

JTolioa,  minima.  Lea. 

2 
Abundant. 

1 

3? 
Abundant. 

3 

OrW»  rotelto.  Lea?.. 



scorn  rcfcrnble  to  this  species 
Well  preserved  cxcciJt  mouth ; 

leave  some  uncertainty. 
A  doubtful  fragment  of  body 

1 

whorl. 
The  specimens  are  small  and 

Pleurotoma  Childrenis  T^a..... 

1 
1 

1 
1 
1 
1 
1 
1 

1 
1 
8 
2 
8 
8 
1 
1 
9 

1 

1 
1 

1 
1? 

often  much  worn,  so  ns  to 

Pteurofoma  Dtawmmdiiy  Lea. 

render  identification  difficult 

Pfeurotoma 

1 

without    direct    comparison 

with  originals. 

Amiu  fHtgoda^  HeUpr 

In  the  absence  of  the  eanal. 

Puctw. 

mostly  wanting,  these  species 

FSuuM 

are  difficult  of  identification. 

Pyrvla « 

^ 

Spire  only,  not  identifiable. 

Pyrula 

■ 

Turrildla  ptebeia^Say 

Young  specimens,  but  hardly 

TurriteUa  Mortoni^  Con 

doubtful. 

Buecinum 

' 

Adaonlineatut,  T>ea 

1 

\ 

Aeltron  ponUivs,  Lea 

AdtBtm  pygmaeus^  Lea. 

.:::"*::::::::::::::] 

Fragments,  but  character istio- 

AOdkaTwomeyi^Con ^... 

OanedlaTia 

ally  marked. 
Part  of  body  whorl,  quite  de- 
finite. 

Near  parra,  Lea,but  spire  lower. 

Mitra 

> 

(HivaffraeUis,  I.ea.. 

• 

'' 

Complete  specimen. 

CX>RALa. 

FlaMUvim 

8 

1 

1 

One  si)ecimen  almost  complete ; 
that  from  Chootaw  Bar  doubt- 
ful. 

Not  described  by  Ixja. 
Tndcfinitecast  iiiapieceofmarl. 
Not  described  by  Lea. 

LunttlUea. 

2 

Rdeporat 

1 

Do. 
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Adams'  flame  for  river  impTovement,  test  of 

Ahnapee  Harbor,  Wis.,  improvement  of .-. 

Alabama  River,  improvement  of . 

Alameda  Creek,  Gal.,  examination  of 

Allegheny  River,  Pa. ,  improvement  of 

Alligator  River,  N.  C,  examination  of. 

Alpena  Harbor,  Mich.,  improvement  __- 

Altamaha  River,  Ga. ,  improvement  of 

Amit^  River,  La.,  improvement  of. 

Anchorage  capacity  of  harbors  .._ _ 

Androscoggin  River  below  Brunswick,  Me.,  examina- 
tion of 

Angaille  River,  Ark.,  improvement  of 

Annapolis  Harbor,  Md.,  improvement  of 

Apalachicola  Bay,  Fla.,  improvement  of 

Apalachioola  River,  Fla.,  improvement  of 

Appomattox  River,  Va. ,  improvement  of . .         

Aransas  Pass  and  Bay,  Tex.,  improvement  of 

Archer's  Hope  River,  Va.,  improvement  of 

Arkansas  River  from  Fort  Gibson  to  Wichita,  survey  of. 

Arkansas  River  at  Little  Rock,  bridge  across 

Arkansas  River  at  Pine  Bluff,  Ark.,  improvement  of  _. 

Arkansas  River  at  YanBuren,  Ark.,  bridge  across 

Arkansas  River,  Improvement  of,  between  Fort  Smith, 

Ark.,  and  Wichita _ 

Arkansas  River,  operations  of  snag-boats  on 

Armor  plates  and  turrets,  &c,  information  in  relation 

thereto _ _ 

Ashley  River,  S.  C,  improvement  of 

Ashtabula  Harbor,  Ohio,  improvement  of 

Atchafftlaya  River,  between  Berwick's  Bay  and  the 

Gulf  of  Mexico,  examination  of 

Au  Sable  Harbor,  Mich.,  improvement  of 


Baltimore,  defenses  of _ 

Baltimore  Harbor,  improvement  of  entrance  to... 

Bangor  Harbor,  Me.,  examination  and  survey  of 

Battalion  of  Engineers 

Bay  River,  N.  C,  examination  of. 

Bay  of  Superior,  Wis. ,  improvement  of 

Bayou  Bartholomew,  Ark.,  improvement  of 

Bayou  Black,  La.,  improvement  of 

Bayon  BoBuf,  La.,  improvement  of 

Bayou  Courtableau,  La.,  improvement  of 

Bayou  Dorcheat,  La.,  examination  of 

Bayou  La  Fourche,  La.,  examination  of 

Bayou  La  Fourche,  La.,  improvement  of 

Bayou  Petit  Anse,  La.,  examination  of 

Bayou  Pierre,  La.,  survey  of-_ 

Bayon  Ronndaway,  La.,  examination  of. 

Bayon  Teche,  La.,  oonnectinfi:  with  Grand  Lake 

5908 


244 
280 
203 
334 
262 
177 
303 
187 
210 
579 

73  473 
231 
143 
197 
197 
147 
219 
165 
232 
270 
229 
270 

229 
227 

421 
182 
318 

216 
304 


35 
142 
73 
65 
177 
272 
222 
213 
222 
213 
227 
216 
214 
227 
221 
227 
212 


475 
425 


227 


1200 


1059 

1114 
1263 


1403 
900 
1175 
1174 
913 
1312 
1031 
1405 

1393 


1399 
1390 


1097 


1285 


894 


1064 

1330 
1276 
1331 
1277 
1363 
1291 
1280 
1369 

1347  I 
1275 


1847 

2207 
1702 

2036 


1778 
1792 


2113 
2040 


1818 
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Bayon  Teche,  La.,  improvement  of _ 

Bayou  Terrebonne,  La. ,  improvement  of. 

Bayon  VidaJ,  La.,  examination  of 

Beattyville,  Ky.,  report  on  lock  and  dam  in  Kentucky 

River  at  — - - 

Beaufort  to  New  Berne,  N.  C,  inland  navigation  be- 
tween, 8ur\*ey  of  and  improvement  of 

Beaufort,  N.C.,  defenses  of 

Beaufort  Harbor,  N.  C,  improvement  of. 

Beaufort  and  New  River,  N.  C,  examination  of  sound 

between 

Beaver,  Pa. ,  bridge  across  Ohio  River  near _.- 

BelfjBst  Harbor,  Me.,  improvement  of...- 

Belle  Plaine,  examination  and  survey  of  Minnesota 

River  near — — 

BelleRiver,  Mich.,  ice  harbor  at ^ 

Benton  Harbor,  Saint  Joseph's  River,  Mich.,  improve- 
ment of- 

Big  Bayou  Meto,  Ark. ,  examination  of 

Big  Hatchie  River,  Tenn.,  improvement  of 

Big  Sandy  River,  examination  of  Louisa  Fork  of  the.. 

Big  Sandy  River,  W.  Va.  and  Ky.^  improvement  of 

Big  Stone  Lake,  examination  of  Mmnesota  River  near.. 

Big  Sunflower  River,  Miss.,  improvement  of 

Biloxi,  Miss. ,  improvement  of  harbor  at _. 

Bisseirs  Cove,  R.  L,  examination  of 

Bisteneau  LsJce,  La.,  examination  of... 

Black  Bayou,  La,,  improvement  of. _ 

Black  Lake  Harbor,  Mich. ,  improvement  of. 

Black  Rock  Harbor,  Conn.,  examination  and  survey  of.. 

Black  River,  Ark.  and  Mo.,  improvement  of 

Black  River,  from  its  mouth  to  Trinity,  La.,  examina- 
tion of — - 

Black  River,  N.  C,  examination  of 

Black  River  Harbor,  Ohio,  improvement  of 

Black  Warrior  River,  Ala.,  improvement  of _, 

Black  water  River,  Va.,  improvement  of__ 

Block  Island,  R.  I.,  construction  of  harbor  at 

Blue  Buck  Bar,  Tex.,  improvement  of 

Board  of  Engineers  for  Fortifications  and  for  River  and 

Harbor  Improvements 

Board  of  Engineers  for  the  Pacific  coast — 

Boeuf  River,  La.,  improvement  of _-. 

Bogue  Falia  River,  La.,  examination  of. 

Boquet  River,  N.  Y.,  examination  of. 

Boston,  Mass.,  defenses  of... _. 

Boston  Harbor,  Mass.,  examination  and  survey  of  Fort 

Point  Channel _ 

Boston  Harbor,  Mass.,  improvement  of 

Brandy  wine  River,  Del.,  examination  and  survey  of 

Branford  Harbor,  Conn.,  examination  and  survey  of 

Brazos  River,  Tex.,  improvement  of  mouth  of 

Brazos  Santiago,  Tex. ,  improvement  of  harbor  at 

Breakwater  at  New  Haven,  Conn.,  construction  of 

Breton  Bay,  Md.,  improvement  of 

Bridge  across  Arkansas  River  at  Little  Rock,  Ark 

Bridge  across  Arkansas  River  at  Van  Buren,  Ark 

Bridging  Great  Kanawha  River,  W.  Va 

Bridge  across  the  Mississippi  River  at  Dubuque,  Iowa. 

Bridge  across  Ohio  River  near  Beaver,  Pa 

Bridge  across  the  Ohio  River  at  Wheeling,  W.  Va 

Bridge  across  Saint  Croix  River 


212 
214 
227 


171  177 
40 
169 

177. 
270 
69  463 


1272  i 
1279 
1347  I 

I 

1040, 10651 
1039 
1055  ' 


17% 


1778 


250 

1637 

306 

2070 

300 

IMS 

232 

1408 

225 

1337 

267 

1756 

265 

1749 

250 

1632 

224 

1334 

206 

1217 

99 

663 

227 

198t 

213 

1276 

298 

1967 

99 

665 

231 

1403 

227 

1363 

177 

1061 

314 

90M 

203 

1204 

165 

1031 

88 

626 

207 

1249 

55 

64 

222 

1331 

216 

1283 

330 

S168 

17 

79 

588 

75 

503 

139 

879 

99 

678 

218 

1309 

220 

1316 

95 

647 

155 

981 

270 

1788 

270 

1792 

271 

1796 

271 

269 

1778 

269 

1772 

270 
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903 
1058 

1320 
1118 

1306 

1186 
1282 

1285 
1281 
1195 

902 

1366 

1064 
937 

1042 
1529 

1218 
1223 

1220 

1227 

1275 

PartllL 

Bridge  across  Thames  River  at  New  London,  Conn 

Bridging  navigable  waters  of  the  United  States 

BridirPDort  Harbor.  Conn..  imnroveTnent  of 

269 
269 
97    651 
146 
177 

130    828 
220 
188. 
263 
218 
321 
328 

102    701 

199 
215 

216 
216 
201 
290 
291 
290 
144 
242 

337 
291 

261 

261 

306 

302 

108    731 

227 

266 

260 

177 
150 

172 
235 
308 
70    465 

206 
206 

206 

206 
276 
330 

113    742 

212 

41 

1769 
1769 

Broad  Creek  Del.,  imnrovement  of  .... .                  ^  ^  r 

Broad  River,  N.  C,  examination  of— 

Broadkiln  River.  Del.,  imnrovement  of 

Brown,  Fort,  Tex.,  protection  of  river  bank  at 

Bronswick  Harbor,  Ga. ,  improvement  of 

BnRkhAnnon  Riv#»r-  W.  Va..  examination  of             r.  ^ 

1718 

BufMo  Bayou,  Tex.,  improvement  of 

BnfEalo  Harbor,  N.  Y.,  improvement  of 

Bnrlinfzlon  Harbor.  Vt..  imnrovement  of 

2128 
2157 

Battermilk  Channel,  New  York  Harbor,  improvement 
of 

C. 

Cababft  River,  Ala.,  innprovpnieFit  of .  ._ 

CVl^TfVfieri  PftSR,  1a.  ,  improvement  of ._.,    _> 

Oalcasien  River  and  Sabine  Pass,  examination  for  wa- 
ter-route to  connect       -  ^        _         ..    .    _           _  ^ 

Oalcn^ien  River,  T a.  ,  improvement  of. 

Oalnraet  HftThoT,  Til.,  iTnpTOVftm«nt  of                          .. -_ 

1946 

OBJnmet  River,  111.  and  Ind.,  examination  of 

1960 

Calnmet  River,  111 .,  improvement  of  . .. 

1947 

Cambridge  Harbor,  Md.,  improvement  of 

Canal  at  Des  Moines  Rapids,  Mississippi  River 

Canal  at  the  Cascades,  Columbia  River,  Oreg., construc- 
tion of - 

1680 
2246 

Canal,  Hennepin,  surveys  for 

1960 

Canal,  Louisville  and  Portland,  operating  and  main- 
taining                 -       .          .. 

1692 

Canal,  Muscle  Shoals,  Tennessee  River,  construction  of. 
Canal,  Saint  Clair  Flats,  Mich.,  operating  and  care  of.  . 

Canal,  Saint  Mary's  Falls,  Mich.,  construction  of . 

OftiiftT«rie  Bay,  N.  Y.,  improvement  of- ... 

1641 
2072 
2011 

Cane  River,  Ia.,  examination  of..  ..... 

Caney  Fork  River,  Tenn. ,  improvement  of 

1653 

Cannon  River,  Minn.,  examination  and  survey  of  lakes 
near  headwater"^  of  .  - .       .   .       .     , . . 

1634 

Cape  Fear  River  above  Fayettcville,  N.  C,  examination 
of _ - 

Cape  Fear  River,  N.  C,  improvement  of  entrance  to .. . 
Cape  Fear  River,  N.  C,  improvement  of,  from  Wilming- 
ton to  Fayetteville 

Cape  Girardeau,  improvement  of  Mississippi  River  at.. 
Caseville  Harbor,  Mich. ,  examination  of__ 

2077 

Cathance  River,  Me. ,  improvement  of. -^ 

Cedar  Keys  Harbor,  Fla.,  examination  of  northwest 
channel _ _ _ 

Cedar  Keys  Harbor,  Fla.,  examination  and  survey  of.. 

channel  from .... 

Cedar  Point  and  Dauphin  Island,  Ala. ,  examination  and 
survey  of  shoal  between « 

Cedar  River,  Mich.,  improvement  at  mouth  of— 

1633 
2166 

Channel  between  Staten  Island  and  New  Jersey,  im- 
provement of 

Charenton  Canal,  Saint  Mary's  Parish,  La.,  improve- 
ment of - 

Charleston,  S.  C,  defenses  of. - 
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Charleston  Harbor,  S.  C,  improvement  of. 

Charlevoix  Harbor,  Mich. ,  improvement  of 

Charlevoix  Harbor,  Mich.,  removal  of  wreck  in.- _ 

Charlotte  Harbor,  N.  Y.,  improvement  of 

Chattahooche  River,  Ala.  and  Ga.,  improvement  of 

Cheboygan  Harbor,  Mich. ,  improvement  of 

Cheeseqoakes  Creek,  N.  J.,  improvement  of 

Chehalis  River,  Wash.,  improvement  of. 

Cherrystone  Creek,  Va.,  examination  of 

Chesapeake  Bay,  removal  of  wrecks  in 

Chester,  Pa.,  ice-harbor  at 

Chester  River,  Md. ,  at  Kent  Island  Narrows,  improve- 
ment of 

Chester  River,  Md.,impxiDvementof 

Chicago  Harbor,  111.,  improvement  of 

Chicamnxen  Creek,  Md.,  examination  of__- _- 

Chickahoroiny  River,  Va. ,  improvement  of 

Chippewa  River,  Wis. ,  improvement  of_ 

Chippewa  River,  at  Yellow  Banks,  Wis.,  improvement  of- 
Choctawhatchee  River,  Fla.  and  Ala.,  improvement  of _ 
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New  River,  N.  C,  improvement  of 
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New  River,  Va.  and  W.  Va.,  improvement  of_-_ 

New  Rochelle  Harbor,  N.  Y.,  improvement  at 
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North  Landing  River,  Va.  and  N.  C,  improvement 
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Oconto  Harbor,  Wis.,  improvement  of .._ -_. 

Offioe  of  the  Chief  of  Engineers 

Officers  of  the  Corps  of  £^gineers,  number  of,  duties  of.  _ 

Ogdensburg  Harbor,  N.  Y.,  improvement  of 

Ohio  River,  bridge  across  near  Beaver,  Pa 
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Ohio  River,  improvement  of. 

Ohio  River,  improvement  of  Falls  of 
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Old  Town  Creek,  Miss.,  improvement  of. -_ 

Old  River  Bed,  Cuyahoga  River,  examination  of 

Ontonagon  Harbor,  Mich. ,  improvement  of 

Oostenaula  River,  Ga.,  improvement  of 

Osage  River,  Mo.  and  Kans.,  improvement  of 

Oswego  Harbor,  N.  Y.,  improvement  of 

Otter  Creek,  Vt.,  improvement  of 

Ouachita  River  at  harbors  of  Monroe  and  Trenton,  La., 

examination  of  . 

Ouachita  River  from  Camden  to  Arkadelphia,  Ark.,  ex- 
amination of -_ 

Ouachita  River  Irom  its  mouth  to  Camden,  Ark.,  ex- 
amination and  survey  of 

Ouachita  River,  La.  and  Ark.,  improvement  of 
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Pamplico  River,  N.  C,  improvement  of 

Pamunky  River,  Va. ,  improvement  of 

Pascagoula  River,  Miss.,  improvement  of 
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Penobscot  River,  Me.,  examination  and  survey  of 
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Petalnma  Creek,  Cal . ,  improvement  of .. 

2196 

Petit  Anse  Bayou ,  La, ,  examination  of 

Philadelphia,  Pa.,  defenses  of.  _ 

Piankatank  River,  Va.,  examination  and  survey  of 

Pier  at  Lewes,  Del.,  construction  of_ 

Pierre,  Bayou,  La.,  survey  of 

Piacataqua  River,  N.  H.  and  Me.,  examination  and  sur- 
vey of _ 

Piscataway  Creek,  Md.,  examination  of 

Piscataway  Creek,  Va.,  examination  of . 

Plattaburg  Harbor,  N.  Y.,  improvement  of 
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Plymouth  Harbor,  Mass. ,  improvement  of 
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Port  Henry  Harbor,  N.  Y. ,  examination  of_ 

Port  Jefferson  Harbor.  L.  I.,  N.  Y.,  improvement  of 

Portland  Harbor,  Me.,  defenses  of 

1974 

2086 
2168 
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Red  River,  La.,  improvement  of— 

survey  of -- 

Bed  River  of  the  North,  improvement  of 

Bed  River  of  the  North,  oonstruction  of  lock  and  dam 

at  GooBe  Rapids  _ _ 

Bed  River,  Tenn.,  improvement  of . 

Redwood  Slongh,  Cal.,  examination  and  survey  of 

Beedy  Island,  Delaware  River,  ice-harbor  at 
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ries, construction  of 

Beservoirs  at  sources  of  the  Mississippi  and  its  tributa- 
ries, surveys  for.-- 

Biverandhao-bor  improvements... 

Boanoke  River,  N.  C,  examination  and  survey  of 

Roanoke  River,  N.  C,  improvement  of  _ 

Rochester,  Pa.,  examination  and  survey  of  Ohio  River 

at  for  ice-breaker 

Rock  Island  Harbor,  Mississippi  River,  improvement  at 
Rock  Island  Rapids,  Mississippi  River,  improvement  at. 

Rockland  Harbor,  Me.,  improvement  of - 

Bockport,  Mass.,  examination  for  harbor  of  reftige  at 

Sandy  Bay 

Bocky  River  Harbor,  Ohio,  improvement  of 

Roebuck  Lake,  Miss.,  examination  of 

Romerly  Biarsh,   Ga.,   improvement    of  water-route 

through ^ 

Bondout  Harbor,  N.  Y.,  improvement  of 

Boundaway  Bayou,  La. ,  examination  of 

Bouse's  Point,  N.  Y.,  examination  and  survey  for  break- 
water at 

Boyal  River,  Me.,  improvement  of 
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route  to  connect.. 

Sabine  Pass,  Tex.,  improvement  of. 

Sabine  River,  Tex.,  improvement  of 

Sackett's  Harbor,  N.  Y.,  improvement  of 

Saco  River,  Me.,  resurvey  of 
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Saint  Croix  River,  Wis.  and  Minn.,  improvement  of -. 
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Saint  Francis  and  White  rivers.  Ark.,  improvement  of  . 
Saint  Jerome's  Creek,  Md.,  improvement  of  harbor  at.. 
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Saint  John's  River,  Fla.,  examination  and  survey  be- 
tween Lake  G^rge  and  Lake  Monroe 

Saint  John's  River,  Fla.,  improvement  of  bar  at  mouth 

of ., 
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Saint  Jones  River,  Del. ,  improvement  of 

Saint  Joseph  Harbor,  Mich.,  improvement  of 

Saint  Mark's  River,  Fla. ,  examination  of 

Saint  Mary's  Falls  Canal  and  Saint  Mary's  River,  Mich. , 
improvement  of. 
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Saint  Mary's  Falls  Canal,  Mich.,  dry-dock  at 

Saint  Mary's  Falls  Canal,  Mich.,  operating  canal 

Saint  Mary's  River,  Mich.,  improvement  of  Hay  Lake 

Channel - 

Salem  River,  N.  J.,  improvement  of 

Saline  River,  Ark.,  examination  of 

Saline  River,  Ark. ,  improvement  of. 

Salkiehatchie  River,  S.  C,  improvement  of 

Sand  Beach,  Mich.,  Lake  Huron,  harbor  of  refnge  at... 

San  Diego,  Cal.,  defenses  of _ .. 

San  Diego  Harbor,  Cal.,  improvement  of 

Sandnsky  City  Harbor,  Ohio,  improvement  of 

Sandnsky  River,  Ohio,  improvement  of 

Sandy  Bay,  Rockport,  Mass.,  examination  and  survey 

for  harbor  of  refuge  at __ _- 

San  Francisco,  Cal.,  defenses  of _ ___ 

San  Francisco  Bay,  Cal.,  deposit  of  dredged  material  in. 

San  Francisco  Harbor,  Cal.,  removal  of  wreck  from 

Sangamon  River,  HI.,  examination  and  survey  of- I 

San  Joaquin  River,  CaX.,  improvement  of.- _-. 

Santa  Monica  Bay,  Cal.,  examination  of 

Santee  Riv^r,  8.  C,  improvement  of. 

Sangatuck  Harbor,  Mich. ,  improvement  of 

SaugertieB  Harbor,  N.  Y.,  examination  and  survey  of.. 

Savannah,  Ga.,  defenses  of 

Savannah  River  and  Harbor,  Ga.,  improvement  of 

Savannah  River,  Gha.,  above  Augusta,  improvement  of.. 
Savannah  River,  Ga.,  below  Augusta,  improvement  of.. 

School  of  Application,  Battalion  of  Engineers 

Schuylkill  River,  Pa.,  improvement  of 
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Scuppemong  River.,  N.  C,  improvement  of 
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